•    I   Columbia  (MnitJem'ti) 
mti)e(£itpoflfttig0rk 

College  of  ^Iipsitcians!  anb  g)urseon£f 


Hitirarp 


/ 


PUBLIC  DOCUMENT 


.  ...  No.  34. 


THIRTY-THIED  AMUAL  EEPOET 


State  Board  of  Health 


MASSACHUSETTS. 


BOSTON : 

WRIGHT   &   POTTER  PRINTING  CO.,  STATE  PRINTERS, 

18  Post  Office  Square. 

1902. 


MEMBERS     OF     THE     BOARD 
1901-1902. 


HENRY  P.  WALCOTT,   M.D.,  Chairman,    .        .        .        .OF  Cambridge. 

HIRAM  F.  MILLS,  C.E., of  Lawrence. 

FRANK  W.  DRAPER,  M.D., OF  Boston. 

GERARD  C.  TOBEY,  Esq., of  Wareham. 

JAMES  W.  HULL, of  Pittsfield. 

CHARLES  H.   PORTER, OF  Quincy. 

JULIAN   A.  MEAD.  M.D., OF  Watertown. 


Secretary. 
SAMUEL   W.   ABBOTT,   M.D. 

Engineer. 
X.   H.   GOODNOUGH,  C.E. 

Pathologist. 
THEOBALD   SMITH,  M.D. 

Analyst. 
ALBERT   E.   LEACH. 

Chemist. 
II.   W.  CLARK. 

Consulting  Chemist. 
THOMAS   M.   DROWN,   M.D. 


CONTENTS. 


PAGB 

1.  General  Report vii 

2.  Water  Supply  and  Sewerage 1 

Report  to  the  Legislature  (under  the  provisions  of  chapter  375  of  the  Acts  of  1888)  : 

Advice  to  Cities  and  Towns 3 

Water  Supply, 6 

Sewerage  and  Sewage  Disposal, 60 

Pollution  of  Ponds  and  Streams, 100 

Ice  Supplies, 104 

Rules  and  Regulations  for  Sanitary  Protection  of  Water  Supply,       .        .        .  114 

Examination  of  Water  Supplies, 117 

Examination  of  Rivers, 219 

Summary  of  Water  Supply  Statistics 259 

Experiments  on  the  Purification  of  Sewage  and  Water  at  the  Lawrence  Experiment 

Station  in  1895, 271 

Sewage  Purification, 271 

Purification  of  Water, 313 

Report  upon  the  Springfield  Water  Supply, 325 

The  Stability  of  the  Effluents  of  Sewage  Filters  of  Coarse  Materials,        .        .  373 

Bacteriological  Studies  at  the  Lawrence  Experiment  Station 397 

3.  Report  upon  Food  and  Drug  Inspection 423 

Report  of  the  Analyst, 439 

4.  Report  upon  Diphtheria  Antitoxin, 483 

5.  Report  upon  Diphtheria  Cultures, 503 

6    Report  upon  Examinations  for  Tuberculosis 508 

7.  Report  upon  Examinations  for  Typhoid  Fever, 513 

8.  Report  upon  Examinations  for  Malaria, 515 

9.  Statistical  Summaries  of  Disease  and  Mortality 519 

10.  Health  of  Towns 557 

11.  Index, 597 


Digitized  by  tine  Internet  Arciiive 

in  2010  with  funding  from 
Columbia  University  Libraries 


http://www.archive.org/details/annualreportofs1901mass 


GENERAL    REPORT. 


The  following  report  comprises  the  general  work  of  the  State 
Board  of  Health  for  the  year  ended  Sept.  30,  1901,  together  with 
its  operations  under  the  food  and  drug  acts  for  the  same  period, 
and  under  the  acts  relating  to  water  supply  and  sewerage  during 
tlie  calendar  year  1901. 

The  first  part,  paged  in  Roman  numerals,  contains  a  condensed 
account  of  the  work  done  under  the  laws  definins^  the  duties  of  the 
Board. 

The  regular  work  of  the  Board  is  performed  mainly  under  the 
provisions  of  three  separate  acts,  — an  organic  act  of  1869,  estab- 
lishing the  Board;  an  act  of  1882,  providing  for  the  inspection  of 
food  and  drugs  ;  and  an  act  for  the  protection  of  the  purity  of  inland 
waters,  of  1886,  together  with  the  amendments  of  these  acts,  all 
of  which  have  been  embodied  in  chapter  75  of  the  Revised  Laws  of 
Massachusetts,  enacted  in  1901. 

The  second  part  of  this  report,  paged  in  Arabic  figures,  presents 
the  fuller  details  of  the  work  of  the  Board  under  the  acts  above 
referred  to. 

The  following  members  comprised  the  Board  in  1901  :  — 

IIenky  p.  Walcott,  Chairman. 


Frank  W,  Draper. 
Hiram  Y.  Mills. 
James  W.  Hdll. 


Gerard  C.  Tobey. 
Charles  H.  Porter. 
Julian  A.  Mead. 


No  changes  have  taken  place  in  the  membership  of  the  Board  in 
1901. 

General  Health  of  the  State  in  1901. 

From  the  returns  received  from  local  boards  of  health  for  the  year 
1901  it  appears  that  the  death-rate  of  the  State  during  the  past  year 
was  the  lowest  ever  recorded.  The  deaths  numbered  48,275,  and 
the  death-rate  upon  an  estimated  population  of  2,870,710  was  only 
16.82  per  thousand.     The  lowest  death-rate  in  any  previous  year  of 
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the  past  half  century  was  17  per  1,000  in  1867,  and  the  next  lowest 
was  17.33  in  1859.  It  is  very  gratifying  to  know  that,  while 
density  of  population  is  one  of  the  chief  conditions  usually  consid- 
ered as  contributing  to  an  increased  death-rate,  the  death-rate  of  the 
State  has  not  increased  during  the  past  twenty-five  years,  although 
the  density  of  the  population  has  nearly  doubled  in  that  time. 

The  following  figures  are  presented  for  the  ten  years  ended  with 

1901:  — 

Massachusetts. 


Years. 

Population. 

Deaths. 

Death- 
rates. 

Teaks. 

Population. 

Deaths. 

Death- 
rates. 

1892,  .... 

2,339,993 

48,762 

20.84 

1897 

2,618,051 

47,419 

18.11 

1893 

2,392,216 

49,084 

20.52 

1898,  .... 

2,679,049 

46,761 

17.46 

1894,   .... 

2,445,604 

46,791 

19.14 

1899 

2,74r,470 

47,710 

17.40 

1895,   .... 

2,500,183 

47,540 

19.01 

1900 

2,805,346 

51,156 

18.24 

1896,  .... 

2,558,443 

49,381 

19.30 

1901 

2,870,710 

48,275 

16.82 

In  addition  to  the  causes  named  on  the  following  pages  another 
factor,  not  of  a  sanitary  character,  probably  has  contributed  to  the 
lowering  of  the  death-rate,  and  that  is  the  increased  immigration  of 
the  past  few  years.  The  death-rate  at  difierent  ages  of  life  differs  very 
much,  that  of  infants  and  young  children  being  very  high,  that  of 
young  adults  being  low,  and  that  of  old  people  again  being  excessive, 
so  that  the  addition  of  large  numl)ers  of  people  to  the  population  at 
either  of  these  ages  has  a  decided  effect  upon  the  general  death- 
rate.  By  reference  to  our  report  of  1894  (Twenty-sixth  Annual 
Report,  p.  Iv.,  note)  it  appears  that  the  immigrants  added  to  our 
population  were  of  the  following  ages  :  — 


Less  than  fifteen  years  of  age,  . 
From  fifteen  to  forty  years  of  age, 
All  over  forty  yeais  of  age, 


22.0  per  cent. 
67.8  per  cent. 
10 . 2  per  cent. 


Total, 100.0 

This  great  preponderance  (more  than  two-thirds  of  the  entire  immi- 
gration) being  constituted  of  persons  of  young  and  healthy  ages, 
has  a  tendency  to  lower  the  general  death-rate,  independently  of 
sanitary  conditions.  In  the  course  of  years,  however,  as  these  per- 
sons, fifteen  to  forty  years  of  age,  arrive  at  nmcli  older  ages,  the 
death-rate  may  be  expected  to  slowly  rise  again. 
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Infectious  Diseases. 
The  death-rate  from  the  principal  infectious  diseases  was  gen- 
erally less  than  that  of  1900.  The  number  of  deaths  from  each  of 
several  infectious  diseases  and  from  cancer  for  the  five  years  1897- 
1901,  together  with  the  death-rate,  is  shown  in  the  following  table, 
by  which  it  appears  that  there  was  an  increase  in  the  deaths  and 
death-rates  from  small-pox,  cholera  infontum  and  cancer,  and  a  de- 
crease in  the  deaths  and  death-rates  from  diphtheria,  scarlet  fever, 
typhoid  fever,  measles,  consumption,  dysentery,  whooping-cough, 
pneumonia  and  cerebro-spinal  meningitis,  as  compared  with  those 
of  the  previous  year. 

Deaths  and  Death-rates  from  Certain  Diseases  in  Massachusetts,  1807-1901. 


Small-pox,  . 
Diphtheria  aud  croup, 
Scarlet  fever, 
Typhoid  fever,  . 
Meaeles, 
Cholera  infantum, 

CODBUmptiOD,       . 

Dysentery, 

Whooping-cough, 

Pneumonia, 

Cancer, 

Cerebro-spinal  meningitis. 


4 

1,426 

342 

607 

158 

2,231 

5,431 

209 

171 

4,796 

1,739 

355 


.015 
5.45 
1.31 
2.32 

.60 
8.52 
20.75 

.80 

.65 
18.32 
6.64 
1.36 


706 

141 

663 

82 

2,320 

6,288 

293 

337 


2.64 
.53 

2.47 
.31 

8.66 
19.74 

1.09 

1.26 


4,206  15.70 


1,907 
259 


7.12 
.97 


14 

1,047 

235 

612 

241 

1,964 

5,221 

268 

338 

4,993 

1,838 

240 


.05 
3.82 

.86 
2.23 

.88 
7.16 
19.05 

.98 
1.23 
18.21 
6.70 


1900. 


3 

1,475 

391 

632 

330 

2,393 

5,199 

257 

337 

5,282 

1,998 

198 


.011 
5.26 
1.39 
2.25 
1.18 
8.53 
18.53 
.92 
1.20 
18.83 
7.12 
.71 


1901. 


97 

1,166 

385 

561 

173 

2,705 

5,033 

223 

210 

4,772 

2,080 

177 


a  o 
<a  O, 

a 


.34 
4.06 
1.34 
1.95 

.60 
9.43 
17.54 

.78 

.73 

16.62 

7.25 


The  State  has  been  for  many  years  free  from  great  ejiidemics  of 
infectious  diseases,  such  as  are  fatal  to  large  numl)ers  of  the  })opu- 
lation.  The  principal  epidemic  years  in  the  past  century  were  1849 
and  1872,  in  each  of  which  the  death-rate  rose  from  an  average  of  a 
little  more  than  19  per  tiiousaiul  inhabitants  to  about  22.8  per 
1,000,  in  consequence  of  an  unusual  prevalence  of  several  infectious 
diseases  at  once.  • 

In  the  following  table  a  l)alance  is  shown  l)ctween  the  principal 
infectious  diseases  of  the  past  two  years  :  — 
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Deaths  from  Certain  hifectious  Diseases  in  1900  and  1901. 


Small-pox, 

Diphiheria  and  croup,    . 
Scarlet  fever,  . 
Typhoid  fever, 

MeaeleB 

Cholera  iDfaDtnm,  . 
CoDsumption,  . 
Dysentery, 
Whooping-cough,    . 
Pneumonia, 

Cerebro-Bpinal  meningitis, 
Totals, 


3 

97  . 

94 

1,475 

1,166 

- 

391 

385 

- 

632 

561 

- 

330 

173 

- 

2,393 

2,705 

312 

5,199 

5,033 

- 

257 

223 

- 

837 

210 

- 

5,282 

4,772 

- 

198 

177 

- 

16,497 

15,502 

406 

1 

309 

6 

71 

157 

166 
34 
127 
510 
21 


1,401 


Difference,  995. 

By  this  talile  it  appears  that  the  sum  of  the  deaths  from  these 
eleven  principal  infectious  diseases  in  1901  was  less  by  905  than 
those  of  the  previous  year  from  the  same  causes. 

The  improvement  in  the  death-rate  from  infectious  diseases  is  of 
much  greater  importance  than  the  loss  resulting  from  the  increase 
in  the  death-rate  from  such  diseases  as  cancer,  and  the  diseases  of 
the  heart,  kidneys  and  brain,  when  the  figures  of  1901  are  com- 
pared with  those  of  any  of  the  early  years  of  the  last  half-century, 
because  the  lives  saved  are  more  valual)le  than  the  lives  lost,  those 
of  the  former  class  being  chiefly  of  the  young  who  arc  just  entering 
upon  the  useful  period  of  life,  while  the  latter  are  mostly  those  of 
old  people  who  have  passed  that  period. 


Small-pox. 

The  number  of  deaths  from  small-pox  oflicially  registered  in  the 
cities  and  towns  was  97  (or,  as  returned  to  the  State  Board  of 
Health,  101),  a  number  comparatively  insignificant  when  compared 
with  the  deaths  from  consum{)tion,  pneumonia  or  cholera  infantum, 
fr(nn  each  of  which  causes  the  deaths  annually  amount  to  several 
thousand.  Even  these  deaths  might  have  been  prevented  had  the 
usual  precautions  been  taken  in  regard  to  vaccination. 

During  the  year  1901  small-pox,  which  had  been  mildly  prevalent 
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in  the  preceding  year,  increased,  until  the  close  of  the  year  it  was 
prevailing  to  a  greater  extent  than  at  any  time  since  the  great  epi- 
demic of  1872-73. 

The  causes  of  this  increased  prevalence  are  attributahle  partly  to 
its  continuance  with  increased  severity  in  other  States  having  direct 
communication  with  Massachusetts,  partly  to  the  continued  arrival 
of  immigrants  from  foreign  countries,  of  whom  the  number  coming 
to  Massachusetts  in  1901  was  very  large,  and  chiefly  to  the  general 
neglect  of  vaccination  throu2:hout  the  State.  Another  factor  con- 
sisted  in  the  greatly  increased  facilities  for  transportation  from  one 
town  to  another  and  from  one  State  to  another,  as  compared  with 
that  of  previous  years. 

The  number  of  reported  cases  by  months  in  Massachusetts  in  1901 
was  as  follows  :  — 


In  January, 

.      6 

In  August, 

.     15 

In  February,    . 

.      4 

In  September, 

.     32 

In  ]March, 

.      6 

In  October, 

.    56 

In  April,  . 

.      9 

In  November,  . 

.  235 

In  May,    . 

.    45 

In  December,  . 

.  274 

In  June,  . 

.     70 

In  July,   . 

.     26 

Total, 

.  778 

These  cases  were  distributed  in  Q2  cities  and  towns,  as  follows 


Newton,  . 
Tevvksbuiy, 
Palmer,    . 
Brookline, 
Dighton,  . 
Westfield, 
Dedham,  . 
Southbridge,    . 
West  Boylston, 
Scituate,  . 
North  Brookfield, 
Springfield, 
Holyoke, . 
Marlborough,  . 
Everett,    . 
Belmont, . 
Townsend, 
Brockton, 
Methuen,. 
Manchester, 
Avon, 


Boston,     . 

514 

New  Bedford, 

38 

Fall  River,       . 

22 

Cambridge, 

15 

Leominster, 

13 

Lowell,    . 

12 

Worcester, 

11 

Fitcliburg, 

9 

Raynham, 
Hyde  Park, 

9 

8 

Quincy,    . 
Gloucester, 

6 
5 

Medford, . 

5 

Lynn, 

5 

Adams,     . 

5 

Wakefield, 

5 

Lawrence, 

4 

Somerville, 

4 

Chelsea,  . 

.       4 

Maiden,   . 

4 

Braintree, 

.       4 
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Huntington, 
Dal  ton,     . 
Russell,    . 

Milton,     . 
Framingham, 
Woburn,  . 

• 

Waltham, 
Franklin, 
Enfield,    . 
Cottage  City, 

Plymouth, 
Athol,       . 
Lee, . 
AVestminster, 

• 

Pepperell, 
Concord,  . 

Salem, 
Abington, 

• 

Gardner,  . 
Oxford,    . 

Tt  i<5  n  lint 

PWO 

rthv  fact 

tha 

:  each 

Total, 
one  of  the  i 

")lacf 

^s  nanief 

]  in 

778 
the 

foregoing  list  is  either  upon  one  of  the  principal  lines  of  railway 
communication  of  the  State  or  upon  one  of  the  branches  of  the 
same. 

yationality.  —  The  nationality  of  the  persons  attacked  in  1901 
was  as  follows  :  — 


Natives  of  the  Unit 
British  Provinces, 

3d  St 

ites. 

380 
146 

West  Indies,    . 
Other  Sea  Islands, 

3 

2 

French  Canadians, 

36 

Russians, 

3 

Irish, 

101 

Germans, 

3 

Portuguese, 
English,  . 
French,    . 

40 
21 
13 

Negroes,  . 
Italians,    . 
Dutch,      . 

3 

1 
1 

Scotch,     . 

8 

Unknown, 

5 

Swedes,    . 

Norwegians, 

7 
5 

Total, 

778 

OccupufAons.  —  The    principal    occupations    of  those    who    were 
attacked  were  as  follows  :  — 


Housewives,    . 

. 

95 

School  cliildren,  five  to  15  ye 

ars  old : 

Laborers,          .... 

66 

Vaccinated,  . 

.     16 

Factory  oj)oratives, 

34 

Unvaccinated, 

.     76 

Clerks  and  salesmen, 

27 

Not  stated,    . 

.       1 

House  servants. 

23 

Longshorosmen, 

.      9 

Teamsters,       .... 

21 

Housekeepers, 

.      8 

Newly  arrived  imra 

grants  taken 

ill 

Laundry  workers : 

within  48  houi 

s  after  arriv 

al, 

20 

Vaccinated,  . 

.      3 

Carpenters, 

19 

Unvaccinated, 

.      6 

Mechanics, 

13 

Railway  employees, 

.      7 

Waiters,  . 

11 

Farmers,  .... 

.      7 

Metal  woi'kers, 

11 

IloHtlers,  .... 

.      7 

Shoemakers,    . 

. 

10 

PlumlK;rs, 

.      6 

Dressmakers,  . 

6 

Manners, 

.      6 

Engineers, 

. 

C 

Nurses,    .... 

.      6 
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Physicians, 

.      5 

Actors,     . 

2 

Book-keepers, . 

.      5 

Milkmen, 

2 

Painters, .... 

.      5 

Car  cleaners,   . 

2 

Masons,    .... 

.      5 

Clergymen, 

.      2 

Stonecutters,    . 

.      5 

Manufacturers, 

2 

Cooks,      .... 

.      5 

Fishermen, 

2 

Blacksmiths,    . 

.      3 

Agents,    . 

2 

Errand  boys,    . 

.       3 

Expressmen,    . 

2 

Woodchoppers, 

.      2 

Icemen,    . 

.      2 

Paper  mill  operatives,     . 

.      2 

Stenographers, 

2 

Telegraph  operators, 

.      2 

Hotel  servants. 

.      2 

and  one  each  of  persons  engaged  in  34  other  occupations. 

A  notable  incident  of  this  epidemic  was  the  occurrence  of  small- 
pox among  8  laundry  workers,  an  occupation  which  appears  to  l)e 
unusually  exposed  to  this  disease,  as  might  be  expected  from  the 
character  of  the  work.  A  similar  experience  "was  noted  in  London 
at  the  beginning  of  the  present  outl)reak  of  small-pox  in  that  city. 

The  number  of  paper  mill  operatives  attacked  in  Massachusetts 
in  the  epidemic  of  1901-1902  was  much  smaller  than  it  was  in  pre- 
vious e[)idemics,  probably  on  account  of  the  greater  care  taken  by 
the  mill  authorities  to  carry  out  the  provisions  of  the  acts  relating 
to  the  vaccination  of  operatives. 

Of  the  whole  number  of  cases  reported  in  1901,  358  had  been 
vaccinated  at  some  time  in  their  lives,  407  were  unvaccinated,  and 
the  facts  in  regard  to  13  were  not  stated.  It  was  also  stated  that 
251  adults  out  of  the  whole  num])er  had  not  been  vaccinated  since 
infancy  or  childhood. 

Summary  of  Several  Years. 
The  following  table  presents  the  number  of  cases  of  small-pox  re- 
ported to  the  State  Board  of  Health  from  1883  to  1901  inclusive, 
together  with  the  deaths  from  the  same  :  — 


1884, 
1885, 
1886, 
1887, 
1888, 
1889, 
1890, 
1891, 
1892, 
1893, 
1894, 


{     Cases. 

1 

Deaths. 

21 

fi 

9 

3 

32 

19 

13 

8         1 

32 

9 

15 

6 

6 

1 

5 

3 

19 

2 

45 

9 

185 

33 

1895,  

1896 

1897 

1898 

1899 

1900 

1901 

Total, 

Fatality,  16.3  per  cent 


1 

5 

18 

12 

105 

104 

778 


1,407 


14 
3 

101 


215 
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The  foregoing  table  illustrates  the  extreme  irregularity  in  the 
prevalence  of  the  disease,  the  reported  cases  in  each  year  varying 
from  1  to  778,  and  the  deaths  from  0  to  101. 

Sex.  — The  record  of  the  distribution  of  the  sexes  of  cases  of 
small-pox  has  been  kept  from  1885  to  the  present  year,  and  shows 
that  the  number  of  males  attacked  was  750  and  that  of  females  was 
571,  or  in  the  ratio  of  132  males  to  100  females. 

Fatality. — The  whole  number  of  cases  reported  since  1883  was 
1,407,  and  the  deaths  were  215,  or  15.3  per  cent. 

Condition  as  to  Vaccination.  —  Of  1,329  reported  cases  which 
occurred  since  and  including  1888,  589  were  vaccinated,  and  of 
these  there  were  53  deaths ;  682  were  unvaccinated,  and  of  these 
there  were  112  deaths.  In  58  cases  the  facts  in  regard  to  vaccina- 
tion were  not  stated,  and  of  these  there  were  9  deaths. 

Ages.  —  The  age  of  persons  reported  as  ill  with  small-pox  is  a 
matter  of  much  significance  when  considered  with  reference  to  the 
fatality  of  the  disease,  and  the  existing  conditions  of  the  persons 
attacked  with  reference  to  vaccination. 

The  record  of  the  age  incidence  of  the  disease,  as  it  has  occurred 
in  Massachusetts,  has  been  kept  since  1888,  and  is  shown  in  the 
folio  wins:  table  :  — 


Small-pox  in  Massachusetts,  by  Ages,  and  loith  Reference  to  Vaccination,  1SS8- 

1901. 


Vaccinated.     | 

Unvaccinated. 

Unknown. 

Total. 

Agbs. 

Cases. 

Deaths. 

Cases. 

Deaths. 

Cases. 

Deaths. 

Cases. 

Deaths. 

Under  1  year, 

\ 

52 

15 

2 

- 

65 

16 

1  to    5  years, 

19 

- 

163 

18 

2 

- 

184 

18 

5  to  10  yearo, 

16 

- 

78 

4 

6 

- 

100 

4 

10  to  16  years, 

29 

- 

31 

- 

2 

- 

62 

- 

15  to  20  years, 

49 

3 

80 

11 

6 

2 

185 

16 

20  to  30  years. 

190 

13 

160 

31 

18 

6 

374 

49 

30  to  40  years. 

144 

21 

71 

22 

4 

1 

219 

44 

40  to  60  years. 

89 

11 

26 

7 

5 

- 

120 

18 

Over  60  years. 

47 

6 

11 

4 

3 

1 

61 

10 

Age  UDknowQ, 

B 

- 

4 

- 

10 

- 

19 

- 

689 

63 

682 

112 

68 

9 

1,829 
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The  following  significant  facts  may  ])e  noted  in  this  tabic  :  only 
one  vaccinated  child  under  one  year  of  age  appears  to  have  been 
attacked  with  sniall-pox,  and  this  child  survived,  while  there  were 
52  attacks  of  un vaccinated  infants  under  one  year  old,  and  of  these 
15  died,  or  29  per  cent. 

Among  vaccinated  persons  under  fifteen  years  of  age  there  were 
65  attacks  and  no  deaths.  Among  unvaccinated  persons  under  fif- 
teen years  old  there  were  324  attacks  and  37  deaths. 

Amonsr  vaccinated  adults  over  fifteen  years  of  aire  there  were  519 
attacks  and  53  deaths,  or  10.2  per  cent.  Among  unvaccinated 
adults  over  fifteen  years  old  there  were  354  attacks  and  75  deaths, 
or  21.2  per  cent. 

It  is  also  a  noteworthy  fact  that  162  school  children,  or  children 
of  school  ages  (five  to  fifteen  years),  were  attacked  during  these 
fourteen  years,  and  of  this  number  109,  or  about  two-thirds,  were 
unvaccinated.  There  were  only  4  deaths  out  of  this  whole  number, 
since  this  is  the  period  of  life  when  the  power  to  resist  fatal  attacks 
of  disease  is  o-reatest.     All  of  these  4  who  died  w-ere  unvaccinated. 

Out  of  the  589  who  were  recorded  as  having  been  vaccinated,  it 
was  recorded  in  the  returns  that  375,  or  nearly  65  per  cent.,  had 
been  vaccinated  in  childhood  or  infancy-  only,  and  when  the  carefully 
recorded  statistics  of  other  countries  are  considered,  it  may  reason- 
ably be  presumed  that  the  53  deaths  of  adults  recorded  as  "vacci- 
nated "  occurred  among  this  class. 

Further  information  relative  to  the  investigations  of  the  Board  in 
regard  to  the  prevalence  of  small-pox  in  the  dift'erent  cities  and 
toAvns  of  the  State  may  1)e  found  in  the  latter  part  of  this  report,  in 
the  portion  entitled  "Health  of  Towns." 

21ie  Production  of  Vaccine  Lymph.  —  The  existence  of  an  epi- 
demic of  small-pox  in  Massachusetts,  of  greater  proportions  than 
any  which  has  occurred  since  that  of  1872-73,  calls  for  special  con- 
sideration of  the  vaccine  supply  of  the  State  and  its  method  of 
production.  This  serious  invasion  of  the  State  by  a  disease  which 
is  preventable  has  brought  to  notice  certain  radical  defects  in  the 
supply  of  vaccine  lymph  to  cities  and  towns  for  which  a  remedy 
should  be  provided. 

The  present  supply  is  obtained  from  many  different  sources,  both 
in  the  State  and  also  from  outside  the  State,  principally  from  the 
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latter.  In  many  instances  it  has  been  obtained  througli  the  medium 
of  agents,  middlemen,  or  wholesale  dealers,  in  some  instances  pass- 
ing through  several  diflerent  hands  before  it  reaches  the  city  or 
town  authorities  requiring  it  for  use.  Hence  it  is  subject  to  the 
invariable  delays  which  attend  this  method  of  supply.  Delay  beyond 
certain  limits  allows  the  product  to  become  more  or  less  inert  and 
finally  absolutely  worthless,  since  all  vaccine  lymph  deteriorates 
with  age. 

Again,  the  commercial  producers  of  vaccine  lymph  are  in  the 
hal)it  of  labelling  or  branding  their  products  with  a  date,  usually 
some  weeks  or  months  in  advance  of  the  date  upon  which  it  is  de- 
livered l)y  them  to  the  purchaser,  this  date  being  presumably  a  time 
after  which,  in  their  opinion,  it  will  no  longer  be  proper  to  use  the 
lymph.  The  date  when  the  lymph  loas  iiroduced  is  not  made  knoion 
to  the  purchaser .     This  practice  furnishes  an  opportunity  for  fraud. 

Investigations  of  vaccine  plants,  in  the  State  and  out  of  it,  show 
that  many  of  these  establishments  are  not  conducted  upon  principles 
conformable  to  the  progress  of  medical  science,  and  cannot  be  de- 
pended upon  to  furnish  a  product  uniformly  reliable  and  in  sufficient 
quantities  to  meet  the  demands  which  are  sure  to  arise  during  epi- 
demics of  small-pox. 

Vaccine  lymph  deteriorates  with  time  and  becomes  inert,  conse- 
quently it  is  important  that  its  age  should  be  known  to  the  physician 
w4io  uses  it.  All  of  these  conditions  can  l)e  best  fulfilled  by  pro- 
ducing it  within  the  limits  of  the  State  and  under  State  control,  in 
the  same  manner  that  has  been  employed  in  the  production  of  anti- 
toxin during  the  past  seven  years.  Of  this  product  over  150,000 
packages  have  Ijeen  made  and  distributed  through  the  agency  of 
local  boards  of  health,  to  the  entire  satisfaction  of  the  people  and 
with  the  result  of  great  saving  of  life.  In  the  interest  of  economy 
and  efficiency,  therefore,  it  is  desirable  that  both  these  })roducts 
should  be  made  and  distributed  under  the  supervision  of  a  single 
authority. 

The  work  of  jjroducing  vaccine  lymph  in  other  countries  where 
the  most  successful  results  have  been  obtained  is  conducted  under 
government  supervision  and  under  competent  medical  authority. 
In  (jcrniany,  where  small-))ox  is  practically  unknown  at  the  present 
day,  there  arc  at  present  twenty-two  vaccine  estal^lishments  under 
the  supervision    of  the  goneial  board  of  health  of  the  empire,  pro- 
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ducing  the  lyiu[)li  for  a  luition  of  about  fifty  millions,  an  amount 
sufficient  for  the  vaccination  and  revaccination  of  about  three  million 
peoi)le  ])eing  produced  each  year. 

In  England,  a  recent  commission,  after  visiting  the  German  estab- 
lishments, has  recommended  a  similar  plan,  which  is  now  being 
carried  out. 

Diphtheria. 

The  fluctuations  in  the  yearly  prevalence  of  diphtheria  are  mani- 
fest in  various  ways  beside  the  annual  roll  of  deaths  from  this  cause. 
The  variable  demand  for  antitoxin  (nearly  all  of  that  which  is  used  in 
the  State  being  produced  by  the  State  Board  of  Health)  constitutes 
an  index  of  the  prevalence  of  this  disease.  The  constant  succession 
of  re(|uests  for  culture  outfits  for  determining  the  character  of  the 
disease  is  another,  wdiile  the  reports  of  infectious  diseases  required 
by  the  provisions  of  section  52,  chapter  75,  Revised  Laws,  aflbrd 
further  information  to  the  Board  as  to  the  prevalence  of  this  disease. 
From  all  those  sources  of  information  it  appears  that  the  death-rate 
from  diphtheria  in  1901  had  fallen  considerably  below  that  of  the 
preceding  yeai-,  ami  was  but  little  more  than  that  of  1899.  Further 
information  relative  to  this  disease  may  be  found  in  that  portion  of 
the  report  which   relates  to  the   production   and   use   of  antitoxin 

page  483. 

Tifphoid  Fever. 

Typhoid  fever  has  for  a  long  series  of  years  shown  a  gradual  and 
steady  diminution  in  its  prevalence,  so  far  as  can  be  determined  from 
the  annual  number  of  deaths  from  this  disease. 

Wide-spread  e})idemics  from  this  cause  are  now  practically  un- 
known in  jMassachusotts  since  the  general  introduction  of  public 
water  supplies,  and  the  epidemics  which  occur  are  mostly  of  a  lim- 
ited character,  usually  occurring  in  the  autunm,  and  arc  traceabU' 
in  most  instances  to  local  causes. 

In  the  last  annual  report,  tables  were  presented  slK)wing  the 
death-rates  of  the  thirty-three  cities  from  this  disease  by  five-3^ear 
periods  for  a  series  of  thirty  years,  in  which  there  had  l)cen  a  fairly 
uniform  decrease  since  1871. 

The  following  table  presents  the  death-rates  from  this  cause  for 
1901  in  each  city,  1)}'  which  it  appears  that  the  mean  doath-rato  of 
the  thirty-three  cities  was  but  little  more  than  ono-fourtli  as  great 
as  that  of  the  same  cities  in  the  five  years  1871-75. 
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Deaths  and  Death-rates  from  Typhoid  Fever  in  the  Cities  of  Massachusetts,  1901. 
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Newbnryport, 

6 

4.1 

Fitchburg,    . 

7 

2.1 

Lynn,    . 

10 

1.4 

Pittsfleld, 

8 

3.6 

VVorceeter,    . 

26 

2.1 

Brockton, 

6 

1.4 

New  Bedford, 

19 

3.0 

North  Adams,      . 

5 

2.0 

Cambridge, 

10 

1.1 

Haverhill, 

10 

2.6 

Chelsea, 

7 

2.0 

Quincy, 

2 

0.8 

NortbamptoD, 

5 

2.6 

Boroerville,  . 

12 

1.9 

Everett, 

2 

0.8 

Maiden,  . 

9 

2.6 

Taunton, 

6 

1.9 

Beverly, 

1 

0.7 

Cbicopee, 

5 

2.5 

Lowell, 

18 

1.9 

Medford, 

1 

0.5 

BoetoD,   . 

142 

2.5 

Fall  River,    . 

21 

1.9 

Woburn, 

- 

- 

Salem,     . 

9 

2.5 

Lawrence,     . 

12 

1.8 

Marlborough, 

- 

_ 

Melrose, . 

3 

2.3 

Newton, 

6 

1.7 

SpriDgfield,    . 

16 

2.1 

Gloucester,  . 

4 

1.6 

Total, 

400 

2.07 

Wallham, 

5 

2.1 

Holyoke, 

7 

1.5 

In  two  of  these  cities,  Woburn  and  Marlborough,  there  were  no 
deaths  from  this  cause,  and  there  was  only  one  each  in  Beverly  and 
in  iSIedford,  while  these  four  cities,  with  only  hulf  their  present 
population,  had  altogether  82  deaths  from  this  cause  in  the  five  years 
1871-75. 

The  total  number  of  deaths  from  typhoid  fever  in  the  thirty-three 
cities  in  the  thirty-one  years,  1871-1901,  was  16,698. 

The  mean  death-rates  from  this  cause   in   these   cities   were   as 

follows  :  — 

Death-rates  i)er  10,000, 1871-1901.      , 


1871-75, 
1876-80, 
1881-85, 
1886-90, 


8.2 
4.2 
5.1 
4.6 


1891-95, 
1896-1900, 
1901,  . 


8.4 
2.6 

2.07^ 


*  For  the  whole  State  the  death-rate  from  typhoid  fever  In  1901  was  only  1.95  per  10,000. 

In  the  State  at  large  the  entire  nunil)er  of  deaths  from  tyi)hoid 
fever  in  1901  was  only  561,  this  l)eing  the  smallest  number  ever 
registered  in  the  State  in  a  single  year  from  this  cause  since  the 
l)eirinnin<r  of  rciristration  in  1842. 


Consumption. 
Another  factor  in  the  decline  in  the  general  death-rate  is  the 
steady  and  uniform  decrease  which  has  been  observed  throughout 
th(i  [jast  half-centuiy  in   the  mortaHty  from  consumption. 
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The  death-rate  from  this  cause  has  declined  from  42.7  per  10,000 
of  tlie  population  in  1853  to  only  17.5  in  1901,  a  decrease  of  more 
than  one-half  in  fort^^-eight  years.  The  deaths  from  this  cause  in 
1901  were  5,033,  while  those  of  1872  were  5,55(5,  when  the  po[)u- 
lation  of  the  State  was  but  little  more  than  half  as  large  as  it  is  at 
present.  Undoubtedly  this  decrease  in  later  years  is  partially  due 
to  the  wide  diffusion  of  popular  information  upon  the  subject,  to- 
gether with  the  fact  that  sanitary  organizations,  both  public  and 
private,  have  turned  their  attention  to  the  importance  of  preventing 
the  spread  of  consumption.  The  provision  of  sanatoria  for  the 
reception  of  persons  suffering  with  this  disease  is  also  proving  to 
be  an  efficient  means  of  separating  the  sick  from  the  well,  and  thus 
of  removing  a  fruitful  source  of  infection. 

The  following  table  presents  the  death-rate  from  consumption  in 
Massachusetts  for  the  first  ten  j'ears  and  the  last  ten  years  of  the 
past  half-century  :  — 

Death-rates  from  Consumption  in  Massachusetts  per  10,000  Inhabitants. 

Two  Ten-year  Periods. 


1852, 
1853, 
1854, 
1855, 
1856, 
1857, 
1858, 
1859, 
1860, 
1861, 


Ten  Years, 
185a-61. 


Death-rates 

from 
Consumption. 


39.7 
42.7 
41.8 
41.9 
40.8 
39.5 
38.4 
38.9 
37.0 
36.5 


1892, 
1893, 
1894, 
189.^), 
1896, 
1897, 
1898, 
1899, 
1900, 
1901, 


Ten  Ybars, 
1892-1901. 


Death-rates 

from 
Consumption. 


24.5 
23.1 
22.3 
21.9 
21.7 
20.8 
19.7 
19.0 
18. & 
17.5 


Food  and  Drug  Inspection. 

The  work  in  this  department  has  progressed  throughout  the  year 

without  interruption,  the  appropriation  for  the  work  and  the  force 

employed  having  been  the  same  as  that  of  the  past  ten  years.     The 

principal  items  of  interest  during  the  year  have  been  an  unusual 
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prevalence  of  adulteration  of  cider  vinegar,  in  consequence  of  scarcity 
of  apples.  This  circumstance  led  to  the  introduction  from  other 
States  of  considerable  quantities  of  spurious  vinegar,  not  the  pure 
and  legitimate  product  of  apple  juice.  Other  forms  of  adulteration 
"v\hich  have  largely  increased  during  the  past  few  years  have  been 
the  objects  of  special  attention,  and  are  mentioned  in  that  portion 
of  this  report  which  relates  to  food  and  drug  inspection. 

The  work  of  inspection  relates  to  two  forms  of  adulteration, 
primarily,  those  which  are  injurious  to  health,  and  secondly,  those 
which  are  commercial  frauds.  The  former  class  is  comparatively 
small  in  numbers  and  embraces  mainly  a  few  articles  of  food  and 
drugs  which  are  occasionally  subject  to  contamination  in  consequence 
of  the  presence  of  metallic  poisons,  and  milk  which  is  constantly 
liable  to  systematic  robbing  of  its  nuti;itious  constituents. 

The  presence  of  arsenic  in  certain  drugs  has  been  the  subject  of 
careful  examination,  as  in  previous  years,  with  the  result  of  marked 
improvement. 

The  total  number  of  articles  examined  by  the  analyst  during  the 
year  was  10,325,  and  the  number  of  prosecutions  conducted  was  95, 
of  which  90  resulted  in  conviction.  Of  these,  65  were  for  sales  of 
adulterated  milk  and  the  remainder  were  for  sales  of  other  kinds  of 
food  found  to  be  adulterated. 

A  full  account  of  the  Avork  of  the  Board  in  this  department  may  be 
found  at  page  423. 

Offensive  Trades. 

During  the  past  year  only  one  case  has  been  referred  to  the  State 
Board  of  Health  under  the  provisions  of  the  offensive  trades  act 
(chapter  75,  section  91,  Revised  Laws).  This  w^as  upon  the  petition 
of  citizens  of  East  Boston  and  Chelsea,  for  action  in  regard  to  alleged 
nuisance  caused  by  the  New  England  Gas  and  Coke  Company, 
situated  in  Everett  near  the  Mystic  River. 

The  Board  investigated  the  matter  and  found  that  there  was  cause 
foi-  suci)  complaint.  A  conference  was  held  with  the  New  England 
Gas  and  ("oUc  Company  for  the  ))urpose  of  ascertaining  whether  it 
was  practicable  to  remedy  the  nuisance  and  cause  of  complaint.  At 
this  conference  the  manager  of  the  company  appeared,  and  agreed 
to  introduce  certain  changes  in  the  process  of  manufacture,  which, 
it  was  l)elieved,  would  greatly  diminish  the  foul  odors  whicli  had 
I>een  the  source  of  crnnplaint. 
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Manual  of  Health  Laws. 

It  has  been  the  practice  of  the  Board  to  publish  a  compilation  of 
the  laws  of  the  Commonwealth  relating  to  public  health  about  once 
in  three  years,  for  distribution  to  local  boards,  and  for  this  purpose 
it  was  the  intention  of  the  State  Board  to  have  published  such  a 
digest  either  in  1901  or  early  in  1902,  but  the  fact  that  all  of  the 
statutes  were  undergoing  revision,  under  the  charge  of  a  commission 
appointed  for  the  purpose,  made  it  necessary  to  delay  the  publication 
of  the  manual  of  health  laws  until  the  general  revision  was  com- 
pleted, in  order  that  the  latter  should  agree  with  the  former  in  the 
numbering  of  chapters  and  sections,  and  in  its  subject  matter. 

The  compilation  of  this  manual  is  now  being  made  under  the 
authority  of  chapter  30  of  the  Acts  of  1902,  and  when  completed, 
copies  will  be  forwarded  to  local  boards  of  health. 

Health  of  Towns. 
In  the  latter  part  of  the  report  may  be  found  a  summary  of 
abstracts  from  the  annual  re]:)orts  of  local  boards  of  health  of  the 
different  cities  and  towns.  A  comparison  of  these  reports  with 
those  of  the  same  places  published  ten  years  ago  shows  a  marked 
improvement  in  the  character  of  the  work  which  has  l)ecn  accom- 
plished from  year  to  year.  This  improvement  is  especially  manifest 
in  the  work  of  prevention  of  communicable  diseases.  Ten  years 
ago  but  little  had  been  done,  except  in  the  large  cities,  toward  en- 
forcing the  laws  relating  to  notification  of  infectious  diseases,  and  in 
no  city  was  there  a  special  hospital  for  the  isolation  of  patients  sick 
with  diphtheria  or  scarlet  fever,  nor  was  there  in  any  city  of  the 
State  a  laboratory  devoted  to  the  study  of  such  diseases  and  also  for 
providing  the  means  of  detecting  their  existence  among  the  people. 
To-day  the  laws  relating  to  the  notification  and  isolation  of  cases  of 
infectious  diseases  are  carried  out  even  in  the  smaller  towns,  at  least 
a  dozen  of  the  cities  have  established  isolation  hospitals  for  infectious 
diseases,  and  in  several  of  them  laboratories  have  also  been  estab- 
lished for  bacteriological  work.  In  addition  to  these  means  of  pre- 
venting the  spread  of  infectious  diseases,  the  State  Board  of  Health 
has  also  provided  means  for  bacteriological  diagnosis  of  infectious 
diseases,  and  also  a  constant  and  liberal  su})ply  of  antitoxin  for  the 
treatment  of  diphtheria.      It  is  encouraging  to  note,  coincidentally 
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with  these  lueasures,  a  decided  fall  from  year  to  year  in  the  death- 
rate  from  infectious  diseases,  as  shown  upon  page  554  of  this  report. 
In  addition  to  these  measures  the  State  Board  of  Health  has 
appointed  a  competent  medical  inspector,  charged  with  the  duty  of 
aiding  cities  and  towns  in  investigating  the  causes  of  prevalence  of 
infectious  diseases  and  for  ])reventing  their  spread. 

The  Bacteriological  Department. 

One  of  the  most  important  functions  of  a  general  as  well  as  of  a 
local  board  of  health  is  the  control  of  the  spread  of  infectious  dis- 
eases, Well  directed  efforts  everywhere  in  this  direction  are  re- 
warded with  satisfactory  results.  For  the  purpose  both  of  afibrding 
an  opportunity  of  studying  the  natural  history  of  those  diseases 
which  are  clearly  preventable,  as  well  as  for  furnishing  to  local 
boards  such  assistance  as  is  practicable  for  combating  their  spread 
the  Board  established  a  laboratory  at  the  Bussey  Institution  at 
Forest  Hills  in  1894,  under  the  charge  of  Dr.  Theobald  Smith. 

The  following  lines  of  work  have  been  conducted  in  this  depart- 
ment during  the  year  1901  :  — 

1.  The  examination  of  4,119  cultures  of  material  suspected  of 
containing  the  germs  of  diphtheria. 

2.  The  examination  of  797  specimens  of  material  suspected  of 
containins:  germs  of  tuberculosis. 

3.  The  examination  of  specimens  of  blood  from  typhoid  patients. 

4.  Examination  of  blood  from  persons  living  in  malarious  districts. 

5.  The  production  of  40,211  vials  of  antitoxin  for  the  treatment 
of  persons  suffering  with  diphtheria,  and  of  those  who  have  been 
exposed  to  that  disease. 

The  foUowing  table  shows  the  immber  of  specimens  examined  for 
the  detection  of  di})htheria,  tuberculosis,  typhoid  fever  and  malaria 
since  the  organization  of  the  department :  — 


Diphtheria. 

Tuberculosis. 

Typhoid  Fever. 

Malarln. 

1896 

1,469 

124 

_ 

- 

1897,  

2.204 

236 

- 

72 

1898 

1,691 

414 

- 

i;V2 

1899,  

.3,2.08 

.071 

- 

76 

1900,  

5,178 

746 

62 

78 

1901,  

4,119 

797 

108 

91 

Total,  .... 

17,814 

2,888 

170 

449 
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In  addition  to  this  routine  work  of  the  bacteriological  department, 
much  additional  work  was  also  performed  during  the  year  in  the 
investigation  of  the  causes  and  methods  of  prevention  of  the  spread 
of  infectious  diseases,  much  time  having  been  directed  to  the  study 
of  malaria  in  those  districts  where  it  was  prevalent. 

Several  of  the  larger  cities  have  established  and  equipped  lal)ora- 
tories  of  their  own  in  order  to  facilitate  the  work  of  local  boards  of 
health,  and  it  is  desirable  that  each  large  city  should  be  thus  pro- 
vided with  similar  means,  since  the  laboratory  proves  to  be  one  of 
the  most  efficient  aids  in  the  work  of  disease  prevention. 

Sanitary  Legislation  exacted  in  1902. 
The  following  laws  and  resolves  having  reference  to  public  health 
measures  were  enacted  in  1902  :  — 

[Chap.  110.] 

An  Act  to  transfer  the   powers   and   duties   of   the  inspector   and 
assayer  of  liquors  to  the  state  board  of  health. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  office  of  inspector  and  assayer  of  liquors  is  hereby 
abolished. 

Section  2.  The  powers  and  duties  heretofore  conferred  and  imposed 
on  the  inspector  and  assayer  of  liquors  are  hereby  conferred  and  imposed 
on  the  state  board  of  health. 

[Chap.  190.] 
An  Act  relative  to  vaccination. 
Be  it  enacted,  etc.,  as  follows : 

Section  1.  Section  one  hundred  and  thirty-seven  of  chapter  seventy- 
five  of  the  Revised  Laws  is  hereby  amended  by  striking  out  in  the  fifth 
and  sixth  lines,  the  words  "  being  over  twenty-one  years  of  age  and  not 
under  guardianship",  so  as  to  read  as  follows:  —  Section  137.  The 
board  of  health  of  a  city  or  town  if,  in  its  opinion,  it  is  necessary  for  the 
public  health  or  safety  shall  require  and  enforce  the  vaccination  and  re- 
vaccination  of  all  the  inhabitants  thereof  and  shall  provide  them  with  the 
means  of  free  vaccination.  Whoever  refuses  or  neglects  to  comply  with 
such  requirement  shall  forfeit  five  dollars. 

Section  2.  Section  one  hundred  and  thirty-nine  of  said  chapter  is 
amended  by  striking  out  the  whole  of  said  section  and  inserting  in  place 
thereof  the  following:  —  Section  139.  Any  person  over  twenty-one  years 
of  age  who  presents  a  certificate  signed  by  the  register  of  a  probate  court 
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that  he  is  under  guardianship  shall  not  be  subject  to  the  provisions  of 
section  one  hundred  and  thirty-seven ;  and  any  child  who  presents  a  cer- 
tificate, signed  by  a  registered  physician  designated  by  the  parent  or 
guardian,  that  the  phj'sician  has  at  the  time  of  giving  the  certificate  per- 
sonally examined  the  child  and  that  he  is  of  the  opinion  that  the  physical 
condition  of  the  child  is  such  that  his  health  will  be  endangered  by  vac- 
cination shall  not,  while  such  condition  continues,  be  subject  to  the  pro- 
visions of  section  six  of  chapter  forty-four  of  the  Revised  Laws  or  of  the 
three  preceding  sections  of  this  chapter ;  and  the  parent  or  guardian  of 
such  child  shall  not  be  liable  to  the  penalties  imposed  by  section  one  hun- 
dred and  thirty-six  of  this  chapter. 

[Chap.  206.] 

An  Act  relative  to  diseases  dangerous  to  the  public  health. 
Be  il  enacted,  etc.,  as  follows  : 

Section  1.  The  board  of  health  of  any  city  or  town  which  has  estab- 
lished or  which  may  hereafter  establish  within  its  limits  a  hospital  for  the 
reception  of  persons  having  smallpox  or  any  other  disease  dangerous  to 
the  public  health,  may  receive  for  care  and  treatment  in  such  hospital 
persons  from  an  adjoining  town  who  are  infected  with  any  of  said  diseases, 
provided  the  approval  of  the  board  of  health  of  the  city  or  town  into  which 
such  persons  are  to  be  taken  shall  first  have  been  obtained. 

Section  2.  Section  forty-six  of  chapter  seventy-five  of  the  Revised 
Laws  is  hereby  amended  by  adding  thereto  the  following  words: — The 
removal  authorized  by  this  section  may  be  made  to  any  hospital  in  an 
adjoining  city  or  town  established  for  the  reception  of  persons  having 
smallpox  or  other  disease  dangerous  to  the  public  health,  provided  the 
assent  of  the  board  of  health  of  the  city  or  town  to  which  such  removal  is 
to  be  made  shall  first  have  been  obtained,  —  so  as  to  read  as  follows :  — 
Section  46.  A  magistrate  authorized  to  issue  warrants  in  criminal  cases 
may  issue  a  warrant  directed  to  the  sheriff  of  the  county  or  his  deputy,  or 
to  any  constable  or  police  officer,  requiring  them  under  the  direction  of 
the  board  to  remove  any  person  who  is  infected  with  contagious  disease, 
or  to  impress  and  take  up  convenient  houses,  lodging,  nurses,  attendants 
and  other  necessaries.  The  removal  authorized  by  this  section  may  be 
made  to  any  hospital  in  an  adjoining  city  or  town  established  for  the 
reception  of  persons  having  smallpox  or  other  disease  dangerous  to  the 
public  health,  provided  the  assent  of  the  board  of  healtli  of  the  city  or 
town  to  which  such  removal  is  to  be  made  shall  first  have  been  obtained. 
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[Chap.  213.] 
An  Act  relative  to  compensating  cities  and  towns    fok   caring   for 

PERSONS    infected    WITH    THE    SMALLPOX    OR    OTHER    DISEASE    DANGEROUS 
TO    THE    PUBLIC    HEALTH. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Reasonable  expenses  incurred  by  the  board  of  health  of  a 
city  or  town  in  making  the  provision  required  by  law  for  persons  infected 
with  the  smallpox  or  other  disease  dangerous  to  the  public  health  shall  be 
paid  by  such  person  or  his  parents,  if  he  or  they  be  able  to  pay,  otherwise 
by  the  city  or  town  in  which  he  has  a  legal  settlement,  upon  the  approval 
of  the  bill  by  the  board  of  health  of  such  city  or  town  ;  and  such  settle- 
ments shall  be  determined  by  the  overseers  of  the  poor.  If  the  person  has 
no  settlement  such  expense  shall  be  paid  by  the  Commonwealth,  upon 
approval  of  bills  therefor  by  the  state  board  of  charity.  In  all  cases  of 
persons  having  settlements  a  written  notice  sent  within  the  time  required 
in  case  of  aid  given  to  paupers,  shall  be  sent  by  the  board  of  health  or  by 
the  officer  or  board  having  the  powers  of  a  board  of  health  in  the  city  or 
town  where  the  person  is  sick,  to  the  board  of  health,  or  to  the  oflScer  or 
board  having  the  powers  of  a  board  of  health  in  the  city  or  town  in  which 
such  person  has  a  settlement,  who  shall  forthwith  transmit  a  copy  thereof 
to  the  overseers  of  the  poor  of  the  place  of  settlement.  In  case  the  person 
has  no  settlement  such  notice  shall  be  given  to  the  state  board  of  health, 
in  accordance  with  tlie  provisions  of  section  fifty-two  of  chapter  seventy- 
five  of  the  Revised  Laws. 

Section  2.  No  person  for  whose  care  and  maintenance  a  city  or  town 
or  the  Commonwealth  has  incurred  expense  in  consequence  of  smallpox, 
scarlet  fever,  diphtheria  or  other  disease  dangerous  to  the  public  health 
shall  be  deemed  to  be  a  pauper  by  reason  of  such  expenditure. 

Section  3.  Section  fifty-seven  of  chapter  seventy-five  of  the  Revised 
Laws  is  hereby  repealed. 

[Chap.  230.] 

An  Act  to  authorize  the  state  board  of  health  to  publish  certain 
information  in  the  interests  of  the  public  health. 

Be  it  enacted,  etc.,  as  folloivs : 

Section  1.  The  state  board  of  health  is  hereby  authorized  to  publish 
for  general  distribution  such  parts  of  its  annual  report  and  such  other 
matter  as  it  may  deem  adapted  to  promote  the  interests  of  the  public  health 
in  this  Commonwealth  :  provided.,  that  the  expense  of  such  publication  is 
paid  out  of  the  appropriation  for  the  general  expenses  of  the  board  and 
does  not  exceed  in  any  one  year  the  sum  of  five  hundred  dollars.     The 
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board  is  also  authorized  to  publish  not  oftener  than  once  in  three  years, 
beginning  with  the  year  nineteen  hundred  and  two,  a  manual  of  the  laws 
relating  to  boards  of  health  in  this  Commonwealth,  together  with  such 
other  information  upon  the  same  subject  as  the  board  may  deem  expedient, 
the  same  to  be  distributed  among  the  local  boards  of  health  throughout 
the  Commonwealth.  The  cost  of  such  publications  shall  not  exceed  five 
hundred  dollars  for  each  edition  and  shall  be  paid  out  of  the  appropriation 
for  general  expenses  of  the  board. 

[Chap.  272.] 

An  Act  to  authorize  the  state  board  of  health  to  publish  results 
of  analyses  and  certain  other  information. 

Be  it  enacted,  etc.,  as  follows : 

Section  1.  The  state  board  of  health  shall  cause  to  be  published  as 
often  as  once  each  month  in  the  official  publication  of  said  board,  and  also, 
if  in  its  opinion  the  public  health  can  be  served  thereby,  may  cause  to  be 
published  in  one  or  more  papers  in  Massachusetts,  a  certificate  of  the 
examination  or  analysis  made  by  authority  of  said  board  during  the  pre- 
ceding month  of  any  article  of  food  manufactured  or  offered  for  sale  in  the 
Commonwealth,  which  is  adulterated  within  the  meaning  of  chapter  seventy- 
five  of  the  Revised  Laws  ;  and  said  board  of  health  shall  also  cause  to  be 
published,  with  such  certificate  of  examination,  a  statement  of  the  trade- 
mark, brand  mark  or  name,  with  the  name  and  place  of  business  of  the 
manufacturer,  which  appear  upon  the  package  or  box  containing  such 
adulterated  article,  or  with  the  name  and  place  of  business  of  the  wholesale 
dealer  of  whom  the  goods  were  obtained. 

Section  2.  This  act  shall  take  effect  on  the  first  day  of  July  in  the 
year  nineteen  hundred  and  two. 

[Chap.  322.] 

An  Act   to   require   manufacturing    establishments   to   suppi>y   their 
employees  with  pure  drinking  water  during  working  hours. 

Be  it  enacted,  etc.,  as  follows  : 

Section  1.  All  manufacturing  establishments  in  this  Commonwoaltli 
shall  provide  fresh  and  pure  drinking  water,  to  which  their  employees  shall 
have  access  during  working  hours. 

Section  2.  Any  cori)oration,  association,  firm  or  person  owning,  in 
whole  or  in  part,  managing,  controlling  or  superintending  any  manufac- 
turing establishment  in  which  the  provision  of  this  act  is  violated  shall, 
upon  comijluint  of  the  board  of  health  of  the  city  or  town,  or  of  the  select- 
men of  the  town  in  wliicli  the  establishment  is  located,  be  liable  to  a  fine 
of  one  hundred  dollars  for  each  offence. 
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[Chap.  540.] 
An  Act  kelative  to  the  labelling  of  baking  powders. 
Be  it  enacted,  etc.,  as  follows : 

Section  1.  Whoever  manufactures  for  sale  within  tliis  state,  or  offers 
or  exposes  for  sale  or  sells  any  baking  powder  or  mixture  or  compound  in- 
tended for  use  as  a  baking  powder  under  any  name  or  title  whatsoever 
shall  securely  affix  or  cause  to  be  securely  affixed  to  the  outside  of  every 
box,  can  or  package  containing  such  baking  powder  or  like  mixture  or 
compound,  a  label  distinctly  printed  in  brevier  gothic  capital  letters,  in 
the  English  language,  containing  the  name  and  residence  of  the  manufac- 
turer and  the  ingredients  of  the  baking  powder,  mixture  or  compound. 

Section  2.  Whoever  violates  any  provision  of  this  act  shall  be  punished 
by  a  fine  of  not  less  than  ten  nor  more  than  one  hundred  dollars  for  each 
offence. 

Section  3.  This  act  shall  take  effect  on  the  first  day  of  April  in  the 
year  nineteen  hundred  and  three. 

[Chap.  107.] 

Resolve  to  provide  that  the  state  board  of  health  shall  investigate 
the  production  of  vaccine  lymph  in  this  commonwealth,  and  also 

report    a    plan  FOR    ITS    PRODUCTION    AND    FREE    DISTRIBUTION. 

Resolved.,  That  the  state  board  of  health  is  authorized  and  requested  to 
report  to  the  general  court  as  soon  as  possible  a  plan  for  the  production 
and  distribution  of  pure  vaccine  lymph  for  free  use  in  this  Commonwealth ; 
and  also  to  report  as  to  the  quality  of  the  vaccine  lymph  in  use  in  this 
Commonwealth  during  the  past  winter  and  at  the  present  time,  and  as  to 
the  quality  of  the  vaccine  lymph  produced  or  sold  by  private  persons  or 
corporations  in  this  Commonwealth,  and  the  methods  and  conditions  by  and 
under  which  it  is  produced. 

[Chap.  121.] 
Resolve  to  provide  for  an  investigation  and  a  report  bv  the  state 

HOARD  of  agriculture  AS  TO  THE  FEASIBILITY  AND  PROBABLE  COST  OF 
PRODUCING  VACCINE  LYMPH  AT  THE  MASSACHUSETTS  AGRICULTURAL  COL- 
LEGE,   FOR    FREE    DISTRIBUTION    WITHIN    THE    COMMONWEALTH. 

Resolved.,  That  the  state  board  of  agriculture  is  hereby  authorized  and 
directed  to  investigate  as  to  the  feasibility  and  probable  cost  of  producing 
vaccine  lymph  at  the  Massachusetts  Agricultural  College,  for  free  distribu- 
tion within  the  Commonwealth,  and  to  report  the  result  of  such  investiga- 
tion, together  with  such  recommendations  as  the  board  may  consider 
advisable,  to  the  general  court  on  or  before  the  fifteenth  day  of  January  in 
the  year  nineteen  hundred  and  three. 
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"Water  Supply  axd  Sewerage. 

The  work  of  this  department  is  carried  on  under  the  direction  of 
the  engineer  of  the  Board.  During  the  year  1901  the  Board  has 
received  105  applications  for  advice  with  reference  to  water  supply, 
drainage  and  sewerage  and  the  prevention  of  the  pollution  of  streams, 
under  the  provisions  of  cliapter  375  of  the  Acts  of  1888,  entitled 
"  An  Act  to  protect  the  purity  of  inland  waters  and  require  consul- 
tation with  the  State  Board  of  Health  regarding  the  establishment 
of  systems  of  water  supply,  drainage  and  sewerage,"  and  under  the 
provisions  of  special  acts  relative  to  water  supply,  drainage  and 
sewerage. 

Two  new  acts  passed  by  the  Legislature  of  1901  have  increased 
raateriall}^  the  work  of  this  department.    These  acts  are  as  follows  :  — 

[Chap.  104.] 

An  Act  to  provide  for  examination  by  the  state    board  op  health 
OF   the   outlets   op   sewers,    and   as   to   the   effect   op   sewage 

DISPOSAL. 

Be  it  enacted,  etc.,  as  follows : 

Section  1.  The  state  board  of  health  shall  annually  examine  all  main 
outlets  of  sewers  and  drainage  of  the  cities  and  towns  of  the  Commonwealth, 
and  the  effect  of  sewage  disposal,  and  annually  report  thereon  to  the  gen- 
eral court,  with  such  recommendations  for  the  protection  of  the  interests  of 
persons  and  property  as  said  board  shall  deem  expedient,  and  for  the  pre- 
vention of  offensive  odors  and  objectionable  conditions. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [ApjJroved 
March  5,  1901. 

[Chap.   138.] 

An    Act  to   prohibit  the  taking   of    shellfish    from   contaminated 

waters. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  commissioners  on  inland  fisheries  and  game  shall, 
whenever  so  requested  in  writing  l)y  the  state  board  of  health,  prohibit  the 
taking  of  oysters,  clams,  quahaugs  and  scallops  from  the  tidal  waters  or 
flats  of  any  part  of  the  Commonwealth,  for  such  period  of  time  as  the  said 
board  of  health  may  determine. 

Section  2.  The  state  board  of  health  shall  have  power  to  examine  all 
complaints  that  may  be  brought  to  its  attention  in  regard  to  contamination 
of  tidal  waters  and  flats  by  sewerage  or  other  causes,  to  determine  as  near 
as  may  be  the  bounds  of  such  contamination,  and  mark  the  same  when 
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necessary,  and  to  request  the  commissioners  on  inland  fisheries  and  game 
to  prohibit  the  taking  therefrom  of  any  oysters,  clams,  quahaugs  and  scal- 
lops, as  provided  in  section  one  of  this  act. 

Section  3.  Whoever  takes  any  03'sters,  clams,  quahaugs  or  scallops 
from  any  part  of  the  tidal  waters  or  flats  of  the  Commonwealth  from  which 
the  taking  of  the  same  is  prohibited,  as  above  provided,  shall  forfeit  not 
less  than  five  nor  more  than  ten  dollars  for  the  first  offence,  and  not  less 
than  fifty  nor  more  than  one  hundred  dollars  for  each  subsequent  offence  : 
provided^  that  the  commissioners  on  inland  fisheries  and  game  shall  cause 
notice  of  such  prohibition,  with  a  description  or  bounds  of  the  premises 
concerned,  to  be  given  b}'  publication  in  some  newspaper  published  in  the 
town  or  county  in  which  or  adjacent  to  which  are  situated  the  tidal  waters 
or  flats  from  which  the  taking  of  oysters,  clams,  quahaugs  or  scallops  is 
prohibited  as  above  provided,  at  least  one  week  before  said  penalty  shall 
be  incurred.     \^A2)proved  March  12,  1901. 

A  report  of  the  work  done  under  the  provisions  of  chapter  375  of 
the  Acts  of  1888  has  already  been  presented  to  the  Legislature  in 
Senate  Document  No.  14,  dated  eTan.  10,  1902,  and  abstracts  of  the 
replies  of  the  Board  to  various  applications  for  advice  are  given 
in  pages  5  to  114  in  this  report.  An  abstract  of  the  work  done 
under  the  provisions  of  chapter  104  and  chapter  138  of  the  Acts  of 
1901  is  presented  in  Senate  Document  No.  336,  under  date  of  May 
20,  1902. 

In  connection  with  some  of  these  matters  investigations  have  been 
made  which  are  of  general  value.  In  connection  with  the  advice  of 
the  Board  to  the  city  of  Springfield  very  thorough  investigations 
were  made,  with  the  assistance  of  the  Springfield  authorities,  as  to 
the  purification  of  the  water  of  Ludlow  reservoir  and  of  the  system 
of  canals  from  which  the  greater  })ortion  of  the  supply  of  the  citv  of 
Springfield  is  drawn.  The  water  of  Ludlow  reservoir  has  been 
offensive  to  taste  and  smell  in  nearly  every  year  since  it  was  first 
used  for  the  water  supply  of  Springfield,  in  1875,  the  cause  of  the 
trouble  being  the  presence,  during  the  warmer  months  of  the  year, 
in  enormous  numbers,  of  the  organism  .\nah(^'^la,^\■\u\e  the  water  of 
the  canals  has  been  objectionable  chiefly  on  account  of  the  color 
caused  by  the  contact  of  this  water  with  swamps  through  which  the 
streams  which  feed  the  canal  flow.  An  investigation  was  made,  in 
response  to  an  api)lication  from  the  city  of  Springfield  for  advice  as 
to  the  practicability  of  i)uri Tying  these  waters  and  as  to  whether 
Ludlow  reservoir  was  the  niosl  Mi)pri)priale  source  of  water  supply 
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for  the  city.  The  advice  of  the  Board  will  be  printed  in  a  subse- 
quent report,  but  the  details  of  investigations  made  upon  the  filtra- 
tion of  the  water  are  presented  in  a  report  l)y  the  chemist  in  a  later 
portion  of  this  report. 

The  results  of  an  investigation  as  to  the  action  of  water  upon  dis- 
tribution pipes  in  the  town  of  Attleborough  are  included  in  the 
advice  of  the  Board  to  that  town,  which  will  be  found  on  page  8. 

Examination  of  Water  Supplies. 

All  of  the  cities  and  towns  in  the  State  having,  by  the  census  of 
1900,  a  population  in  excess  of  3,500,  except  the  towns  of  Black- 
stone,  Barnstable,  Chelmsford,  Pepperell,  Tewksbury,  Dartmouth 
and  Dudley,  are  provided  with  public  w\ater  supplies.  A  public 
water  supply  has  been  introduced  during  the  year  in  the  town  of 
Scituate,  and  the  total  number  of  cities  and  towns  now  supplied  is 
167,  having  an  aggregate  population  of  91.5  per  cent,  of  the  total 
population  of  the  State,  according  to  the  census  of  1900. 

The  total  number  of  sources  of  supply  in  use  in  1901  was  ap- 
proximately 245.  The  waters  of  nearly  all  of  these  sources  have 
been  examined  from  time  to  time  during  the  year  by  means  of  chemi- 
cal analyses,  the  samples  being  collected  and  sent  to  the  laboratory 
of  the  Board,  usually  l)y  the  water  works  authorities  in  the  various 
cities  and  towns.  Many  of  the  samples  examined  chemically  were 
also  examined  microscopically  to  determine  the  number  and  char- 
acter of  the  organisms  present  in  these  waters.  The  results  of  the 
analyses  are  kept  on  file  at  the  office  of  the  Board,  and  the  more  im- 
portant of  these  results  are  presented  in  this  report,  pages  117-210. 
In  places  where  the  quality  of  the  water  has  undergone  but  little 
change  during  the  year  only  an  average  of  the  results  of  analyses 
is  presented,  but  in  those  places  where  the  water  is  subject  to  con- 
siderable change  from  time  to  time  the  full  results  are  given.  The 
averages  of  the  results  of  the  analyses  of  previous  years  are  also 
given,  and  in  many  cases  where  a  change  is  noted  in  the  quality  of 
the  water  from  year  to  year  the  averages  for  each  year  are  presented 
in  full. 

Examination  of  Rivera, 

Samples  of  water  from  many  of  the  rivers  have  been  collected  at 
various  jjlaces  to  show  their  condition  as  com{)ared  with  })revious 
years,  and  the  results  of  the  various  exaininations  are  presented  in 
a  chapter  on  "  Examination  of  Rivers,"  pages  219  to  255. 


1002.]  PUBLIC    DOCUMENT  — No.   34.  xxxi 

The  flow  of  streams  during  1901  has  been  greater  than  the  normal, 
;is  shown  by  the  avaihible  records.  The  flow  in  January,  February 
and  March  was  low,  but  during  the  six  succeeding  months  was  in 
excess  of  the  normal.  In  ()ctol)er  and  November  the  flow  was  some- 
what less  than  the  normal,  but  in  December  it  was  unusually  high. 

No  changes  cflTccting  an  im[)rovement  in  any  of  the  rivers  of  the 
State  have  been  made  during  the  year,  and  those  streams  which  are 
badly  polluted  continue  to  grow  worse  with  the  gi'owth  of  population 
and  increase  of  manufacturing  industries.  At  Pittsfiold  works  for  the 
purification  of  the  sewage  of  the  city,  now  discharged  into  the  Housa- 
tonic  River,  will  prol)abl3^  be  completed  during  the  coming  year,  and 
the  sewage  of  the  city  will  then  be  diverted  from  the  river,  thus 
removing  one  of  the  most  serious  pollutions  upon  any  of  the  rivers 
of  the  State. 

The  condition  of  the  Neponset  Eiver  below  Walpole,  the  Black- 
stone  below  "Worcester,  the  Hoosick  below  North  Adams,  the  north 
branch  of  the  Nashua  below  Fitchburg,  the  Nemasket  below  ]Middle- 
borough,  the  Ten  Mile  below  Attleborough,  and  many  others  of 
less  importance,  has  not  been  aft'ected  by  the  removal  or  purifica- 
tion of  any  of  the  sewage  or  manufacturing  wastes  of  the  cities  or 
factories  using  these  streams  as  places  of  sewage  disposal. 

In  most  cases  where  gross  pollution  of  the  streams  by  sewage 
exists  the  sewerage  systems  are  old  ones,  which  were  installed  pre- 
vious to  188G,  when  the  first  act  requiring  consultation  with  the 
State  Board  of  Health  relative  to  the  establishment  of  systems  of 
water  sui)ply,  drainage  and  sewerage  was  passed.  Since  that  year 
nearly  all  sewerage  acts  have  contained  provisions  requiring  the 
approval  of  the  })lans  by  the  State  Board  of  Health  before  the  sys- 
tem could  be  built.  It  thus  happens  that  some  cities  and  towns  are 
incurring  expense  for  the  construction  and  maintenance  of  sewage 
purification  works  in  order  to  protect  the  streams  from  pollution, 
whereas  other  cities  and  towns,  under  similar  circumstances,  are 
discharging  crude  sewage  into  the  streams  and  causing  gross  pollu- 
tion. 

Lead  Poiaoninri, 

Many  serious  cases  of  lead  poisoning  were  discovered  in  the  lown 
of  Milton  in  the  latter  jiart  of  the  year.  This  town  is  supplied  with 
a  water  containing  an  excessive  quantity  of  carbonic  acid  which  acts 
rapidly  upon  lead  surfaces  with  which  it  may  come  in  contact. 
Nearly  all  of  the  serious  cases  of  lead  poisoning  resultino-  from  the 
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use  of  water  taken  from  public  water  supplies  have  occurred  in  those 
cities  and  towns  which  are  supplied  with  ground  waters  ;  but  surface 
waters  also  act  upon  lead  pipe,  and,  though  the  quantity  found  in 
surface  waters  drawn  through  such  pipes  has  usually  been  small, 
there  is,  nevertheless,  danger  that  injury  to  health  may  result  even 
if  the  water  is  drawn  from  a  surface  source  if  lead  pipe  is  used  in 
its  distribution. 

Considering  the  circumstances,  the  Board  is  of  the  opinion  that 
the  use  of  lead  pipe  for  the  distribution  of  water  to  be  used  for 
drinking  and  other  domestic  purposes  should  be  avoided.  A  water 
which  ordinarily  acts  but  slightly  on  a  lead  pipe  ma}^,  l)y  some 
change  in  conditions,  take  up  a  much  larger  quantity  of  lead  than 
under  ordinary  circumstances,  and  a  change  in  the  source  of  the 
supply  of  a  city  or  town  has  lieen  followed  by  a  material  increase  in 
the  action  of  the  water  upon  lead  service  pipes.  Pipes  coated  with 
zinc  are  also  quickly  attacked  by  many  Avaters.  Pipes  of  tin  or  of 
lead  lined  wnth  tin  or  of  iron  lined  with  tin  or  with  cement  when 
properly  made  have  not  been  found  to  have  an  injurious  effect  in 
any  way  upon  the  water,  and  it  is  entirely  practicable  to  provide  ser- 
vice pipes  of  such  material,  so  tliat  the  water  will  not  be  injured  in 
passing  through  them. 

Seivage-disposdl  Systems. 
During  the  year  regular  examinations  were  made  of  the  sewage 
and  etHuent  of  nearly  all  the  various  sewage-disposal  systems  now 
in  <)})eration  in  the  State.  The  remaining  systems  will  be  examined 
during  the  coming  year,  and,  in  order  that  all  of  the  investigations 
may  be  })resented  at  one  time,  the  results  of  the  examinations  made 
in  1901  are  omitted  in  this  report  and  will  be  presented  in  a  subse- 
quent rei)ort  in  connection  with  the  investigation  of  the  remaining 
systems. 

Pnrr/i<;aii<m  of  Seivar/e  and  Water. 
The  results  of  investigations  made  during  the  year  at  the  Law- 
rence experiment  station  upon  the  purification  of  sewage  and  water 
are  presented  in  a  report  by  the  chemist  of  the  Board,  pages  271  to 
321,  the  investigations  during  this  year  being  directed  especially 
to  the  investigation  of  systems  of  ])urifying  sewage  at  rai)id  I'ates. 
'I'he  resuHs  of  investigations  of  llie  Lavvremic  city  filter  ai'c  also 
presented  as   usual.       A    j)aper   is   jjrescntcd    by  the   cli(nni,st  ujxui 
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the  stability  of  the  etfluents  of  sewage  filters  of  coarse  materials, 
including  investigations  upon  putrefaction  and  secondary  decompo- 
sition,—  matters  of  great  interest  at  the  present  time  in  connection 
with  methods  of  rapid  purification  of  sewage.  A  paper  is  also  con- 
tributed by  the  biologist  at  the  Lawrence  experiment  station  upon 
the  bacteriological  studies  at  the  station  with  special  reference  to 
the  determination  of  B.  coli. 

The  Sanitary  Condition  of  thp:  Sudhiry  and  Concord  Rivers. 
The  State  Board  of  Health,  acting  under  the  provisions  of  chapter 
65  of  the  Resolves  of  the  General  Court  of  1900,  entitled  «' A  Re- 
solve directing  the  State  Board  of  Health  to  investigate  the  sanitary 
condition  of  the  Sudbury  and  Concord  rivers  and  of  the  meadows 
adjacent  thereto,"  made  the  necessary  investigation,  and  submitted 
the  following  report  to  the  Legislature,  ^lay  20,  1901  (House  Docu- 
ment, 1380,  session  of  1901). 

Repout  of  the  State  Board  of  Health  upon  the  Sanitary  Condition 
of  the  sudburt  and  concord  rivers. 

To  the  General  Court  of  Massachusetts. 

In  accordance  with  chapter  65  of  the  Resolves  of  the  General  Court  of 
1900,  the  State  Board  of  Health  presents  the  following  report  upon  the 
sanitary  condition  of  'the  beds,  shores  and  waters  of  the  Sudbur}'  and 
Concord  rivers  and  of  the  meadows  adjacent  thereto,  and  upon  a  plan  for 
the  removal  of  dangers  to  the  public  health  found  to  exist  therein. 

After  personal  examination  of  the  territory  and  a  public  hearing  to  all 
persons  interested,  the  Board  organized  for  a  careful  study  of  the  existing 
conditions,  and  finding  a  source  of  serious  pollution,  caused  experiments 
to  be  made  in  order  to  determine  the  most  practicable  way  to  dispose  of 
this  pollution,  that  it  might  no  longer  endanger  the  public  health. 

The  general  conditions  of  these  rivers  and  of  their  branches  are  fully 
set  forth  in  the  report  of  Mr.  Goodnough,  chief  engineer  of  the  Board  ; 
and  Mr.  Clark,  the  chemist  of  the  Board,  reports  upon  how  the  waste  liquors 
from  the  Saxonville  Mills  may  be  treated  to  prevent  the  pollution  of  the 
Sudbury  River  from  this  source.  From  these  studies  we  find  one  section 
of  the  Sudbury  River,  extending  from  the  Saxonville  Mills  to  Farm  bridge 
in  Wayland,  a  length  of  6  miles,  contains  polluting  matter  from  manufac- 
turing wastes  and  from  sewage  to  such  an  extent  as  to  be,  in  the  upper 
portion  of  this  section,  offensive  to  the  senses,  and,  in  the  opinion  of  this 
Board,  detrimental  to  the  health  of  those  living  near  the  river. 

As  the  lower  end  of  this  section  is  reached,  the  evidence  of  the  pollution 
becomes  less,   probably  due   to  sedimentation  and  dilution  ;  and  neither 
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personal  observation,  chemical  analysis  nor  inquiries  of  those  who  boat 
upon  the  river  daring  the  boating  season  has  given  evidence  that  such  pollu- 
tion as  could  affect  the  health  of  those  living  near  the  river  exists  below 
Canal  bridge  in  Wayland. 

The  latter  condition  was  also  found  to  exist  in  the  Concord  River,  which 
is  the  name  of  the  stream  after  it  receives  the  water  of  the  Assabet 
River.  Some  parts  of  the  Assabet  River  have  been  found  to  be  objection- 
ably polluted  ;  but  when  this  water  reaches  and  mingles  with  that  of  the 
Sudbury  River,  we  find  the  mixture  unobjectionable  to  the  senses  and  con- 
taining by  chemical  analysis  much  less  polluting  matter  than  the  water  in 
any  river  which  we  have  found  reason  to  regard  as  detrimental  to  the 
health  of  those  living  in  the  valley. 

If  the  amount  of  pollution  of  the  Assabet  River  were  allowed  in  the 
future  to  continue  increasing,  it  might  become  sufficient  to  be  detrimental 
to  those  living  in  the  Concord  River  valley  ;  but  it  should  first  be  limited 
by  reason  of  the  injury  to  those  in  its  own  valley. 

The  portion  of  the  Sudbury  and  Concord  rivers  in  the  29  miles  above 
Billerica  dam  which  is  now  in  condition  to  menace  the  public  health  is 
limited  to  that  portion  above  Canal  bridge  in  Wayland,  and  this  pollution 
is  due  principally  to  the  manufacturing  wastes  at  Saxonville. 

It  has  been  suggested  by  some  of  the  citizens  of  "Wayland  that  the  offen- 
sive condition  of  the  river  above  Farm  bridge  may  be  obviated  by  lowering 
the  Billerica  dam  and  the  Fordway  bar,  and  thus  make  the  river  at  Way- 
land  a  running  stream  instead  of  a  stagnant  pond ;  but  this  suggestion  is 
based  upon  a  misconception  of  the  actual  condition^  in  the  river  at  present 
and  those  that  would  exist  if  the  proposed  change  were  made.  There  is 
now  at  certain  stages  of  the  river  in  summer  a  fall  in  the  surface  of  2  feet 
in  the  26  miles  from  the  polluted  section  to  the  Billerica  dam,  and  the 
velocity  of  the  water  in  the  stream  through  Wayland  and  Sudbury  at  such 
time  is  hardly  pei'ceptible,  but  amounts  to  about  one-third  of  a  foot  in  a 
second.  If  the  Billerica  dam  were  removed  to  the  level  of  the  water  on 
its  down-stream  side,  and  the  Fordway  bar  were  excavated  to  the  same 
level,  the  effect  at  Wayland  would  be  to  lower  the  water  there  to  some 
extent ;  but  its  effect  upon  the  velocity  of  the  stream  could  not  be  esti-  \ 
mated  to  increase  the  velocity  there  beyond  twice  its  present  velocity,  and, 
while  it  would  then  be  perceptible,  the  water  would  have  a  speed  of  less 
than  one-quarter  of  the  speed  with  which  a  man  ordinarily  walks.  This 
effect  of  increasing  the  speed  of  flow  could  have  no  appreciable  influence 
in  removing  the  deleterious  effect  of  tlie  pollutions  added  to  the  stream  6 
miles  above  the  village  of  Wayland,  but  might  produce  the  result  of  extend- 
ing their  influence  farther  down  the  stream. 

The  only  practicable  means  of  removing  the  deleterious  effect  of  the 
impuriti(;s  now  added  to  the  stream  is,  in  the  opinion  of  this  Board,  to  ex- 
clude them   from  the   stream,  and  the  best  way  to  do  this  has  been  the 
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subject  of  extended  study.  The  results  of  these  studies  are  presented  in 
the  appended  reports  of  tlie  chemist  and  the  chief  engineer  of  the  Board  ; 
and  it  is  the  judgment  of  the  Board  that  the  mill  wastes  should  be  col- 
lected in  settling  tanks  at  the  mills,  and  the  liquid  pumped  to  the  Framing- 
ham  sewage-disposal  area  and  mixed  with  the  domestic  sewage  of  the  town, 
that  the  combined  liquid  may  be  purified  by  filtration.  The  fats  which  rise 
to  the  surface  in  the  settling  tanks  and  the  sediment  which  settles  to  the 
bottom  should  be  removed  when  necessary,  and  be  disposed  of  by  the  mill 
authorities  in  such  a  way  that  they  cannot  enter  the  river.  When  the 
village  of  Saxonville  has  sewers,  the  sewage  should  be  conveyed  to  the 
same  pumping  station  and  be  pumped  with  the  liquid  from  the  settling 
tanks  to  the  filtering  area  of  the  town. 

The  meadows  along  the  Concord  and  Sudbury  rivers  are  but  little  above 
the  level  of  the  water  in  the  stream,  large  areas  being  less  than  a  foot 
above  the  ordinary  summer  flow  of  the  water,  and  considerable  areas  are 
even  with  the  water,  and  others  are  continually  covered  with  water  through- 
out the  season,  except  during  a  very  dry  summer.  These  conditions  are 
such  as  to  suggest  a  probable  source  for  the  distribution  of  malaria,  if  this 
disease  were  found  to  exist  or  to  be  increasing  in  the  vicinity.  Dr.  Theo- 
dore Chamberlin  of  Concord  and  Dr.  Frank  L.  Morse,  medical  inspector  of 
the  Board,  were  requested  to  collect  data  and  give  the  results  of  their 
studies  upon  this  subject. 

P'rom  the  data  collected  it  appears  that  until  within  about  twenty  years 
only  a  single  case  of  malaria  is  now  known  to  have  existed  in  the  vicinity 
of  the  Sudbury  and  Concord  meadows  ;  and  in  the  year  1885,  when  it  first 
appeared  in  the  town  of  Framingham  and  prevailed  to  the  extent  of  19G 
cases,  reported  between  the  months  of  June  and  October,  we  learn  of  no 
cases  adjoining  these  meadows  in  the  valley  below  Framingham. 

There  appears,  then,  to  be  no  cause  in  the  condition  of  the  meadows 
previous  to  this  time  to  generate  malaria.  It  had  been  introduced  near  the 
upper  end  of  the  meadows  on  three  different  years,  with  the  aggregate 
number  of  8  cases;  but  in  the  year  1885,  with  the  epidemic  in  the  adjoin- 
ing town  in  the  same  valley,  no  cases  are  reported  in  the  portion  of  the 
valley  containing  the  meadows.  But  few  cases  are  reported  near  the  mead- 
ows until  1890,  since  which  time  there  are  reported  191  cases  near  the 
meadows  on  both  sides  of  the  river  in  the  first  10  miles  of  its  length  below 
Saxonville,  in  a  population  of  about  500 ;  and  in  the  same  period  of  eleven 
years  8  cases  are  reported  bordering  the  meadows,  in  the  next  6  miles  of 
the  river's  length,  in  a  population  of  185.  Farther  down  the  river  few 
cases  are  recorded  previous  to  1895,  and  not  many  until  1898,  since  which 
time  it  has  prevailed  at  Concord  and  at  Billerica ;  but  in  both  cases  the 
evidence  tends  to  show  that  it  was  introduced  into  these  towns  by  the 
laborers  engaged  in  digging  up  the  streets  when  constructing  the  water 
works  and  sewerage  systems,  and  its  spread  about  these  towns  was  asso- 
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dated  with  these  works.  Upon  the  completion  of  the  works  in  Billerica 
the  number  of  cases  rapidly  diminished  ;  while  in  Concord  the  effect  of  the 
work  continued  through  last  year,  and  we  must  wait  through  another  season 
to  learn  whether  it  also  diminishes  here.  There  is  yet  no  evidence  that 
the  prevalence  of  malaria  is  intimately  associated  with  the  meadows  except 
in  the  upper  reaches,  where  we  find  the  water  of  the  river  polluted  to  such 
an  extent  that  we  should  regard  it  a  menace  to  the  health  of  those  living 
near  the  river. 

AVe  consequently  advise  the  exclusion  of  this  pollution  from  the  river  in 
the  manner  indicated. 

It  is  well  known  that  malaria  when  introduced  to  a  district  is  communi- 
cated from  person  to  person  by  a  kind  of  mosquito,  and  that  these  mos- 
quitoes grow  in  pools  of  stagnant  water,  and  that  a  ver}'  small  pool  may  be 
the  home  of  a  very  large  number  of  mosquitoes.  "Where  such  pools  do 
not  exist,  malaria  does  not  spread.  In  the  case  before  us,  4,000  acres  of 
meadows  lie,  during  the  summer,  within  about  a  foot  of  the  water  in  the 
river  and  in  some  places  under  the  water,  and  these  meadows  spread  out 
for  half  a  mile  from  the  river  or  from  a  stream  entering  the  river.  The 
water  of  the  river  can,  by  a  large  expenditure  of  money,  be  lowered  so 
that  by  proper  drainage  the  area  of  the  meadows  may,  during  the  growing 
season,  be  uncovered  and  be  cultivated ;  but  the  material  of  which  these 
meadows  are  composed  will  hold  a  large  quantity  of  water  and  allow  a  very 
small  quantity  to  percolate  through  it,  so  that,  if  the  river  were  lowered 
sufficiently  to  enable  the  meadows  to  be  cultivated,  we  are  not  confident 
that  summer  showers  would  not  cause  pools  to  be  formed  in  depressions 
upon  the  surface  or  in  the  long  ditches,  in  which  water  would  stand  long 
enough  to  breed  the  mosquito  that  communicates  malaria  from  person  to 
person.  With  this  doubt  of  the  efficacy  of  such  a  remedy,  and  with  no 
evidence  that,  where  the  water  of  the  river  is  sensibly  unpolluted,  the 
prevalence  of  malaria  is  associated  with  the  meadows,  and  with  evidence 
that  malaria  does  occur  in  regions  adjacent  to  the  parts  of  the  meadows 
which  are  subject  to  the  overflow  of  a  polluted  stream,  we  advise  that 
measures  be  taken  immediately  to  remove  this  pollution,  and  leave  the 
efficacy  of  a  lowering  of  the  river's  bed  an  open  question  for  future  study, 
after  this  upper  section  of  the  river  has  been  purified. 

(Signed)  Hknky  P.  Walcott, 

Frank  W.  Draper, 
Jas.  W.  Hull, 

ClIAS.    H.    PORTKR, 

Julian  A.  Mead, 
Gerard  C.  Tobey, 
HiuAM  F.  Mills, 

Slate  Board  of  Health. 
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ExA:sriNATioN  of  Sewer  Outlets. 
Acting  under  the  provisions  of  chapter  104  of  the  Acts  of  1901 
the  Board  made  such  examinations  as  are  authorized  by  the  statute 
and  made  the  following"  report  upon  the  same  to  the  General  Court, 
May  20,  1902.      (Senate  Document,  33(3,  1902.) 

To  the  General  Court  of  Massachusetts. 

By  the  provisions  of  chapter  104  of  the  Acts  of  the  year  1901,  the  State 
Board  of  Health  is  directed  to  examine  all  main  outlets  of  sewers  and 
drainage  of  the  cities  and  towns  of  the  Commonwealth,  and  the  effect  of 
sewage  disposal  and  annually  report  thereon  to  the  General  Court,  with 
such  recommendations  for  the  protection  of  the  interests  of  persons  and 
property  as  the  Board  shall  deem  expedient  for  the  prevention  of  offensive 
odors  and  objectionable  conditions,  and  the  Board  herewith  presents  its 
report  upon  the  examinations  made  under  this  act  during  the  past  year. 

Report. 

There  are  92  cities  and  towns  in  the  State  having  systems  of  sewerage 
available  to  a  considerable  portion  of  their  population.  Of  these,  23  are 
included  in  the  metropolitan  or  Boston  main  drainage  districts,  12  have 
outlets  discharging  directly  into  the  sea  or  into  tidal  waters,  and  the  re- 
maining 57  discharge  their  sewage  into  inland  streams.  In  a  portion  of 
the  latter  the  sewage  is  previously  thoroughly  purified,  so  that  the  effluent 
does  not  produce  a  noticeable  effect  on  the  stream,  and  in  other  cases  the 
sewage  is  partially  purified  ;  but  35  cities  and  towns  discharge  crude  sew- 
age directly  into  inland  waters  in  the  State,  without  any  purification  what- 
ever. 

In  addition  to  the  cities  and  towns  which  have  fairly  complete  systems 
of  sewers,  there  is  a  considerable  number  of  places  where  there  are  one  or 
more  sewers  in  a  small  section  of  a  town,  or  where  storm-water  drains 
exist  which  are  used  as  outlets  for  sewage.  There  are  also  numerous 
other  cases  in  which  a  few  houses  discharge  at  some  common  outlet. 

Among  the  most  serious  sources  of  pollution  of  the  inland  waters  of  the 
State  are  the  polluted  wastes  and  drainage  from  certain  manufacturing 
processes,  such  as  tanneries,  wool-scouring  establishments  and  paper  mills. 
In  some  cases  the  quantity  of  polluted  drainage  from  manufacturing  proc- 
esses is  as  great  as  the  quantity  of  sewage  of  a  large  town,  and  this  sewage 
often  contains  an  even  larger  quantity  of  putrescible  organic  matter  in  a 
given  volume  than  ordinary  domestic  sewage.  Outlets  for  such  drainage 
are,  therefore,  of  material  importance  in  connection  with  an  investigation 
of  this  kind. 
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A  large  portion  of  the  information  necessary  to  determine  the  conditions 
existing  at  the  various  outlets  has  been  collected,  and  a  number  of  the  out- 
lets have  been  examined.  It  has  not  been  practicable,  however,  to  make  a 
complete  examination  of  all  the  sewer  outlets  of  the  State  during  the  past 
year.  The  outlets  along  the  seashore,  by  which  flats  or  tidal  waters  which 
are  sources  of  shellfish  used  extensively  for  food  were  liable  to  be  polluted, 
were  deemed  to  be  of  great  importance,  on  account  of  the  direct  injury  to 
health  that  might  result  from  the  use  of  contaminated  food ;  and  the  work 
of  the  Board  during  the  past  year  has  been  directed  principally  to  an  ex- 
amination of  the  conditions  about  sewer  outlets  into  the  sea  and  tidal 
waters. 

The  cities  and  towns  having  partial  or  complete  systems  of  sewerage 
which  discharge  into  tidal  waters  along  the  seacoast  of  the  State  are  the 
following :  — 

Newburyport,  Hull, 

Beverly,  Plymouth, 

Salem,  New  Bcdfoi'd, 

Lynn,  Fairhaven, 

Nahant,  Taunton, 

Revere,  Fall  River. 
Boston  and  metropolitan  districts. 

In  the  city  of  Gloucester,  while  there  is  no  general  sewerage  system, 
sewage  from  numerous  buildings  is  discharged  into  streams  or  drains  pro- 
vided for  the  removal  of  storm  water,  and  a  similar  condition  exists  in  a 
part  of  the  village  of  Nantucket,  where  a  drain  is  utilized  as  a  sewer  out- 
let for  a  portion  of  the  village. 

The  sewage  of  the  north  metropolitan  sewerage  district  is  discharged  at 
Deer  Island  on  the  northcrl}'  side  of  the  entrance  to  Boston  Harbor,  and 
the  sewage  of  the  Boston  main  drainage  and  south  metropolitan  districts 
is  discharged  at  Moon  Island  in  the  southerly  part  of  the  harbor.  These 
two  outlets  constitute  the'  main  sewer  outlets  of  the  city  of  Boston  and  22 
other  cities  and  towns  included  in  the  north  and  south  metropolitan  districts. 
These  outlets  were  examined  by  the  Board  in  1900,  and  their  condition 
reported  to  the  Legislature  in  a  special  report  of  that  year,  entitled  "  Re- 
port of  the  State  Board  of  Health  upon  the  discharge  of  sewage  into  Boston 
harbor." 

There  are,  in  addition,  independent  sewer  outlets  not  connected  with  the 
metropolitan  or  Boston  main  drainage  districts  through  which  sewage  is 
discharged  into  the  waters  of  the  metropolitan  district.  The  principal  of 
these  outlets  are  at  East  Boston  and  Chelsea.  A  considerable  population 
along  Beacon  Street  on  the  borders  of  the  Charles  River  in  lioston  is  not 
connected  with  any  intercei)ting  sewer,  and  the  sewage  from  about  1,000 
people  in  this  section  is  discharged  into  the  Charles  River  at  all  times. 


1902.]  PUBLIC   DOCUMENT  — No.  34.  xxxix 

In  the  lower  portion  of  the  north  metropolitan  and  Boston  main  drainage 
districts,  —  that  is,  in  Somerville,  Cambridge,  Charlestown,  Everett,  Chel- 
sea and  East  Boston  in  the  north  metropolitan  district,  and  in  Brookline 
and  Boston  in  the  south  metropolitan  and  Boston  main  drainage  districts, 
the  sewers  are  constructed  largely  upon  the  combined  plan,  and  receive 
both  sewage  and  storm  water ;  and,  since  the  capacity  of  the  main  sewers 
is  insufficient  for  removing  all  of  the  water  entering  the  sewers  at  times  of 
storms,  together  with  the  sewage,  a  portion  of  the  mingled  sewage  and 
storm  water  is  allowed  to  overflow  at  times  of  rain  into  adjacent  waters. 
There  are  many  of  these  overflow  outlets  into  the  Charles,  Mystic  and  Ne- 
ponset  rivers  and  their  tributaries  and  into  Boston  harbor  within  the  towns 
and  cities  mentioned. 

All  of  the  principal  sewer  outlets  along  the  seacoast  have  been  examined 
during  the  past  year,  and,  as  already  indicated,  the  conditions  about  these 
outlets  have  been  considered  thus  far  mainly  with  reference  to  the  effect  of 
the  sewage  upon  the  flats  and  tidal  waters  from  which  shellfish  are  taken 
for  food.  In  connection  with  this  examination  many  samples  of  shellfish 
have  been  collected  from  various  localities  and  sent  to  the  Lawrence  Ex- 
periment Station  for  analysis. 

The  analyses  have  consisted  in  a  determination  of  the  presence  or 
absence  of  the  colon  bacillus,  the  charactei'istic  organism  of  sewage.  In 
collecting  the  samples  from  the  various  flats  and  waters  in  whicli  they  occur 
it  has  been  the  custom  in  most  cases  to  collect  with  the  sample  of  shellfish 
a  sample  of  the  water  upon  or  near  the  flats,  and  analyses  have  been  made 
both  of  the  water  and  the  shellfish.  In  most  cases  also  the  water  found 
inside  the  shell  of  the  fish  has  been  examined  separately. 

The  results  of  the  examinations  of  various  sewer  outlets  and  the  results 
of  the  analyses  of  samples  of  water  and  shellfish  made  by  the  Board  during 
the  past  year  show  that  shellfish  are  collected  for  use  as  food  from  polluted 
flats  and  waters  about  many  sewer  outlets,  and  shellfish  taken  from  the 
neighborhood  of  these  outlets  show  the  presence  of  the  characteristic  sew- 
age organism.  The  places  at  which  the  most  serious  pollution  of  the  flats 
has  been  found  and  where  the  colon  bacillus  has  been  found  to  be  present 
in  a  considerable  proportion  of  the  samples  of  shellfish  and  waters  examined 
are  the  following  :  the  flats  near  the  mouth  of  the  Merrimack  River  at  New- 
buryport  and  Salisbury ;  the  flats  in  Lynn  harbor ;  the  flats  and  shores  on 
the  southeasterly  side  of  East  Boston  and  Breed's  Island  ;  the  flats  in  the 
Charles  River ;  the  flats  about  Savin  Hill  and  at  the  mouth  of  the  Ne- 
ponset  River  ;  the  shores  of  Moon  Island  and  Moon  Head  and  the  causeway 
between  ;  the  shores  on  the  southwesterly  end  of  Long  Island  ;  the  westerly 
shore  of  New  Bedford  harbor  and  the  upper  end  of  Clark's  Cove  in  New 
Bedford ;  and  the  flats  adjacent  to  the  city  of  Fall  River. 

It  is  not  practicable,  with  the  information  which  has  thus  far  been  ob- 
tained regarding  the  effect  of  the  sewage  discharged  into  tidal  waters  at 
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these  places,  to  determine  definitel}'  the  limits  at  each  place  within  which 
shellfish  are  liable  to  be  polluted  and  beyond  which  they  may  safely  be 
taken  for  use  as  food,  though  in  some  cases  such  limits  can  be  definitely 
assigned. 

The  flats  along  the  Merrimack  River  at  Newburyport  and  Salisbury  just 
above  the  mouth  of  the  river  are  exposed  to  pollution  by  the  waters  of  the 
river,  into  which  large  quantities  of  sewage  are  discharged  at  Lowell,  Law- 
rence, Haverhill  and  other  places  along  its  course.  The  extent  to  which 
this  pollution  affects  the  shellfish  taken  from  these  flats  has  not  been  def- 
initely determined.  A  portion  of  the  flats  on  the  Newburyport  side  of  the 
river  are  further  exposed  to  serious  pollution  by  sewage  from  the  sewer  of 
the  city  of  Newburyport,  but  the  area  in  which  pollution  from  this  sewer 
aff"ects  the  flats  from  which  shellfish  are  taken  remains  to  be  determined. 

The  flats  of  Lynn  harbor,  from  which  considerable  numbers  of  shellfish 
are  collected,  are  exposed  to  pollution  by  sewage  from  the  main  sewer  out- 
let of  the  city,  the  contents  of  which  are  discharged  at  all  times  directly 
into  the  harbor.  Judging  from  the  examinations  that  have  been  made,  it 
is  possible  that  sewage  from  this  outlet  affects  adjacent  flats  in  the  Saugus 
and  Pines  rivers.  A  further  investigation  will  be  necessary  to  determine 
to  what  extent  the  shellfish  in  flats  in  the  neighborhood  of  this  outlet  are 
affected  by  sewage. 

The  clam  flats  along  the  Winthrop  shore  and  in  the  neighborhood  of 
Apple  Island  do  not  appear  to  be  affected  by  sewer  outlets  at  the  present 
time ;  but  there  are  several  sewer  outlets  near  the  East  Boston  and  Breed's 
Island  shores  by  which  it  is  evident,  from  the  examinations  that  have  been 
made,  that  some  of  the  shellfish  of  this  region  are  affected. 

The  Mystic  River  receives  sewage  through  storm  overflows  in  Somcr- 
ville,  Charlestown,  Chelsea  and  Everett.  Shellfish  are  collected  from  flats 
in  the  river  which  are  located  above  most  of  the  sewer  outlets,  though  on 
account  of  the  movement  of  the  tides,  sewage  from  these  outlets  is  prob- 
ably carried  to  the  flats  from  which  the  shellfish  are  taken. 

The  Charles  River,  as  already  indicated,  receives  sewage  directly  from 
houses  along  Beacon  Street,  and  receives  also  the  sewage  overflowing  at 
times  of  storms  from  sewer  systems  in  Boston  and  Cambridge.  The  re- 
sults of  examinations  of  shellfish  from  the  flats  in  the  Charles  River  show 
that  they  are  affected  by  sewage,  and  a  large  proportion  of  the  samples 
examined  contained  the  colon  bacillus. 

In  Dorchester  Bay  and  along  the  southerly  shore  of  the  city  of  Boston 
above  the  mouth  of  the  Neponsct  River  there  are  numei'ous  overflows  from 
combined  systems  of  sewers  through  which  sewage  is  discharged  at  times 
of  storms  into  these  waters,  and  examinations  show  that  shellfish,  wiiich 
are  taken  in  considerable  numbers  from  flats  in  the  neighborhood  of  Savin 
Hill,  are  affected  by  the  sewage. 

The  Neponset  River  is  a  highly  polluted  stream  throughout  the  fresh- 
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water  portion  of  its  course,  and  also  receives  sewage  through  sewer  over- 
flows at  times  of  storms  in  the  tidal  portion  of  its  course.  The  shellfish 
which  are  taken  from  the  estuary  of  this  river  in  considerable  numbers 
are  evidently  affected  by  sewage. 

A  very  large  proportion  of  the  samples  of  clams  collected  for  analysis 
from  the  neighborhood  of  the  main  sewer  outlet  of  the  Boston  main  drain- 
age and  south  metropolitan  systems  at  Moon  Island  and  from  the  shores 
of  Moon  Head  and  the  causeway  to  Moon  Island  have  been  found  to  con- 
tain the  characteristic  sewage  organism.  Clams  collected  from  the  shores 
of  the  south-westerly  half  of  Long  Island,  both  on  the  north  and  on  the 
south,  are  also  found  to  be  affected  by  the  discharge  of  sewage  from  Moon 
Island  ;  and  several  of  the  samples  of  shellfish  collected  from  these  shores 
have  been  found  to  contain  the  colon  bacillus.  At  Spectacle  Island,  where 
a  considerable  number  of  clams  are  collected,  the  shores  appear  to  be 
greatly  polluted  by  refuse  discharged  there,  which  affects  the  shellfish. 

In  all  of  the  places  thus  far  described  in  the  northerly  part  of  the  State 
practically  the  only  shellfish  collected  are  clams,  which  are  cooked  before 
being  eaten.  Quahaugs  and  oysters,  which  are  consumed  in  the  raw  state 
as  well  as  when  cooked,  are  not  found  in  any  considerable  numbers  in  the 
northerly  part  of  the  State,  though  oysters  are  planted  at  some  places 
where  they  will  be  available  for  immediate  use.  Quahaugs  are  collected 
along  the  southerly  shores  of  the  State  and  from  the  islands  in  great  num- 
bers. They  are  generally  of  comparatively  small  size,  and  are  known  also 
under  the  name  of  "  little  neck  clams." 

Large  numbers  of  shellfish  (clams  and  quahaugs)  are  collected  from  New 
Bedford  harbor  and  from  Clark's  Cove,  in  the  southerly  part  of  the  city. 
The  sewage  of  New  Bedford  is  discharged  through  numerous  outlets  all 
along  the  westerly  shore  of  the  harbor  in  front  of  the  city,  and  there  are 
several  outlets  into  the  northerly  end  of  Clark's  Cove.  The  shellfish  of 
New  Bedford  harbor  and  the  northerly  end  of  Clark's  Cove  are  affected  by 
the  sewage  discharged  from  the  city  sewers,  and  a  large  proportion  of  the 
samples  of  shellfish  from  these  places  have  been  found  to  contain  the  char- 
acteristic sewage  organism.  Sewage  is  discharged  into  the  easterly  side  of 
the  harbor  by  the  town  of  Fairhaven,  but  the  quantity  so  discharged  is 
small  compared  with  the  quantity  discharged  by  the  city  of  New  Bedford. 
It  is  possible  that  there  may  be  some  places  in  New  Bedford  harbor  above 
the  sewer  outlets  where  shellfish  are  unaffected  by  the  discharge  of  sewage, 
but  it  will  take  time  to  determine  these  areas  with  certainty. 

The  Taunton  River  and  Mount  Hope  Bay  receive  the  sewage  of  the  cities 
of  Taunton  and  Fall  River.  The  Taunton  sewerage  is  discharged  at  pres- 
ent partly  into  the  Mill  River  and  partly  into  the  Taunton  River  just  below 
the  city,  several  miles  above  the  points  at  which  shellfish  are  taken  in  con- 
siderable numbers.  The  quantity  of  sewage  thus  far  discharged  into  the 
sewers  in  Taunton  appears,  from  information  furnished  by  the  city,  to  be 
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considerably  less  than  the  quantity  which  will  discharge  into  them  as  soon 
as  the  works  are  somewhat  further  developed  and  the  connections  made. 

At  Fall  River  the  sewage  is  discharged  at  many  outlets  all  along  the 
shore  of  Mount  Hope  Bay  in  front  of  the  city.  Considerable  numbers  of 
clams  are  collected  along  the  shore  in  close  proximity  to  some  of  these  out- 
lets, where  they  are  evidently  affected  by  sewage. 

The  places  above  described  include  those  at  which  the  most  serious 
danger  to  the  public  health  has  thus  far  been  found  to  exist  on  account  of 
the  pollution  of  shellfish  used  for  food  by  sewer  outlets  discharging  into 
tidal  waters.  Further  investigations  are  under  way  at  many  of  these 
places  to  obtain  more  definite  information  as  to  the  limits  within  which  se- 
rious danger  of  the  pollution  of  shellfish  may  exist,  and  investigations  are 
also  being  made  at  many  other  places, 

EouTiNE  Work  of  the  Board. 

During  the  year  ended  Sept.  30,  1901,  meetings  were  held  by 
the  Board  at  least  as  often  as  once  a  month.  Meetings  of  such  of 
the  standing  committees  were  also  held  as  were  necessary  for  the 
transaction  of  special  business.  Hearings  were  held  at  the  office  of 
the  Board  with  reference  to  the  sewerage  and  sewage  disposal  of 
"Wakefield,  Jan.  3,  1901,  of  that  of  Fitchburg,  April  2,  of  Franklin, 
May  2,  and  with  reference  to  the  question  of  taking  ice  from  Ell 
Pond  in  INIelrose,  April  4.  A  conference  was  held  with  the  New 
England  Gas  and  Coke  Company  on  September  20  with  reference 
to  the  odors  escaping  from  their  works  at  Everett. 

The  Board  visited  the  new  dam  in  construction  at  Clinton  and  the 
north  dike  of  the  Wachusett  reservoir  on  September  18. 

The  office  of  the  Board  has  been  open  throughout  the  year,  as 
prescribed  by  the  Public  Statutes,  chapter  21,  section  10,  "for  the 
transaction  of  its  authorized  business."  Advice  has  been  very  frc- 
(juently  given  at  the  office  and  by  mail  to  local  boards  and  to  indi- 
viduals in  regard  to  sanitary  matters,  and  many  visits  have  been 
made  by  the  officials  of  the  Board  to  cities  and  towns  for  the  i)ur- 
poso  of  making  investigations  and  giving  advice. 

Tlic  office  of  the  Board  is  virtually  a  central  station  for  the  distri- 
hiilioii  of  the  antitoxin  produced  by  the  Board,  and  for  the  various 
culture  tubes,  receptacles  and  other  means  employed  foi'  the  diag- 
nosis of  disease.  For  this  purpose  the  office  of  the  Board  has  been 
open  daily  throughout  the  year,  and  the  existence  of  a  central  office 
of  this  character  has  proved  a  most  efficient  aid  to  those  boards  of 
liealth  which  could  not  niaiiitaiii  local  laboratories  of  their  own. 
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Statisticai.  Tahle  kok  tiik  Ykar  ended  Sept.  30,  1901. 
Whole  number  of  samples  of  foods  and  drugs  examined  during  the 

year, 10,325 

Samples  of  milk  examined  (included  in  the  foregoing),  ....         6,247 
Whole  number  of  samples  of  food  and  drugs  examined  since  beginning 

of  work  in  1883, 127,839 

Whole  number  of  samples  of  milk  examined  since  beginning  of  work 

in  1883 69,863 

Number  of  prosecutions  against  offenders  during  the  year,      ...  95 

Number  of  convictions  during  the  year,     .......  90 

Amount  of  fines  imposed  during  the  year, .•^1,874  70 

Number  of  packages  of  antitoxin  of  l.-'iOO  units  each  issued  to  cities  and 

towns,* 40,211 

Number  of  bacterial  cultures  made  for  the  diagnosis  of  diphtheria  in 

cities  and  towns,* 4,119 

Number  of  examinations  made  for  diagnosis  of  tuberculosis,*         .        .  797 
Number  of  examinations  of  blood  made  for  diagnosis  of  malarial  in- 
fection,*     91 

Number  of  examinations  of  blood  made  for  the  diagnosis  of  typhoid 

fever, 108 

Number  of  notices  of  cases  of  infectious  diseases  received  and  recorded 

under  the  provisions  of  chapter  302,  Acts  of  1893,t       ....       27,009 
Number  of  postal-card  returns  of  mortality  for  cities  and  towns  received 

and  recorded,!  about 2,000 

Number  of  annual  reports  of  cities  and  towns  received  under  the  pro- 
visions X  of  Acts  of  1894,  chapter  218,t 90 

Force  employed  in  general  work  of  Board  at  central  office,  State  House :  — 

Secretary,     1 

Medical  inspector, 1 

Clerks, 3 

Total, 6 

Force  employed  at  central  office.  State  House,  Boston,  for  food  and  drug 

inspection,  chemists  and  assistants,        . 2 

At  Amherst, 1 

Inspectors, 4 

Total 7 

Force  employed  at  laboi*atory  (Bussey  Institute)  :  — 

Pathologist, 1 

Assistants, 6 

Total 7 

•  For  the  year  ended  March  31,  1902.  t  For  the  calendar  year  1901. 

I  Cities  and  towns  having  a  population  of  more  than  5,000  in  each. 
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Under  the  Pkovisions  of  Chapter  375,  Acts  of  1888. 
Applications  for  advice  from  cities,  towns  and  others  :  — 
Relating  to  water  supply, 
Relating  to  ice  supply, 
Relating  to  sewerage  and  drainage, 
Relating  to  pollution  of  streams, 
Miscellaneous, 


56 

12 

29 

3 

5 


Total, 


105 


Number  of  samples  of  water  examined  chemically  and  microscopically 

at  the  laboratory.  Room  502,  State  House, 3,562 

Number  of  samples  of  sewage  and  effluent  from  sewage  purification 

works  examined  chemically  at  the  laboratory.  Room  502,  State  House,  663 

Number  of  samples  of  sewage  and  water  examined  chemically  and  bac- 

terially  at  the  Lawrence  Experiment  Station, 2,206 

Number  of  samples  of  sand  examined  chemically  and  bacterially  at  the 

Lawrence  Exjseriment  Station, 99 

Number  of  samples  of  sand  examined  mechanically  at  the  Lawrence 

Experiment  Station, 65 

Number  of  samples  examined  for  B,  coli  communis  at  the  Lawrence  Ex- 
periment Station, 3,978 

Additional  samples  examined  bacterially  at  the  Lawrence  Experiment 
Station, 3,384 


Total  number  of  samples  examined. 


13,957 


Force  employed  at  central  office  :  — 
Chief  engineer,     . 
Assistant  engineers. 
Stenographers  and  clerks,  . 
Messenger,  .... 


At  laboratory.  Room  602,  State  House: 
Cliemisl,        ....'. 
Assistant  chemists, 

Biologist, 

Stenographer,      .... 


1 
5 
3 
1 

—     10 

1 
5 
1 
1 


At  ].,awrcnce  Experimtjnt  Station  :  — 
Assistant  chemists, 
Baf;tcrioIogists,     ,         .         ,         . 
Other  assistants  and  laboiers, 


2 
2 
2 
—       6 


Total  oniiiiary  force. 


24 
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The  numljer  of  ai)plic;itions  for  advice  under  the  provisions  of  the 
acts  relating  to  water  supply  and  sewerage,  received  since  Juh"^, 
1886,  when  these  acts  first  went  into  operation,  is  as  follows :  — 


1886, 

.   8 

1895, 

52 

1887, 

.  22 

1896, 

65 

1888, 

.  28 

1897, 

59 

1889, 

.  38 

1898, 

75 

1890, 

.  23 

1899, 

79 

1891, 

.  53 

1900, 

104 

1892, 

.  56 

1901, 

105 

1893, 

.  51 

1894, 

.  53 

Total 

,   .    .    . 

871 

Appropriations  . 
The  appropriations  for  the  year  1901,  as  recommended  by  the 
Board  in  the  annual  estimates  made  under  the  provisions  of  chapter 
41  of  the  Acts  of  1885,  were  as  follows  :  — 


For  the  general  expenses  of  the  Board, 
For  the  inspection  of  food  and  drugs,  . 
For  the  protection  of  tlie  purity  of  inland  waters, 

Total, 


$23,000  00 
11,500  00 

34,000  00 

168,500  00 


Expenditures. 
The  expenditures  in  1901  under  the  diflerent  appropriations  were 
as  follows  :  — 


Appropriation  for  general  expenses  of  Board, 


General  Expenditures,  Sept.  30 

Salaries, 

Travelling  expenses,     . 

Stationery, 

Printing, 

Books,  subscription  and  binding,  . 

Advertising, 

Express  charges,    .... 
Extra  services,       .... 

Messenger, 

Postage  and  postal  orders,    . 
Telephone  and  telegraph  messages, 
Typewriter  supplies, 

Amount  carried  forward. 


' 

.  $23,000  00 

1900,  to  Sept.  30, 1901. 

.  ?9,317 

68 

898 

29 

124 

09 

1,770 

46 

499 

71 

89 

12 

211 

39 

356 

41 

103 

80 

700 

05 

71 

62 

43 

45 

. 

$14,185 

57 
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Amount  brought  fortoard,  .... 

Special  investigations, 

Translations, . 

Sundry  olfice  supplies  and  incidental  expenses. 
Laboratory  supplies, 


$14,185  57 

.      335  00 

10  40 

.      627  65 

.    1,441  85 


f  16,600  4< 


Expenditures  at  Pathological  Laboratory  at  Forest  Hills. . 


Salaries,     . 

Travelling  expenses, 

Purchase  of  animals. 

Board  of  horses. 

Food  for  animals, 

Apparatus,  chemicals  and 

Ice,     .... 

Postage,     . 

Stationery, 

Rental  of  telephone  and  messages,  . 

Typewriter  and  typewriting  supplies, 

Express, 


laboratory  supplies 


2,817 

26 

56 

10 

311 

25 

2,155  50 

87 

29 

679 

52 

28 

18 

2  46 

10 

92 

210  60 

116 

00 

17 

15 

—  6,492  23 

Total, 123,092  70 


Under  the  Provisions  of  the  Food  and  Drug  Acts  during  the  Year  ending  Sept.  30, 

1901. 
Appropriation, $11,500  00 


Salaries  of  analysts, . 

Salaries  of  inspectors. 

Travelling  expenses  and  purchase  of  samples 

Apparatus  and  chemicals, 

Printing,    .... 

Special  investigations. 

Services  (cleaning  laboratory) 

Express,    .... 

Sundry  laboratory  supplies, 

Books,       .... 

Extra  services  (stenographer), 

Total 


$4,825  00 

4,452  53 

1,895  11 

953  18 

7  01 

23  00 

104  00 

6  21 

44  85 

9  24 

21  25 

$12,341  38 

Appropriation. 
For  carrying  out  the  provisions  of  the  act  to  protect  the  purity  of  in- 
land waters,  and  to  require  consultation  with  tlie  State  Board  of 
Health  regarding  the  establishment  of  systems  of  water  supply, 
drainage  and  sewerage, $34,000  00 
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Salaries,  including  wages  of  laborers  at  Lawrence  Experiment  Station, 

Apparatus  and  materials, 

Rent  of  Lawrence  P^xperiment  Station,    . 

Use  of  tools  and  office,  Lawrence  Experiment  Station, 

Travelling  expenses, 

Express  charges, 

Books,  stationery  and  drawing  materials, 

Maps  and  blue  prints, 

Postage  stamps, 

Printing 


Collecting  samples, 

Messengers,  telegrams  and  telephone  messages, 
Services,  reading  gauges,          .... 
Analysis  of  gas, 


Total, , 


f  25,700  02 

3,521 

06 

150 

00 

198  53 

1,859  00 

929 

80 

449  89 

117 

69 

5 

00 

210  58 

18 

05 

15 

67 

120  00 

40  00 

f33,335 
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HENRY  P.    WALCOTT. 
HIRAM   F.    MILLS. 
FRANK   W.    DRAPER. 
GERARD   C.   TOBEY. 
JAMES   W.    HULL. 
CHARLES   H.    P0RTP:R. 
JULIAN   A.    MEAD. 
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Under  the  provisions  of  chapter  375  of  the  Acts  of  1888,  entitled 
*'  An  Act  to  protect  the  purity  of  inland  waters,  and  to  require  con- 
sultation with  the  State  Board  of  Health  regarding  the  estal)lishment 
of  systems  of  water  supply,  drainage  and  sewerage,"  the  Board  is 
required 

"  from  time  to  time  to  consult  with  and  advise  the  authorities  of  cities  and 
towns,  or  with  corporatious,  firms  or  individuals  either  already  having  or 
intending  to  introduce  systems  of  water  supply,  drainage  or  sewerage,  as 
to  the  most  appropriate  source  of  supply,  the  best  practical  method  of 
assuring  the  puiity  thereof  or  of  disposing  of  their  drainage  or  sewage, 
having  regard  to  the  present  and  prospective  needs  and  interests  of  other 
cities,  towns,  corporations,  firms  or  individuals  which  may  be  affected 
thereby.  It  shall  also  from  timeto  time  consult  with  and  advise  persons 
or  corporations  engaged  or  intending  to  engage  in  any  manufacturing  or 
other  business,  drainage  or  sewage  from  which  may  tend  to  cause  the  pol- 
lution of  any  inland  water,  as  to  the  best  practicable  method  of  preventing 
such  pollution  by  the  interception,  disposal  or  purification  of  such  drainage 
or  sewage :  provided,  that  no  person  shall  be  compelled  to  bear  the  ex- 
pense of  such  consultation  or  advice,  or  of  experiments  made  for  the  pur- 
poses of  this  act.  All  such  authorities,  corporations,  firms  and  individuals 
are  hereby  required  to  give  notice  to  said  Board  of  their  intentions  in  the 
premises,  and  to  submit  for  its  advice  outlines  of  their  proposed  plans  or 
schemes  in  relation  to  water  supply  and  disposal  of  drainage  and  sewage ; 
and  all  petitions  to  the  Legislature  for  authority  to  introduce  a  system  of 
water  supply,  drainage  or  sewerage  shall  be  accompanied  by  a  copy  of  the 
recommendation  and  advice  of  the  said  Board  thereon." 

During  the  year  1901  the  Board  has  given  its  advice  to  the  fol- 
lowing cities,  towns,  corporations  and  individuals  who  have  applied 
for  such  advice  under  the  provisions  of  the  general  act  of  1888,  or 
under  special  acts  relating  to  water  supply  and  sewerage. 

OfBcial  communications  were  made  during  the  year  under  the 
provisions  of  acts  relating  to  water  supply  as  follow:> :  — 
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Andover. 

Arlington. 

Arlington  (Stephen  Symnes  Hospital). 

Attleborough. 

Attleborough  (E.  A.  Robinson  estate). 

Attleborough  (J.  M.  Fisher  &  Co.). 

Braintree  (three). 

Bridge  water. 

Cambridge  (Reversible  Collar  Com- 
pany). 

Cambridge  (Randall  Hall  Association) . 

Chicopee. 

Cohasset. 

Colrain  (Giiswoldrille). 

Dalton. 

Easthampton. 

Framingham  (Dennison  Manufacturing 
Compan}') . 

Franklin  (two). 

Georgetown  (Perley  Free  School). 

Goshen  (Highland  House). 

Holyoke. 

Holyoke  (Chemical  Paper  Company). 

Lawrence  (Atlantic  Cotton  Mills). 

Lawrence  (Hamblet  Machine  Com- 
pany). 


Lenox  (two). 
Lexington  (three). 
Lynn. 

Manchester. 
Xatick. 
Northampton. 

North  Andover  (Town  Farm). 
North  Attleborough  (Country  Club). 
Northbridge  C^Miitin  Machine  Works). 
Norwood  (Winslow  Bros.). 
Palmer  (Three  Rivers). 
Peabody. 
Salem  (two). 

Salem  (St.  James  School). 
Salisbury. 

Somerville  Iron  Foundry. 
Southborough. 
Sonthbridge  (two). 
i  Springfield  (tw^o). 
Tewksbury  (State  Hospital). 
Tyngsborough. 
Walpole. 
Waltham. 
"NYestborough. 
West  Springfield. 
Wrentham. 


Official  communications  were  made  during  the  year  under  gen- 
eral and  special  acts  relating  to  sewerage  and  sewage  disposal,  as 
follows  :  — 


Amesbury. 

Barnstable    (State   Normal    School    at 

Hyannis,  two). 
Billcrica. 
Bo.ston  (Hospital  lor  Crippled  Children 

at  Bumkin  Island). 
Brookline    (Hospital     for    Contagious 

Diseases). 
Dedliam. 
Fitcliliurg. 
Franklin  (three). 
Lancaster  (two). 
Manchester  (Magnolia). 
Marion. 
Methuen. 
Metropolitan     Water     and     Sewerage 

Board. 


Newburyport. 

Northampton. 

Norwood. 

Norwood  (Winslow  Bros.). 

Pittsfield. 

Plymouth. 

Reading. 

Revere. 

Rutland  (Massachusetts  Sanatorium). 

Salem. 

Swampscott. 

Taunton. 

Wakefield. 

Wcllesley  (Dana  Hall  School). 

Westborough  Insane  Hospital. 

West  Springfield. 
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Replies  were  made  in  answer  to  applications  from  the  following 
authorities  for  advice  relative  to  the  pollution  of  ponds,  streams 
and  other  bodies  of  water  :  — 

Cambridge,  Somerville,  Arlington  and   '  Harwich. 

Belmont  (Alewife  Brook).  HaverhilL 

Colrain  (Griswoldville).  I 

Replies  were  also  made  during  the  year  in  answer  to  applications 
from  the  following  authorities  and  individuals  for  advice  relative  to 
sources  of  ice  supply  :  — 


Bridgewater. 
Chicopee. 
Danvers. 
Holyoke. 
Melrose  (three). 

Pittsfield   (Mbrewood  Lake  Ice   Com- 
pany). 


Shelburne. 

South  Hadley  (Charles  Huot,  two). 

South  Hadley  (H.  E.  Gaylord,  two). 

Walpole. 

Warren. 


Rules  and  regulations  for  the  sanitary  protection  of  sources  of 
water  supply  were  made  for  the  following  authorities  :  — 


Water  Commissioners  of  Danvers. 


Water  Commissioners  of  Haverhill. 


The  Board  was  requested  to  examine  a  certain  proposed  location 
for  a  State  colony  for  the  insane,  under  the  provisions  of  section  4 
of  chapter  101  of  the  Acts  of  1886;  and,  while  this  subject  is  not 
embraced  directly  in  the  provisions  of  chapter  375  of  the  Acts  of 
1888,  questions  of  water  supply  and  sewerage  are  involved  to  such 
an  extent  that  it  is  deemed  proper  to  include  the  matter  in  this 

report. 

Water  Supply. 

The  following  is  the  substance  of  the  action  of  the  Board  during 
the  past  year,  in  reply  to  applications  for  advice  relative  to  water 
supply  :  — 

Andover.  The  board  of  public  works  of  Andover  applied  to  the 
State  Board  of  Health  Aug.  16,  1901,  requesting  information  as  to 
the  cause  and  possible  remedy  for  a  disagreeable  taste  and  odor  in 
the  public  water  supply  from  Raggett's  Pond.  The  Board  replied 
to  this  application  as  follows  :  — 

Sept.  5,  1901. 
The  State  Board  of  Health  received  from  you,  on  August  16,  a  com- 
muuicatiou  stating  that  the  water  of  Raggett's  Pond  had  a  disagreeable 
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taste  and  odor  and  ■was  offensive  to  consumers,  and  requesting  information 
as  to  the  cause  of  tlie  trouble  and  possible  remedies  therefor. 

In  response  to  the  application,  the  Board  has  caused  the  pond  and  its 
surroundings  to  be  examined  by  one  of  its  engineers,  and  chemical  and 
microscopical  examinations  to  be  made  of  the  water,  both  at  the  source 
and  as  supplied  to  consumers.  The  results  of  the  examinations  show  that 
the  offensive  taste  and  odor  of  the  water  of  Haggett's  Pond  at  the  time  the 
complaint  was  made  were  very  probabl}^  due  to  the  presence  of  large  num- 
bers of  the  organism  Synura,  which  has  been  known  to  cause  very  dis- 
agreeable tastes  and  odors  in  other  water  supplies.  The  cause  of  the 
presence  and  growth  of  such  organisms  in  surface  waters  is  not  definitely 
known,  but  their  numbers  are  apparently  dependent  largely  on  the  supply 
of  organic  matter  contained  either  in  the  bottom  of  the  pond  or  in  the 
water  which  enters  it.  Pollution  finding  its  way  into  Haggett's  Pond  from 
the  uses  made  of  its  shores  would  tend  to  increase  the  growth  of  such 
organisms. 

The  Board  knows  of  no  practicable  way  of  improving  the  pond  or  its 
water-shed  to  such  a  degree  that  it  would  be  likelj"  that  the  presence  of 
such  organisms  could  be  pi'evented  or  their  numbers  materially  reduced. 
These  organisms,  while  making  the  water  very  disagreeable,  are  not  known 
to  cause  sickness  ;  but  the  sources  of  pollution  around  the  pond,  particu- 
larly in  summer,  when  picnic  parties  and  temporary  residents  are  upon  its 
shores,  render  the  water  unsafe  for  domestic  use.  To  insure  safety,  it 
would  be  necessary  for  the  town  to  take  police  control  of  the  shores  and 
prevent  the  entrance  of  sewage  into  the  pond,  either  from  the  resorts  of 
sojourners  or  the  permanent  residences. 

When  plans  for  water  works  for  the  town  of  Andover  were  first  under 
consideration,  application  was  made  to  this  Board  for  its  advice  regarding 
the  use  of  water  from  this  pond.  To  this  application  the  Board  replied  as 
follows :  — 

The  Board,  having  examined  the  territory  to  which  the  town  is  limited  by 
chapter  437  of  the  Acts  of  1887  for  such  source,  finds  the  water  of  Haggett's  Pond 
to  be  of  good  quality  and  abundant  in  quantity.  The  appearance  of  vegetal)le 
growths  near  the  inlets  of  the  dark-colored  brooks  which  flow  into  the  pond,  and 
the  finding  of  objectionable  microscoijic  organisms  in  the  water  at  a  consideraVjle 
distance  from  the  shore,  indicate  to  the  Board  that  seasons  are  likely  to  occur 
when  the  water  will  have  a  disagreeable  taste  and  odor.  To  guard  against  this 
prohaljle  objection,  the  Board  would  advise  the  town  to  make  the  necessary  bor- 
ings and  examinations,  to  ascertain  if  a  large  bed  of  0])en  sand  or  gravel  cannot 
be  found  on  the  southerly  or  easterly  side  of  the  pond,  below  the  level  of  the 
■water,  from  which  water  may  V)e  pumped  in  sufficient  quantity  to  supply  the 
town,  after  it  has  filtered  about  one  hundred  feet  I'roni  tlie  pond.  This  arrange- 
ment would  insure  an  excellent  supjtly  of  water  for  the  town,  if  the  further  pre- 
caution be  taken  of  ha^ving  the  water  which  is  stored  kept  Irora  the  light. 
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It  does  not  appear  that  the  investigations  suggested  by  the  Board  were 
ever  undertaken. 

In  view  of  the  "bad  taste  of  the  water  at  times,  and  the  danger  now 
existing  that  the  pollution  by  sewage  to  which  the  water  of  the  pond  is 
exposed  may  cause  serious  injury  to  the  health  of  the  inhabitants  of  the 
town,  the  Board  would  advise  that  investigations  be  made,  as  suggested  in 
the  communication  quoted  above,  to  determine  the  feasibility  of  obtaining 
a  sufficient  suppl}'  of  good  water  from  the  ground  at  some  suitable  place 
in  the  neighborhood  of  the  pond,  in  order  that  the  use  of  water  taken 
directly  from  the  pond  may  be  avoided.  If  a  satisfactory  supply  of  water 
cannot  be  obtained  from  the  ground,  it  may  be  feasible  to  purify  the  water 
of  the  pond  and  remove  the  taste  and  odor  by  filtration. 

Should  you  decide  to  make  tests  with  a  view  of  obtaining  a  ground- 
water supply,  the  Board  will  make  such  examinations  of  samples  of  water 
as  may  be  necessary,  and  will,  upon  application,  give  you  further  advice 
when  you  have  the  results  of  investigations  to  present. 

Aelixgtox.  An  application  was  received  June  14,  1901,  from 
the  board  of  health  of  Arlington,  for  the  advice  of  the  Board  rela- 
tive to  the  quality  of  the  vv^ater  of  two  springs  in  that  town,  and  as 
to  the  question  whether  it  would  be  practicable  to  restore  their  con- 
dition and  make  them  safe  for  use  for  domestic  purposes.  The 
Board  replied  to  this  application  as  follows  :  — 

July  11,  1901. 

The  State  Board  of  Health  received  from  you,  on  June  14,  1901,  an 
application  for  advice  regarding  the  use  of  water  from  two  springs  in 
Arlington,  one  located  on  Summer  Street  and  used  for  the  supply  of  the 
town  almshouse,  and  the  other  on  Pine  Street.  You  also  request  advice 
as  to  whether  it  is  possible  to  restore  the  condition  of  the  latter  spring  so 
that  the  water  may  be  safel}"  used  for  domestic  purposes. 

In  response  to  your  request,  the  Board  has  caused  the  springs  and  their 
surroundings  to  be  examined  and  samples  of  their  waters  to  be  analyzed. 
The  results  of  the  anal^'ses  show  that  the  water  of  both  springs  has  at 
some  time  been  very  highly  polluted  b}'  sewage  and  not  thoroughly  purified 
in  its  passage  through  the  ground  to  the  springs,  and  the  Board  regards 
these  springs  as  unsafe  sources  from  which  to  take  water  for  drinking. 
There  appears  to  be  no  practicable  way  by  which  the  waters  of  these 
springs,  or  either  of  them,  may  be  rendered  safe  for  drinking. 

Arlington.  An  application  was  received  Sept.  17,  1901,  from 
the  trustees  of  the  Symnes  Hospital,  for  advice  relative  to  the  use 
of  a  spring  for  the  purpose  of  supplying  the  hospital  with  water. 
The  Board  replied  to  this  application  as  follows  :  — 
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Nov.  7,  1901. 

The  State  Board  of  Health  received  from  you,  on  September  17,  a  com- 
munication stating  that  the  trustees  of  the  hospital  propose  to  use  as  a 
source  of  water  supply  for  that  institution  a  spring,  from  which  the  build- 
ings at  present  belonging  to  the  hospital  are  supplied  through  a  small  lead 
pipe,  and  that  they  desire  the  advice  of  the  Board  as  to  the  quality  of  the 
water  and  the  suitability  of  the  source  for  this  purpose. 

The  Board  has  caused  the  spring  and  its  surroundings  to  be  examined 
by  one  of  its  engineers,  and  a  sample  of  the  water  to  be  analyzed,  and  the 
quantity  of  lead  present  in  the  water  after  passing  through  the  supply  pipe 
to  the  buildings  to  be  determined.  The  results  show  that  the  water  has  at 
some  time  been  slightly  polluted  by  sewage,  but  at  the  present  time  is 
being  quite  well  purified  in  its  passage  through  the  ground  before  reaching 
the  spring.  There  are  indications,  however,  that  the  purification  of  the 
water  may  not  be  as  thorough  at  all  times  as  it  is  at  present,  and  it  is  pos- 
sible that  the  water  of  the  spring  may  be  very  unfavorably  affected  at 
times  by  drainage  from  the  cultivated  lands  about  it.  The  water  also 
takes  up  lead  in  small  quantities  from  the  pipe  through  which  it  is  now 
supplied  to  the  buildings.  The  water  pipes  of  the  town  of  Arlington  ai'e 
laid  in  the  neighborhood  of  the  hospital,  and  it  appears  to  be  practicable 
to  obtain  an  adequate  supply  of  water  from  the  town  works ;  and,  con- 
sidering the  circumstances,  the  Board  would  advise  that  the  use  of  water 
from  this  spring  for  the  supply  of  the  hospital  be  avoided. 

Attleborough.  An  application  was  received  from  the  water 
board  of  Attleborough,  Dec.  19,  1898,  for  the  advice  of  the  State 
Board  of  Health  relative  to  the  presence  of  an  unusual  amount  of 
iron  in  the  public  water  supply  after  passing  through  the  iron  ser- 
vice pipes  of  the  town.  The  Board,  on  Jan.  24,  1899,  presented  a 
statement  of  the  results  of  the  studies  made  up  to  that  time,  and  on 
Feb.  7,  1901,  made  a  final  reply  to  the  application  as  follows :  — 

Feb.  7,  1901. 
In  response  to  an  application  from  you  for  advice  as  to  the  result  of 
studies  made  by  this  Board  with  a  view  to  eliminating  iron  from  the  pub- 
lic water  supply  of  the  town  of  Attleborough,  the  Board,  on  Jan.  24,  1899, 
presented  a  statement  of  the  results  of  investigations  which  had  been  made 
up  to  that  time.  The  results  showed  that  the  water,  as  it  was  drawn  from 
the  well  used  for  the  supply  of  the  town,  was  clear,  nearly  colorless  and 
odorless,  and  was  also  soft  and  in  other  respects  of  excellent  quality  for 
drinking  and  domestic  uses ;  but  it  was  found  that  the  water  as  drawn 
from  the  pipes  in  various  parts  of  the  distributing  system  in  the  town  con- 
tained an  excessive  quantity  of  iron,  and,  since  the  quantity  of  iron 
present  in  the  water  of   the  well   had  always   been  insignificant,  it  was 
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evident  that  iron  was  taken  up  by  the  water  in  its  passage  through  the 
pipes. 

The  cause  of  the  action  of  the  water  upon  the  pipes  was  found  to  be  the 
presence  of  large  quantities  of  carbonic  acid  gas  and  oxygen,  and  various 
means  of  removing  these  substances  from  the  water  were  tried ;  but,  while 
it  was  found  to  be  feasible  to  remove  the  carbonic  acid,  it  was  also  found, 
in  several  of  the  processes  tried,  that  so  much  oxygen  would  remain  that 
the  water  would  continue  to  act  upon  the  pipes,  and  probably  take  up 
enough  iron  to  injure  its  quality.  The  experiment  of  adding  lime  to  the 
water  had  also  been  tried,  and  investigations  on  this  line  have  been  con- 
tinued ;  but  no  practicable  way  of  treating  the  water  has  been  found  that 
could  be  depended  upon  at  all  times  to  prevent  its  action  upon  the  pipes 
without  involving  danger  of  injuring  its  quality. 

Further  investigations,  made  soon  after  this  reply  was  sent  you,  indicated 
that  the  trouble  with  the  water  was  almost  wholly  due  to  its  action  upon 
the  service  pipes,  nearly  all  of  which  were  of  galvanized  iron,  and  not  to 
action  on  the  cast-iron  mains  ;  and  it  was  suggested  to  you  to  try  the  effect, 
at  various  places  where  complaint  of  the  quantity  of  iron  in  the  water  had 
been  made,  of  changing  the  service  pipe,  and  introducing  a  sei'vice  pipe  of 
some  other  metal,  or  one  lined  with  some  substance  that  would  prevent  the 
water  from  coming  in  contact  with  the  iron. 

In  accordance  with  this  suggestion,  you  have  replaced  several  service 
pipes  of  galvanized  iron  where  such  complaint  had  been  made  of  the 
character  of  the  water  at  nearly  all  times,  and  where  analj'ses  showed  the 
presence  of  excessive  quantities  of  iron  in  the  water,  with  pipes  lined  with 
cement  or  tin ;  and  after  a  long  period  of  use  it  appears  that  no  further 
trouble  from  iron  has  been  observed  in  the  water,  and  only  an  insignificant 
quantity  is  found  by  analysis. 

As  a  result  of  its  investigations,  both  at  Attleborough  and  many  other 
places,  the  Board  is  of  the  opinion  that  trouble  from  iron  in  the  water  of 
the  Attleborough  water  supply  can  be  largely  and  probably  wholly  avoided 
by  discontinuing  the  use  of  galvanized-iron  sei'vice  pipes,  such  as  those 
which  have  been  used  in  the  past,  and  using  pipes  lined  with  cement,  or 
some  other  substance  not  acted  on  to  any  noticeable  extent  by  the  water. 

The  Board  would  especially  caution  you  against  the  use  of  lead  or  lead- 
lined  pipe  for  services  in  connection  with  this  water ;  since  carbonic  acid 
and  oxygen,  when  present  in  water  in  such  quantities  as  are  found  in  the 
Attleborough  supply,  have  been  found  to  take  up  lead  in  large  quantities 
from  pipes  of  that  metal  when  they  are  used  as  service  pipes,  and  many 
severe  cases  of  lead  poisoning  in  other  places  in  the  State  have  been  traced 
to  the  use  of  such  waters  through  lead  service  pipes. 

While  the  expense  of  changing  all  the  service  pipes  in  the  town  would  be 
considerable,  it  nevertheless  seems  pi'obable  that  this  will  be  the  least 
expensive  way  of  avoiding  further  complaint  from  the  presence  of  an 
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excessive  quantity  of  iron  iu  the  water.  It  may  be  said,  also,  that  trouble 
from  iron  has  probably  not  yet  occurred  in  a  large  proportion  of  the  service 
pipes  to  such  an  extent  as  to  make  the  water  seriously  objectionable ;  and 
it  is  probable  that,  by  replacing  a  portion  of  them  in  the  beginning,  and 
gradually  replacing  the  remainder  as  complaint  occurs,  trouble  from  the 
presence  of  iron  in  the  water  would  soon  be  prevented. 

Attleboeough.  An  application  was  received  March  20,  1901, 
from  the  manager  of  the  estate  of  E.  A.  Robinson  of  Attleborough, 
for  the  advice  of  the  Board  relative  to  the  quality  of  the  water  of 
driven  wells  used  by  the  tenants  of  the  estate  and  by  the  employees 
in  the  factories  of  the  estate.  The  ^^oard  replied  to  this  application 
as  follows  :  — 

Mat  2,  1901, 
In  response  to  your  request  for  advice  as  to  the  quality  of  the  water  of 
three  driven  wells  upon  the  estate  of  E.  A.  Robinson  at  Attleborough, 
which  is  now  used  by  the  tenants  of  certain  factories  and  by  their  employees 
for  drinking,  the  Board  has  caused  the  wells  and  their  surroundings  to  be 
examined  by  one  of  its  engineers,  and  a  sample  of  the  water  to  be  analyzed". 
The  wells  are  located  near  the  central  portion  of  the  main  village  of  Attle- 
borough, and  the  ground  water  is  exposed  to  pollution  by  sewage  and  other 
waste  matters.  Tlie  results  of  the  analysis  show  that  the  water  is  hard  and 
has  been  greatly  polluted  by  sewage,  though  subsequently  well  purified  in 
its  passage  through  the  ground.  The  water  is  clear,  colorless  and  odorless, 
and  the  analysis  does  not  indicate  that  the  water  as  drawn  from  the  wells 
at  present  is  unsafe  to  use  for  drinking  purposes  ;  but  changes  in  the  height 
of  the  ground  water  or  other  circumstances  may  at  any  time  render  the 
water  unsafe,  and  the  Board  does  not  recommend  its  continued  use  for 
drinking  purposes. 

Attleborough.  An  application  was  received  from  J.  M.  Fisher 
&  Co.  of  Attleborough  for  the  advice  of  the  Board  relative  to  the 
quality  of  the  water  used  by  their  employees  for  drinking  purposes. 
The  Board  replied  to  this  application  as  follows  :  — 

Oct.  3,  1901. 
In  response  to  your  request  for  advice  as  to  whether  the  water  of  a  well 
used  for  the  supply  of  your  employees  and  others  in  Attleborough  is  suit- 
able for  drinking,  the  Board  has  caused  the  well  and  its  surroundings  to  be 
examined,  and  a  sample  of  the  water  to  be  analyzed.  It  appears  tliat  the 
well  has  already  been  examined  by  this  Board  earlier  in  the  year,  in 
response  to  another  request,  to  which  the  Board  replied  as  follows :  — 

The  results  of  the  analysis  sliow  that  the  water  is  hard  and  has  been  greatly 
polluted  by  sewage,  though  subsequently  well  purified  in  its  passage  through  the 
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ground.  The  water  is  clear,  colorless  and  odorless,  and  the  analysis  does  not 
indicate  that  the  water  as  drawn  from  the  wells  at  present  is  unsafe  to  use  for 
drinking  purposes ;  but  changes  in  the  height  of  the  ground  water  or  other  cir- 
cumstances may  at  any  time  render  the  water  misafe,  and  the  Board  does  not 
recommend  its  continued  use  for  drinking  purposes. 

The  recent  analysis  shows  no  improvement  in  the  quality  of  the  water 
over  its  condition  at  the  time  the  previous  examination  was  made,  and  the 
Board  sees  no  reason  to  modify  the  advice  quoted  above. 

Braintree.  An  application  was  received  July  10,  1901,  from 
the  board  of  health  of.Braintree,  for  the  advice  of  the  State  Board 
•of  Health  as  to  the  propriety  of  closing  a  cemetery  which  is  located 
on  the  shore  of  the  pond  used  as  a  source  of  public  water  supply. 
The  Board  replied  to  this  application  as  follows  :  — 

Aug.  26,  1901, 

In  response  to  your  request,  received  .July  10,  f6r  the  opinion  of  this 
Board  as  to  the  advisability  of  closing  Lakeside  Cemetery,  located  on  the 
north-easterly  side  of  Little  Pond,  the  Board  has  caused  the  locality  to  be 
examined  by  its  engiueer. 

The  results  of  the  examination  indicate  that  the  cemetery  as  used  at 
present  does  not  constitute  a  serious  menace  to  the  health  of  those  who 
may  use  the  water  of  the  Braintree  water  works  for  drinking.  The  atten- 
tion of  the  Board  has,  however,  been  called,  in  connection  with  this  investi- 
gation, to  other  circumstances  relating  to  the  water  supply  of  Braintree. 
It  appears  that  the  yield  of  the  filter-gallery  was  iusutlicient  for  the  require- 
ments of  the  town  in  dry  weather  during  the  past  two  years,  and  the 
Board  is  informed  that  water  has  been  taken  directly  from  Little  Pond  for 
the  supply  of  the  town.  The  Board  is  also  informed  that  some  of  the 
materia]  between  the  gallery  and  the  pond  has  been  removed  and  replaced 
with  coarser  material,  and  that  it  is  proposed  to  remove  still  more  of  the 
material  at  present  lying  between  the  filter-gallery  and  the  pond  and 
replace  it  with  other  material  through  which  water  will  filter  more  readil}'. 

An  examination  of  the  water-shed  of  the  pond  shows  tliat  the  sewage 
from  the  large  population  on  its  water-shed  is  discharged  into  vaults  and 
cesspools,  some  of  which  are  very  close  to  the  shores  of  the  pond,  and 
analyses  of  the  water  show  that  it  is  being  polluted  by  sewage. 

The  results  of  analyses  of  samples  of  water  collected  from  your  filter- 
gallery  and  pumping  station,  and  from  Little  Pond,  from  time  to  time, 
show  that  nuich  of  the  water  pumped  for  the  supply"  of  the  town  comes 
from  Little  Pond,  either  directly  or  after  being  only  partially  purified  by 
filtration  through  the  ground ;  and  bacterial  examination  shows  the  pres- 
ence of  unpurified  sewage  in  the  water  both  of  the  pond  and  of  the  filter- 
gallery. 
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In  the  opinion  of  the  Board,  the  condition  of  the  Braintree  water  supply 
is  a  great  menace  to  the  health  of  the  people  to  whom  this  water  is  sup- 
plied ;  and  the  Board  would  advise  that  the  inhabitants  who  use  the  water 
be  notified  that,  until  its  quality  is  known  to  be  safe,  it  should  not  be  used 
for  drinking  unless  it  has  been  rendered  safe  by  boiling. 

The  following  communicatiou  was  also  sent  to  the  water  com- 
missioners of  Braintree  on  the  same  day  :  — 

In  connection  with  a  request  of  the  board  of  health  of  Braintree  for 
advice  with  reference  to  closing  a  cemetery  near  Little  Pond,  the  Board 
has  caused  a  careful  examination  to  be  made  of  the  conditions  affecting 
the  water  supply  of  Braintree.  The  results  of  the  examination  and  of 
analyses  of  the  water  of  the  filter-gallery  and  Little  Pond  from  time  to 
time  show  that  much  of  the  water  pumped  for  the  supply  of  the  town  comes 
from  Little  Pond  either  directly  or  after  being  only  partially  purified  by 
filtration  through  the  ground  ;  and  bacterial  examinations  show  the  presence 
of  uupurified  sewage  both  in  the  water  of  the  poud  and  of  the  filter-gallery. 

In  the  opinion  of  the  Board,  the  condition  of  the  Braintree  water  supply 
is  a  great  menace  to  the  health  of  the  people  to  whom  this  water  is  supplied  ; 
and  the  Board  would  advise  that  you  notify  the  inhabitants  who  use  the 
water  that,  until  its  quality  is  known  to  be  safe,  it  should  not  be  used  for 
drinking  unless  it  has  been  rendered  safe  by  boiling. 

Braintree.  A  communication  was  received  from  the  water 
board  of  Braintree,  Oct.  8,  1901,  relative  to  certain  changes  which 
had  been  made  in  the  filter-gallery  of  the  water  works  supplying 
the  town,  and  requesting  to  be  informed  as  to  whether  the  water 
of  the  filter-gallery  could  then  be  used  with  safety  for  drinking  pur- 
poses.    The  Board  replied  to  this  application  as  follows  :  — 

Nov.  7,  1901. 

The  State  Board  of  Health  received  from  you,  on  Oct.  8,  1901,  a  com- 
munication relative  to  certain  changes  at  the  filter-gallery  of  the  Braintree 
water  works,  near  Little  Pond,  in  which  you  state  that  you  have  removed 
the  coarse  filling  from  a  trench  running  from  the  filter-gallery  wall  to  the 
pond,  and  have  placed  two  rows  of  sheet  piling  across  the  trench,  about 
two  feet  apart,  filled  between  witli  sand,  and  have  covered  the  shore  with 
sand,  with  the  intention  of  shutting  off  all  water  from  entering  the  filter- 
gallery  except  as  originally  through  its  bottom ;  and  you  request  to  be 
informed  as  to  whether,  in  tlic  ojjinion  of  tlie  Board,  the  water  of  the  filter- 
gallery  may  now  be  used  witii  safety  for  drinking. 

In  response  to  your  request,  the  Board  has  caused  several  samples  of  the 
water  of  the  filter-gallery  to  be  analyzed,  and  the  results  of  these  analyses 
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indicate  that  the  quality  of  the  water  is  much  better  than  it  was  found  to 
be  at  the  time  the  previous  communication  was  sent  you,  and  that  it  is  not 
very  different  from  its  quality  at  the  time  it  was  proposed  to  add  the  tubular 
wells  to  the  works  in  1896. 

In  response  to  an  application  made  by  your  board  in  that  year,  this  Board 
advised  that  the  purity  of  the  water  of  the  filter-gallery  was  dependent 
largely  upon  the  purity  of  the  water  of  Little  Pond,  and  that  the  presence 
of  a  dense  population  upon  land  sloping  toward  the  filter-gallery  and  in  its 
immediate  neighborhood  was  also  a  menace  to  the  purity  of  the  water. 

The  population  in  the  neighborhood  of  the  filter-gallery  has  increased 
since  the  time  the  communication  mentioned  was  sent  you,  and  the  con- 
ditions have  grown,  on  the  whole,  somewhat  more  unfavorable  since  that 
time.  In  the  opinion  of  the  Board,  the  water  of  the  filter-gallery  and  wells 
at  the  present  time  is  probably  not  unsafe  for  drinking  ;  but,  owing  to  the 
circumstances  attending  the  pollution  of  the  pond  and  of  the  filter-gallery, 
the  water  is  liable  to  become  unsafe  for  drinking  at  any  time. 

The  Board  would  again,  urge  that  you  take  measures,  without  delay,  to 
secure  an  adequate  supply  of  good  water,  since  the  j'ield  of  the  present 
filter-gallery  and  wells  is  insu'iiicient  for  the  supply  of  the  town  in  the  drier 
portion  of  the  year,  and  the  water  of  Little  Pond,  the  only  other  source  now 
available  for  use,  is  not- safe  for  drinking. 

Bridgewater.  An  application  was  received  June  6,  1901,  from 
the  board  of  health  of  Bridgewater,  alleging  that  frequent  complaints 
had  been  made  as  to  the  quality  of  the  water  furnished  by  the  Bridge- 
waters  Water  Company,  and  requesting  that  an  analysis  of  the  water 
be  made.     The  Board  replied  to  this  application  as  follows  :  — 

JlLY  11,  1901. 

In  response  to  your  request  for  an  examination  of  the  quality  of  the 
water  furnished  to  the  town  of  Bridgewater  by  the  Bridgewaters  "Water 
Company,  concerning  which  it  appears  that  numerous  complaints  have 
recently  been  made,  the  Board  has  caused  the  sources  of  supply  and  their 
surroundings  to  be  examined  by  one  of  its  engineers,  and  several  samples 
of  their  waters  to  be  analyzed. 

It  appears  from  this  examination  that  the  sources  now  in  use  by  the  com- 
pany are  three  large  wells  on  the  north-westerly  side  of  the  Town  River,  in 
Bridgewater,  in  one  of  which  there  is  a  deep  tubular  well ;  a  group  of 
tubular  wells  in  their  neighborhood,  nearly  all  located  between  these  wells 
and  the  river ;  and,  finally,  a  group  of  tubular  wells  about  one  thousand 
feet  down  stream  from  the  pumping  station.  "Water  from  the  tubular  wells 
in  the  neighborhood  of  the  large  wells  is  drawn  directly  from  the  ground 
by  the  pumps  at  the  same  time  that  water  is  being  drawn  from  the  large 
wells,  so  that  it  is  not  practicable  to  get  a  separate  sample  of  water  from 
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these  sources.  "Water  from  the  tubular  wells  dowu  stream  is  pumped  into 
one  of  the  large  wells. 

Analyses  of  the  water  of  the  various  sources  of  supply  made  in  this  and 
iu  previous  years  have  shown  that  the  water  of  the  three  large  wells  orig- 
inally used  is  naturally  of  good  quality,  and  the  addition  of  the  tubular 
wells  between  these  wells  and  the  river  did  not  materially  change  the 
general  quality  of  the  water  supply  of  the  town ;  but  after  the  system  of 
tubular  wells  down  stream  was  added  to  the  other  sources  of  supply  the 
quality  deteriorated  considerably,  owing  to  an  excessive  quantity  of  iron 
in  the  water  of  the  tubular  wells. 

The  presence  of  iron  would  impart  a  disagreeable  taste  and  odor  to  the 
water.  It  is  possible  also  that  growths  of  organisms  may  occur  in  the 
open  iron  tank  used  in  connection  with  the  distributing  system  which  would 
also  give  the  water  a  noticeable  taste  and  odor. 

In  one  of  the  samples  collected  from  the  most  easterly  of  the  large  wells 
there  was  a  noticeable  odor  of  hydrogen  sulphide,  but  this  odor  was  not 
subsequently^  detected  either  in  the  samples  of  water  from  this  well  or 
from  faucets  iu  the  town. 

The  results  of  the  examination  indicate  that  the  complaints  as  to  the 
quality  of  the  water  are  due  to  one,  or  possibly  all,  of  the  causes  men- 
tioned. Any  trouble  from  growths  of  organisms  ih  the  distributing  tank 
can  be  effectually  prevented  by  covering  the  tank  so  as  to  exclude  all 
light.  The  large  quantity  of  iron  present  in  the  water  of  some  of  the 
sources  may  not  be  injurious  to  health,  but,  besides  imparting  to  the  water 
a  disagreeable  taste  and  odor,  the  iron  renders  the  water  objectionable  for 
many  uses,  and  it  is  desirable  that  the  use  of  water  containing  an  excess 
of  iron  be  avoided.  It  is  probable  that  in  this  case  the  iron  can  be  removed 
from  the  water  by  filtration  without  special  difficulty,  at  a  small  expense. 
Water  containing  hydrogen  sulphide  is  offensive  for  drinking,  but  it  can 
possibly  be  removed  from  the  water  by  aeration. 

It  appears  that  the  capacity  of  the  sources  at  the  present  time  is  barely 
sufficient  to  furnish  the  quantity  of  water  required  by  the  towns  now  sup- 
plied ;  and,  considering  the  poor  quality  of  much  of  this  water,  the  Board 
considers  it  advisable  that  investigations  Ije  made  with  a  view  to  securing 
an  ample  quantity  of  good  water  for  the  supply  of  the  town  at  all  times. 

Cambridge.  An  application  was  received  Jan.  23,  1901,  from 
the  Reversible  Collar  Corai)any  of  Caml)ri(lge,  for  the  advice  of  the 
Board  as  to  the  quality  of  the  water  of  a  tubular  well  which  had  been 
driven  for  the  purpose  of  obtaining  a  water  supply  for  drinking 
and  general  use.    The  Board  replied  to  this  application  as  follows  :  — 

June  6,  I'JOl. 
In  response  to  your  application  for  advice  relative  to  the  quality  of  the 
water  of  a  tubular  well  which  you  desire  to  use  as  a  source  of  water  supply 
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for  drinking  purposes  for  one  hundred  and  fifty  employees,  the  Board  has 
caused  the  well  and  its  surroundings  to  be  examined  and  several  samples 
of  the  water  to  be  analyzed. 

The  results  of  the  analyses  all  indicate  that  the  water  has  at  some  time 
been  polluted  by  sewage,  and  not  thoroughly  purified  in  its  passage  through 
the  ground  to  the  well.  The  water  also  contains  an  excessive  quantity  of 
mineral  matter,  consisting  largely  of  sodium  carbonate  ;  and,  considering 
all  the  circumstances,  the  Board  does  not  advise  the  use  of  this  water  for 
drinking  purposes. 

Cajubridge  (Randall  Hall  Association).  The  president  of  the 
Randall  Hall  Association  applied  to  the  State  Board  of  Health 
March  1,  1901,  for  advice  as  to  a  proposed  supply  of  water  for 
drinking  purposes  to  be  taken  from  a  tubular  well  near  the  build- 
ing of  the  association.  The  Board  replied  to  this  application  as 
follows  :  — 

April  4,  1901. 

In  response  to  your  application  of  March  2,  1901,  requesting  the  advice 
of  the  Board  as  to  a  proposed  plan  for  securing  a  water  supply  for  the 
Randall  Hall  Association  by  sinking  a  tubular  well  near  the  present  tubular 
well,  close  to  the  building  of  the  association,  the  Board  has  caused  the 
locality  to  be  examined  by  one  of  its  engineers,  and  samples  of  the  water 
of  your  present  well  and  other  wells  in  the  neighborhood  to  be  analyzed. 
The  results  of  an  analysis  of  a  sample  of  water  taken  from  the  present 
well  show  that,  while  this  water  is  clear  and  uearl}'  colorless,  it  is  quite 
hard,  and  has  evidently  at  some  time  been  polluted  by  sewage  and  not 
thoroughly  purified  in  its  subsequent  passage  through  the  ground  to  the  well. 

The  new  well,  like  the  present  well,  would  be  located  in  a  populous 
region  ;  and,  in  the  opinion  of  the  Board,  it  is  not  likely  that  a  water  of 
better  quality  would  be  obtained  from  the  proposed  new  well  than  that 
now  being  furnislied  by  the  present  well.  The  Board  does  not,  therefore, 
advise  an  attempt  to  obtain  a  water  supply  for  the  association  in  the  man- 
ner now  proposed. 

The  Board  would  suggest  that,  if  the  object  of  securing  an  independent 
supply  of  water  is  due  to  any  objectionable  quality  of  the  public  supply 
that  may  be  caused  by  the  presence  of  organic  matter,  or  a  disagreeable 
taste  and  odor  such  as  is  sometimes  noticeable  in  water  drawn  from  sur- 
face sources,  it  will  be  practicable  for  the  association  to  secure  a  water  of 
excellent  quality  at  all  times  by  filtering  such  portion  of  the  supply  as  may 
be  necessary  to  use  for  drinking  purposes  through  a  properly  constructed 
sand  filter.     Such  a  filter  may  be  seen  in  operation  at  the  State  House. 

CmcoPEE.  An  application  was  received  from  the  board  of  health 
of  Chicopee  for  tlie  advice  of  the  State  Board  of  Health  relative  to 
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the  quality  of  the  water  of  a  spring  used  for  drinking  purposes  at 
the  works  of  the  Lamb  Manufacturing  Company  in  Chicopee.  The 
Board  replied  to  this  application  as  follows  :  — 

Feb.  7, 1901. 

In  response  to  your  application  of  Jan.  10,  1901,  for  advice  as  to  the 
quality  of  the  water  of  a  spring  located  at  the  works  of  the  Lamb  Manu- 
facturing Company  in  Chicopee,  the  Board  has  caused  the  surroundings  of 
the  spring  to  be  examined  by  one  of  its  engineers,  and  a  sample  of  the 
water  to  be  analyzed. 

The  spring  is  located  between  the  canal  and  the  Chicopee  River,  at  a 
place  where  the  canal  is  about  one  hundred  and  twenty-five  feet  from  the 
edge  of  the  river,  and  at  a  considerably  higher  level.  Sewage  from  a  por- 
tion of  the  city  and  from  towns  farther  up  stream  is  discharged  into  the 
river  above  the  entrance  to  the  canal,  thus  directly  polluting  the  canal 
water.  The  results  of  the  analysis  indicate  that  the  water  of  the  spring 
is  largely  derived  by  percolation  from  the  canal  through  the  ground  toward 
the  river,  and  the  water  has  not  been  purified  in  its  passage  through  the 
ground. 

Under  the  circumstances,  the  Board  regards  the  water  of  this  spring  as 
unsafe  for  drinking,  and  would  advise  that  its  further  use  be  prevented. 

CoHASSET.  An  application  was  received  Oct.  10,  1900,  from  the 
Cohasset  Water  Company,  for  the  advice  of  the  Board  relative  to 
an  additional  water  supply  for  that  town  from  certain  sources  which 
were  indicated.    The  Board  replied  to  this  application  as  follows  :  — 

Mat  8,  1901. 

The  State  Board  of  Health  received  from  you,  on  Oct.  10,  1900,  an 
application  for  advice  with  reference  to  an  additional  water  supply  for 
Cohasset ;  and  subsequently  you  indicated  Bound  Brook  in  North  Scituate 
and  Lily  Pond  in  Cohasset  as  possible  sources  of  additional  supply,  and 
requested  advice  as  to  the  purification  of  these  waters,  which  are  highly 
colored  with  vegetable  matter. 

Soon  after  your  application  was  received  the  Board  caused  these  and 
other  possible  sources  of  additional  water  supply  for  Cohasset  to  be 
examined  by  its  engineer,  and  samples  of  their  waters  to  be  analyzed.  It 
was  found  that  the  water  of  Bound  Brook  is  very  highly  colored,  and  evi- 
dently receives  considerable  pollution  from  the  village  of  Beechwood, 
located  on  its  water-shed. 

The  water  of  Lily  Pond  also,  like  that  of  Bound  Brook,  is  very  highly 
colored,  and  would  doubtless  bo  objectionable  in  summer,  if  used  as  a  direct 
source  of  water  supply,  on  account  of  an  unpleasant  taste  and  odor.  Lily 
Pond  is  situated  nearer  the  village  than  Bound  Brook,  and  its  natural  water- 
shed contaiuH  only  a  very  small  population.     It  was  found,  however,  that 
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Bound  Brook  below  the  village  of  Beeehwood  sometimes  backs  up  into  the 
poud ;  but  the  danger  of  pollution  from  this  source  could  apparently  be 
prevented  at  no  great  expense  by  the  construction  of  a  low  dam  at  the 
outlet  of  the  pond. 

Examinations  were  also  made  of  streams  between  Scituate  Hill  and  Turkey 
Hill,  in  the  north-westerly  part  of  the  town,  where  it  was  found  that  it  would 
be  practicable  to  construct  small  storage  reservoirs ;  but  the  cost  of  such 
works  would  probably  be  larger  than  the  cost  of  taking  the  water  of 
Lily  Pond,  and  the  quality  of  the  water  might  be  but  little  if  any  less 
unsatisfactory. 

It  appears  that  investigations  with  reference  to  obtaining  a  supply  of 
ground  water  have  been  made  by  you,  in  accordance  with  the  advice  of  the 
Board  in  previous  years,  but  that  no  place  has  been  found  from  which  an 
adequate  supply  of  good  ground  water  can  be  obtained. 

The  results  of  the  examinations  made  by  the  Board  at  this  and  previous 
times  indicated  that  the  best  practicable  way  of  obtaining  an  additional  water 
supph'  for  the  use  of  Cohasset  would  be  to  take  water  from  Lily  Poud,  and 
purify  it  by  removing  as  much  as  possible  of  the  color  and  organic  matter 
before  supplj'ing  it  to  the  town  ;  and  soon  after  your  application  was  made, 
experiments  were  begun  by  the  Board  upon  the  purification  of  the  water  of 
Lil}'  Pond  by  filtration,  using  the  pond  water  sent  in  by  you  from  time  to 
time.  These  experiments  were  made  in  the  winter  season,  and  no  oppor- 
tunity has  been  offered  as  yet  for  experiments  upon  this  water  during  the 
summer  season  at  the  time  when  this  source  would  be  used  ;  but  the  results 
of  the  investigations  as  a  whole  indicate  that  it  will  be  practicable  to  greatly 
improve  the  quality  of  this  water  by  very  slow  filtration,  so  that,  when 
mingled  with  water  now  supplied  to  the  town,  the  quality  of  the  supply  as 
a  whole  will  be  about  the  same  as  that  of  mau}^  towns  now  supplied  with 
water  from  surface  sources. 

Experience  in  many  places  with  filtei--galleries  and  wells  located  beside 
ponds  or  streams  of  highly  colored  water  has  shown  that,  while  much  water 
from  the  neighboring  pond  or  stream  finds  its  way  into  the  wells,  the  color 
of  the  water  fi'om  the  surface  source  is  almost  completely  removed  from  the 
water  in  its  passage  through  the  ground.  Tests  of  the  soil  in  the  land 
about  Lily  Pond  made  by  means  of  wells  do  not  show  any  place  at  which 
the  soil  is  suLliciently  porous  to  make  it  practicable  to  secure  a  supply  of 
water  by  means  of  wells  or  a  filter-gallery ;  but  the  experience  at  other 
places  indicates  that  it  may  be  practicable  to  distribute  the  water  of  Lily 
Pond  upon  the  ground  in  the  region  about  your  present  wells,  and  increase 
considerably  their  yield  without  unfavorably  affecting  the  quality  of  the 
water.  More  favorable  conditions  for  obtaining  an  additional  supply  in 
this  way  appear  to  exist  on  the  northerly  side  of  the  railroad,  west  of  Sohier 
Street,  not  far  from  your  present  main  pumping  station,  where  tests  have 
shown  that  the  soil  in  a  part  of  this  region  consists  of  a  layer  of  peaty  soil 
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for  a  depth  of  three  feet,  beneath  which  is  a  deep  stratum  of  sand,  and  then 
gravel  at  a  depth  of  about  twenty  feet  beneath  the  surface  and  just  above 
ledge.  Other  areas  in  this  region  have  a  smaller  depth  of  peat  at  the  sur- 
face, and  in  some  places  there  is  none.  The  ground  water  in  this  region  is 
apparently  influenced  by  the  pumping  from  your  present  wells ;  but  wells 
in:  this  locality  would  be  likely  to  yield  naturally  a  small  additional  supply 
of  water,  and  it  is  possible  that  if  wells  should  be  put  in  at  this  place  and 
water  distributed  upon  the  ground  in  their  neighborhood,  avoiding,  how- 
ever, applying  it  to  peaty  areas,  a  large  yield  of  ground  water  could  be 
obtained. 

In  view  of  the  circumstances,  the  Board  would  advise  that  works  be  con- 
structed to  pump  water  from  Lily  Pond  to  the  neighborhood  of  your  present 
main  pumping  station,  and  that  a  test  be  made  of  the  feasibility  of  dis- 
tributing these  waters  upon  the  ground  about  your  present  wells,  if  suitable 
soil  exists  there  through  which  water  may  filter  to  the  stratum  from  which 
the  wells  are  now  supplied ;  and  if  the  conditions  at  this  place  are  not 
favorable,  that  wells  be  put  in  west  of  Sohier  Street  and  north  of  the  rail- 
road, and  an  attempt  be  made  here  also  to  secure  a  large  yield  of  water  by 
distributing  the  Lily  Pond  water  upon  the  ground  about  the  wells.  At  the 
same  time,  it  is  desirable  that  further  experiments  be  made  upon  the  removal 
of  the  color  and  organic  matter  from  the  water  of  Lily  Pond  by  filtration. 
Should  you  decide  to  carry  out  this  plan,  and  bring  the  water  of  Lily  Pond 
to  the  neighborhood  of  the  pumping  station,  the  Board  will  assist  you  in 
experiments  upon  the  filtration  of  this  water  by  making  such  analyses  of 
the  water  as  may  be  necessary,  and  will,  upon  application,  give  you  further 
advice  in  the  matter  when  the  results  of  further  tests  are  available. 

CoLRAiN.  On  March  27,  1901,  the  Griswoldville  Manufacturing 
Company  applied  to  the  Board  for  its  advice  as  to  the  propriety  of 
taking  water  for  the  supply  of  the  village  of  Griswoldville  from 
McClellan  Brook.  The  Board  replied  to  this  application  as  fol- 
lows :  — 

May  2,  1901. 
In  response  to  your  application  of  March  28  for  advice  as  to  the  use  of 
McClellan  Brook,  so  called,  in  Griswoldville,  as  a  source  of  water  supply 
for  that  village,  the  Board  has  caused  the  source  to  be  examined  by  one  of 
its  engineers,  and  a  sample  of  the  water  to  be  analyzed.  Your  plan  as 
outlined  provides  for  taking  tlie  water  of  McClellan  Brook  in  the  neighbor- 
hood of  the  place  where  it  crosses  the  abandoned  road  from  Griswoldville 
to  Greenfield ;  and,  since  a  considerable  tributary  enters  the  main  stream 
a  short  distance  below  this  point,  and  this  tributary  could  readily  be  used 
in  connection  with  the  main  stream,  a  sample  of  the  water  of  the  tributary 
has  also  been  analyzed.  The  results  of  the  analyses  show  that  the  water 
of  both  streams  is  clear,  nearly  colorless  and  odorless,  and  would  be  of 
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good  quality  for  the  purposes  of  a  public  water  supply.  The  water-sheds 
coutaiu  no  dwelling  houses,  and  are  apparently  free  from  danger  of  sewage 
pollution.  While  it  is  not  practicable  to  tell,  from  an  examination  made 
at  this  season  of  the  year,  how  large  a  quantity  of  water  these  sources  may 
yield,  it  seems  pi'obable,  from  the  information  now  available,  that  the 
stream  and  its  main  tributary  would  yield  a  sufficient  quantity  of  water  for 
all  the  needs  of  the  village ;  and  there  is  a  good  opportunity  for  the  con- 
struction of  a  small  storage  reservoir  on  the  main  stream,  in  case  a  larger 
supply  of  water  should  be  found  necessary  than  the  natural  flow  of  the 
brook  will  furnish. 

The  Board  is  of  the  opinion  that  McClellan  Brook,  including  its  main 
tributary  on  the  south,  is  an  appropriate  source  of  water  supply  for  the 
village  of  Griswoldville. 

Dalton.  An  application  was  received  May  1,  1901,  from  the 
water  commissioners  of  the  Dalton  Five  District,  for  the  advice  of 
the  Board  relative  to  a  proposed  additional  water  supply  from  cer- 
tain brooks  in  the  town  of  AVindsor.  The  Board  replied  to  this 
application  as  follows  :  — 

May  8,  1901. 

The  State  Board  of  Health  received  from  you,  on  May  1,  1901,  an  appli- 
cation, under  the  authority  of  chapter  375  of  the  Acts  of  1888  and  chapter 
241  of  the  Acts  of  1901,  requesting  the  advice  of  the  Board  as  to  plans  for 
an  additional  water  supply  for  the  district,  and  the  approval  by  the  Board 
of  the  use  of  May  Brook  and  "Whitmarsh  or  Tyler  Brook  as  sources  of 
additional  water  supply  for  the  district. 

The  Board  has  caused  the  sources  mentioned  in  your  application  to  be 
examined  by  its  engineer,  and  samples  of  the  water  to  be  analyzed.  The 
results  of  the  analyses  show  that  the  water  of  May  Brook  at  the  time  the 
sample  was  collected,  on  April  17,  had  a  little  less  color  than  the  water  of 
the  reservoir  from  which  your  present  supply  is  drawn,  and  was  somewhat 
better  in  other  respects,  though  not  quite  so  soft.  The  water  of  Whit- 
marsh or  Tyler  Brook,  which  it  is  proposed  to  divert  into  May  Brook,  has 
more  than  twice  the  color  of  the  water  of  your  present  source  of  supply, 
and  contained  a  greater  quantity  of  organic  matter,  as  indicated  by  the 
albuminoid  ammonia.  It  is  difficult  to  judge,  from  the  results  of  a  single 
analj'sis  at  this  season  of  the  year,  what  the  quality  of  the  water  would  be 
at  other  seasons ;  but  it  is  understood  that  this  water  is  to  be  used  only  as 
an  additional  supply  in  the  summer  season,  and  it  seems  probable  that  the 
quality  of  the  water  of  these  brooks  will  be  at  least  as  good  as  at  the 
present  time,  though  it  may  be  slightly  harder. 

The  flow  of  May  Brook  in  the  drier  portion  of  a  dry  season,  judging 
from  the  information  available  to  the  Board,  is  a  little  more  than  one-third 
as  great  as  the  flow  of  the  brooks  from  which  your  present  supply  is  drawn ; 
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and  the  flow  of  this  stream  alone,  used  in  connection  with  your  present 
sources,  would  be  a  material  addition  to  the  water  supply  of  the  district. 

The  flow  of  "Whitmarsh  or  Tyler  Brook  is  said  to  be  considerably  larger 
in  the  summer  season  than  that  of  May  Brook;  but,  on  account  of  the 
color  and  organic  matter  present  in  the  water  of  this  brook,  it  will  be 
desirable  to  divert  only  so  much  of  it  into  May  Brook  as  may  be  necessary. 
The  color  and  organic  matter  present  in  the  water  of  Whitmarsh  Brook  is 
doubtless  due  to  the  slow  passage  of  the  water  through  swamps ;  and  if 
this  water  should  be  seriously  objectionable  from  this  cause,  it  can  doubt- 
less be  improved  by  draining  the  swamps  and  preventing  the  water  from 
standing  thereon.  There  are  a  few  dwelling  houses  within  the  water-sheds 
of  these  streams  from  which  the  water  might  possibly  be  polluted ;  and  it 
is  important  that,  while  these  streams  are  in  use,  the  danger  of  the  pollu- 
tion of  the  water  from  the  dwelling  houses  within  their  water-sheds  be 
prevented. 

The  Board  is  of  the  opinion  that  May  Brook,  supplemented  when  neces- 
sary with  water  from  Whitmarsh  Brook,  is  an  appropriate  source  of  public 
water  suppl}' ;  and  recommends  the  use  of  these  streams,  with  the  precau- 
tions suggested,  as  sources  of  additional  water  supply  for  the  Daltou  Fire 
District. 

Easthamptox.  An  application  was  received  Oct.  4,  1901,  from 
the  water  commissioners  of  Easthampton,  for  the  advice  of  the 
Board  relative  to  a  proposed  addition  to  the  water  supply  of  the 
town  by  taking  water  from  the  north  branch  of  the  Manhan  River, 
The  Board  replied  to  this  application  as  follows  :  — 

Nov.  7,  1901. 

The  State  Board  of  Health  received  from  you,  on  Oct.  4,  1901,  an 
application  for  advice  witli  reference  to  a  proposed  additional  water  sup- 
ply for  Easthampton,  in  which  you  state  that  you  propose  to  petition  the 
next  Legislature  for  the  right  for  the  town  of  PLasthampton  to  take  water 
from  the  north  branch  of  the  Manhan  River,  at  a  point  near  what  is  known 
as  the  Kingsley  bridge  or  a  point  above,  but  that  no  further  plans  have 
yet  been  prepared  for  the  development  of  a  supply  from  this  source. 

The  Board  has  considered  your  proposed  plan  of  increasing  the  water 
supply  of  P^asthampton,  and  has  caused  the  present  and  proposed  sources 
to  be  examined  by  its  engineer,  and  samples  of  their  waters  to  be  analyzed. 

Bassett  Brook,  the  present  source  of  supply,  furnishes  usually  a  water 
having  but  little  color,  and  which  rarely  contains  a  large  quantity  of  organic 
matter.  It  appears  that  the  quantity  of  water  which  this  source  is  capable 
of  furnishing  has  been  found  to  be  insullicient  for  the  supply  of  the  town 
in  the  drier  portion  of  a  recent  dry  season,  and  it  is  evident  that,  with  the 
present  consumption  of  water,  an  additional  supply  is  necessary.  While 
no  records  of  the  consumption  of  water  have  been  kept,  the  indications 
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are  that  the  quantity  of  water  pumped  for  the  supply  of  the  town  in  past 
years  has  been  greater  than  is  necessary,  but  with  the  present  rapid  growth 
of  the  town  it  is  unlikely  that  a  sufficient  reduction  in  the  use  or  waste  of 
water  can  be  made  to  ensure  an  adequate  supply  from  the  present  source 
at  all  times.  Under  the  circumstances,  it  is  desirable,  in  the  opinion  of  the 
Board,  that  a  new  source  be  provided. 

The  source  now  proposed,  the  north  branch  of  the  Manhan  River,  above 
Loudville,  would  probably  furnish  an  adequate  supply  of  water  by  gravity 
for  the  requirements  of  Easthampton  for  a  long  time  in  the  future ;  but  it 
■will  be  necessary  to  provide  a  reservoir  or  resers'oirs  for  the  storage  of 
water  in  the  summer  season,  when  the  use  of  water  becomes  greater  than 
the  natural  flow  of  the  stream.  There  appear  to  be  suitable  sites  within  the 
water-shed  Avhere  storage  reservoirs  can  be  constructed  without  special 
difficulty.  The  quality  of  the  water  appears  to  be  considerably  better  than 
that  of  Bassett  Brook,  your  present  source  of  supply,  and  the  results  of 
several  analyses  indicate  that  the  water  is  usually  nearly  free  from  color 
and  contains  but  little  organic  matter  for  a  surface  water,  and  is  otherwise 
of  good  quality  for  the  purposes  of  a  public  water  supply. 

As  a  result  of  its  investigations,  the  Board  is  of  the  opinion  that  the 
Manhan  River,  above  Loudville,  is  an  appropriate  source  of  water  supply 
for  Easthampton. 

The  population  upon  the  water-shed  of  the  Manhan  River,  above  Loud- 
ville, is  small  in  proportion  to  the  size  of  the  water-shed,  and  appears  to  be 
decreasing ;  but  it  will,  nevertheless,  be  necessary,  if  this  source  is  used, 
to  guard  carefully  against  the  pollution  of  the  water  from  this  population. 
Examinations  made  by  the  Board  indicate  that  the  population  upon  the 
Noi-th  Brook  branch,  above  Loudville,  is  much  smaller  in  proportion  to  the 
size  of  the  water-shed  than  the  population  in  other  parts  of  the  valley,  and 
there  are  appai'ently  favorable  places  at  which  storage  reservoirs  might  be 
constructed  upon  this  stream.  The  water-shed  of  the  Sodden  Brook  tribu- 
tary, above  the  stream  which  enters  it  from  the  neighborhood  of  the  village 
of  Westhampton,  appears  also  to  have  a  somewhat  smaller  population  per 
square  mile  than  that  of  the  remaining  portions  of  the  water-shed,  excluding 
the  North  Brook  branch.  The  waters  of  both  these  tributaries  have  been 
analyzed,  and  have  been  found  to  be  of  about  the  same  quality  as  that  of 
the  water  of  the  main  stream  ;  and,  under  the  circumstances,  the  Board 
would  i-ecommend  that  before  works  are  constructed  for  taking  a  supply  of 
water  for  Easthampton  from  the  water-shed  of  the  north  branch  of  the 
Manhan  River,  above  Loudville,  the  feasibility  of  obtaining  a  supply  from 
North  Brook  alone,  or  from  North  Brook  used  in  connection  with  Sodden 
Brook  above  the  stream  flowing  from  Westhampton,  be  carefully  considered. 

Framingiiam.  The  Dennison  ^Ianutacturii\<x  Company  apiilied 
to  the  State  Board  of  Health,  Aug.  27,  lUOl,  for  advice  relative  to 
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the  quality  of  the  water  of  a  well  upon  the  premises  of  the  company. 
The  Board  replied  to  this  application  as  follows  :  — 

Oct.  3,  1901. 

lu  response  to  j-our  request  for  advice  as  to  the  quality  of  tlie  water  of 
a  well  situated  at  j'our  factory-  at  South  Framiugham,  the  Board  has  caused 
the  well  and  its  surroundings  to  be  examined,  and  a  sample  of  the  water 
to  be  analyzed.  The  results  of  the  analysis  show  that  the  water  is  hard 
and  contains  an  excessive  quantity'  of  iron,  and  that  it  has  been  at  some 
time  slightly  polluted  and  not  thoroughly  purified  in  its  subsequent  passage 
through  the  ground. 

The  water  of  this  well,  though  not  a  desirable  drinking  water,  cannot  be 
considered  unsafe  for  drinking  at  the  present  time ;  and  further  analyses, 
after  pumping  has  continued  for  a  longer  time,  will  be  necessary  to  enable 
the  Board  to  advise  as  to  the  proprietj'  of  its  continued  use.  The  Board 
will  make  further  analj'ses,  if  you  will  cause  the  necessary  samples  of  water 
to  be  collected  and  returned  to  its  laboratory. 

Franklin.  The  school  committee  of  Franklin  applied  to  the 
State  Board  of  Health  March  13,  1901,  for  advice  relative  to  the 
quality  of  the  water  of  a  well  used  by  a  public  school  in  that  town. 
The  Board  replied  to  this  application  as  follows  :  — 

April  4,  1901. 

In  accordance  with  your  request  for  an  examination  of  the  water  of  a 
well  used  by  the  children  at  a  public  school  on  School  Street,  Franklin,  the 
Board  has  caused  the  well  and  its  surroundings  to  be  examined,  and  a 
sample  of  the  water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  in  its  present  state  is 
clear,  colorless  and  free  from  odor,  but  quite  hard,  and  has  been  greatly 
polluted  by  sewage,  though  subsequently  well  purified  in  its  passage  through 
the  ground.  The  analysis  does  not  indicate  that  the  water  as  drawn  from 
the  well  at  present  is  unsafe  to  use  for  drinking  purposes  ;  but  the  places 
from  which  tlie  water  evidently  receives  its  pollution  are  so  near  the  well 
that  changes  in  the  height  of  ground  water  and  in  the  circumstances  attend- 
ing its  pollution  may  at  any  time  render  the  water  of  this  well  unsafe,  and 
the  Board  cannot  recommend  its  continued  use  for  drinking  purposes. 

Franklin.  The  attention  of  the  Board  was  called  to  the  danger 
of  ))ollution  of  Beaver  Pond  (one  of  the  sources  of  water  supply  of 
Franklin)  by  sewage  discharged  into  Mine  Brook,  and  after  an 
investigation  of  the  subject,  the  Board  sent  the  following  communi- 
cation to  the  Franklin  Water  Company  :  — 

Ji;nk  6,  1901. 

The  attention  of  the  Board  having  been  called  to  the  danger  of  the  pol- 
lution of  Beaver  Pond,  one  of  your  sources  of  water  supply,  by  sewage 
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discharged  into  Mine  Brook,  the  Board  has  caused  the  locality  to  be 
examined  recently  by  one  of  its  engineers,  at  a  time  of  high  water  in  the 
brook,  and  when  water  from  the  pond  was  being  used  in  connection  with 
that  of  other  sources  for  the  supply  of  the  town. 

The  results  of  the  examination  show  that  the  course  of  Mine  Bi'ook  lies 
through  a  meadow  along  the  easterly  side  of  Beaver  Pond,  from  which  it 
is  separated  for  a  distance  of  several  hundred  feet  only  by  a  low  ridge. 
At  the  time  the  exammation  was  made  the  water  had  backed  up  in  the 
brook  to  such  a  height  that  the  ridge  was  submerged,  and  the  brook  water 
could  flow  dii'ectly  into  the  pond  in  the  immediate  vicinit}^  of  the  intake  to 
the  Franklin  water  works.  An  examination  of  the  Avater-shed  of  Mine 
Brook  shows  that  the  stream  is  not  only  grossly  polluted  by  manufacturing 
wastes,  but  also  receives  a  large  amount  of  direct  sewage  pollution  from 
water-closets  and  privies  in  several  factories  along  its  course. 

In  the  opinion  of  the  Board,  these  conditions  are  a  great  menace  to  the 
health  of  the  people  to  whom  this  water  is  supplied  by  your  company,  and 
the  Board  would  advise  that  j'ou  take  measures,  without  delay,  to  secure 
an  adequate  supply  of  water  for  the  town  that  is  free  from  danger  of 
sewage  pollution. 

The  following  communication  was  sent  to  the  board  of  health  of 
Franklin :  — 

June  6,  1901. 

A  recent  examination  by  this  Board  of  the  sources  from  which  the  town 
of  Franklin  is  supplied  with  water  by  the  Franklin  Water  Company  has 
shown  that  there  is  great  danger  of  serious  injury  to  the  health  of  the 
inhabitants  of  the  town  by  the  use  of  the  water  of  Beaver  Pond,  and  the 
Board  has  to-day  sent  a  communication  relative  to  the  matter  to  the  Frank- 
lin Water  Company,  a  copy  of  which  is  enclosed. 

The  Board  would  advise  that  the  use  of  water  from  Beaver  Pond  be  dis- 
continued without  delay  ;  but  if  this  is  impracticable,  the  inhabitants  should 
be  notified  tliat  until  the  quality  of  the  water  is  known  to  be  safe,  it  should 
be  boiled  before  being  used  for  drinking. 

Georgetowx.  The  selectmen  of  Georgetown  applied  to  the 
State  Board  of  Health  Oct.  4,  lilOl,  for  advice  rehitive  to  the  quality 
of  the  water  used  by  the  Perley  Free  School  for  drinking.  The 
Board  replied  to  this  application  as  follows  :  — 

Nov.  7, 1901. 
In  response  to  your  request  for  an  examination  of  the  drinking  water 
used  by  the  Perley  Free  School,  the  Board  has  caused  the  well  from  which 
the  supply  is  taken  and  its  surroundings  to  be  examined,  and  samples  of 
the  water  to  be  analyzed.  It  appears  that  the  source  from  which  the  water 
used  for  drinkinsj  is  taken  is  a  well  located  in  the  basement  of  the  school 
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building,  and  the  water  is  drawn  from  the  well  through  a  lead  suction  pipe 
and  pumped  to  a  wooden  tank  in  the  top  of  the  building  and  distributed 
through  galvanized-iron  pipes. 

The  results  of  the  analyses  of  several  samples  of  water  collected  from 
the  well,  from  the  tank  and  from  faucets  in  the  building  show  that,  while 
the  water  is  clear,  colorless  and  odorless,  it  has  evidently  at  some  time 
been  greatly  polluted  by  sewage  and  subsequently  not  thoroughly  purified 
in  its  passage  through  the  ground  to  the  well.  The  water  evidently  acts 
upon  the  pipes  through  which  it  is  supplied,  and  takes  up  a  large  quantity 
of  zinc  and  a  small  quantity  of  lead.  This  water  is,  in  the  opinion  of  the 
Board,  unsafe  for  drinking,  and  a  supply  of  water  of  good  quality  should  be 
secured  without  delay.  It  is  important,  in  the  opinion  of  the  Board,  that 
the  pipes  used  in  the  distribution  of  the  water  be  of  such  material  that 
they  will  not  be  acted  upon  by  the  water,  or,  if  acted  upon,  will  not  be 
liable  to  take  up  matters  which  will  injure  the  health  of  those  who  may  use 
the  water  for  drinking. 

Goshen.  An  application  was  received  March  12,  1901,  from  the 
proprietors  of  the  Highland  House  in  Goshen,  requesting  an  exam- 
ination of  the  water  of  certain  wells  used  as  sources  of  water  supply 
for  the  hotel.     The  Board  replied  to  this  application  as  follows  :  — 

Mat  2, 1901. 

In  response  to  your  request  for  advice  as  to  the  quality  of  the  water  of 
two  wells  used  for  the  supply  of  the  Highland  House,  the  Board  has 
caused  the  wells  and  their  surroundings  to  be  examined,  and  samples  of 
the  water  to  be  analyzed. 

The  results  of  the  analysis  of  water  sent  in  by  you  from  the  well  beneath 
the  hotel  show  that  the  water  has  been  quite  highly  polluted  by  sewage  and 
not  thoroughly  purified  in  its  passage  through  the  ground.  There  are 
sources  of  pollution  in  the  immediate  neighborhood  of  the  well,  and  the 
circumstances  are  such  that  the  Board  regards  the  water  unsafe  for  drink- 
ing. The  results  of  the  analysis  of  water  from  a  well  at  the  Annex  do 
not  indicate  that  the  water  of  this  well  is  unsafe  for  drinking ;  but,  if  its 
use  for  drinking  and  other  domestic  purposes  is  to  be  continued,  care  should 
be  taken  to  prevent  the  danger  of  pollution  of  the  water  from  any  sewage 
or  other  domestic  wastes,  and  it  is  desirable  that  these  wastes  be  disposed 
of  at  a  greater  distance  from  the  well  than  at  present. 

HoLYOKE.  The  Chemical  Paper  Company  of  Ilolyoke  applied 
to  the  Board  June  29,  1901,  for  its  advice  relative  to  the  quality  of 
the  water  of  a  driven  well  on  the  promisos  of  the  company.  The 
Board  replied  to  this  application  as  follows  :  — 
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Aug.  1,  1901. 

In  response  to  your  application  for  advice  as  to  the  quality  of  the  water 
of  a  tubular  well  used  as  a  source  of  drinking  water  supply  at  your  works, 
the  Board  has  caused  the  well  and  its  surroundings  to  be  examined  and  a 
sample  of  the  water  to  be  analyzed.  The  results  of  the  analysis  show  that 
the  water  has  evidently  been  considerably  polluted  by  sewage,  and  not 
thoroughly  purified  in  its  subsequent  passage  through  the  ground. 

Considering  the  circumstances,  the  Board  does  not  regard  this  well  as  a 
safe  source  from  which  to  take  water  for  drinking. 

HoLYOKE.  An  application  was  received  from  the  board  of  health 
of  Holyoke,  Dec.  18,  1900,  for  the  advice  of  the  State  Board  of 
Health  relative  to  the  use  of  the  water  of  a  stream  known  as 
"  Crystal  Spring"  as  a  source  of  water  supply  for  that  part  of  Hol- 
yoke known  as  Elm  wood.  The  Board  replied  to  this  application  as 
follows  :  — 

Jan.  21,  1901. 

In  response  to  your  application  of  Dec.  18,  1900,  for  advice  as  to  whether 
the  water  of  the  stream  known  as  Crystal  Spring,  used  to  supply  about 
five  hundred  residents  of  the  district  known  as  Elmwood  in  Holyoke,  is 
suitable  for  domestic  use,  the  Board  has  caused  the  source  to  be  examined 
by  one  of  its  engineers,  and  a  sample  of  the  water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  at  the  present  time,  while 
somewhat  hard,  is  nearly  colorless  and  contains  but  little  organic  matter. 
An  examination  of  the  water-shed  shows  that  near  its  upper  end  there  are 
two  dwelling  houses,  and  a  building  which  has  been  used  in  the  past  as  a 
small-pox  hospjtal  for  the  city  of  Holyoke  ;  but  for  several  years  no  cases 
have  been  treated  at  this  place,  though  the  building  is  maintained  ready 
for  use.  It  does  not  appear  that  polluting  matters  are  entering  directly 
any  of  the  streams  in  the  water-shed  at  the  present  time,  and,  in  the  opinion 
of  the  Board,  the  water  at  present  is  suitable  for  domestic  use.  It  is 
exposed,  however,  to  possible  danger  of  serious  pollution  from  the  build- 
ings on  the  water-shed ;  and  if  the  use  of  the  source  is  to  be  continued,  it 
will  be  necessaiy  to  see  that  all  polluting  matters  from  any  of  these  build- 
ings or  from  any  of  the  farming  operations  within  the  water-shed  are  kept 
out  of  the  streams  at  all  times ;  and  especial  care  should  be  taken,  in  case 
any  contagious  or  infectious  disease  should  appear  on  this  water-shed,  to 
prevent  danger  to  the  water  supply  therefrom. 

Lawrence  (Atlantic  Cotton  Mills).  An  application  was  received 
July  20,  1901,  for  the  advice  of  the  Board  relative  to  the  quality 
of  the  water  of  a  well  on  the  premises  of  the  Atlantic  Cotton  Mills. 
The  Board  replied  to  this  application  as  follows  :  — 
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Oct.  3,  1901. 
The  State  Board  of  Health  received  from  you,  on  July  20,  1901, 
an  application  for  advice  with  reference  to  the  water  of  a  well  on  the 
grounds  of  the  Atlantic  Cotton  Mills,  and  has  caused  the  well  and  its  sur- 
roundings to  be  examined,  and  several  samples  of  the  water  to  be  anal3^zed. 
The  results  of  the  analyses  have  shown  that  the  water  varies  greatly  in 
character  from  time  to  time,  some  of  the  analj'ses  indicating  that  the  water 
entering  the  well  had  been  considerably  polluted  by  sewage,  though  subse- 
quently quite  thoroughly  purified  in  its  passage  through  the  ground  before 
entering  the  well.  Considering  the  circumstances,  the  Board  does  not 
regard  this  well  as  a  safe  source  from  which  to  take  water  for  drinking. 

Lawrence  (Hamblet  Machine  Companj^).  An  application  was 
received  July  10,  1901,  from  the  Hamblet  Machine  Company,  for 
the  advice  of  the  Board  relative  to  the  quality  of  the  water  of  a  well 
situated  upon  the  premises  of  the  company.  The  Board  replied  to 
this  application  as  follows  :  — 

Oct.  3,  1901. 

In  response  to  your  request  for  advice  as  to  the  quality  of  the  water  of  a 
well  recently  driven  in  the  rear  of  your  shop  at  Lawrence,  the  Board  has 
caused  the  well  and  its  surroundings  to  be  examined,  and  a  sample  of  the 
water  to  be  analyzed. 

The  water  in  its  present  state  is  of  good  appearance,  nearly  clear  and 
colorless ;  but  it  contains  considerable  organic  matter,  and  is  quite  hard, 
while  the  water  of  the  city  supply  which  is  available  is  soft.  The  analysis 
does  not  indicate  that  the  water  supplied  by  this  well  at  present  is  unsafe 
for  drinking ;  but  its  great  hardness  is  objectionable,  and  the  location  is 
such  that  there  is  danger  that  it  may  become  polluted  at  any  time  by 
imperfectly  filtered  water  from  the  race  or  the  canal ;  and  the  Board  advises 
that,  if  used  for  drinking  purposes,  it  should  be  analyzed  from  time  to  time. 

Lenox.  An  application  was  received  from  the  Lenox  Water 
Company  May  20,  1901,  for  advice  relative  to  an  extension  of  its 
system  of  water  supply.  The  Board  replied  to  this  application  as 
follows  :  — 

Nov.  7,  1901. 
The  State  Board  of  Health  received  from  you,  on  May  20,  1901,  an 
application  for  advice  with  reference  to  enlarging  the  yield  and  improving 
the  quality  of  the  water  of  your  present  main  reservoir,  in  which  your  pro- 
posed plans  are  outlined  as  follows  :  — 

It  is  proposed  to  develop  the  water  production  in  the  water-shed  tributary  to  the 
main  reservoir  of  the  Lenox  Water  Company  by  connecting  the  various  springs 
in  the  water-shed  with  the  reservoir  by  pipes,  so  that  no  water  need  be  lost  in  dry 
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times ;  also  to  underdrain  the  land  so  that  the  water  may  not  be  rendered  impure 
by  surface  drainage  or  animal  matter ;  and  it  is  also  proposed  to  build  a  conduit 
around  said  reservoir,  so  that  all  objectionable  surface  drainage  may  be  kept  out 
of  said  reservoir ;  and  it  is  still  further  proposed  to  take  measures  to  remove,  or 
cause  to  be  removed,  from  the  said  water-shed  all  sources  of  water  pollution. 

The  Board  has  caused  the  reservoir  and  its  water-shed  to  be  examined 
by  its  engineer,  and  has  carefully  considered  the  proposed  plan  of  improv- 
ing and  enlarging  the  supply. 

It  seems  probable,  from  past  experience,  that  the  capacity  of  your 
present  works  is  insufficient  for  the  supply  of  Lenox  in  the  drier  portion  of 
a  dry  season,  and  a  larger  supply  of  water  has  become  necessary.  There 
has  apparently  been  much  less  cause  of  complaint  of  the  quality  of  the 
water  since  the  reservoir  was  cleaned,  in  1898,  than  formerly'. 

If  the  plan  of  collecting  ground  water,  including  the  water  of  the  various 
springs  in  the  water-shed  of  your  present  reservoir,  by  means  of  a  system 
of  drainage,  should  be  carried  out  as  suggested  in  your  application,  it  is 
probable,  in  the  opinion  of  the  Board,  that  the  yield  of  the  water-shed 
would  be  increased  somewhat  in  the  drier  portion  of  the  year,  provided  the 
drains  were  placed  at  a  sufficiently  low  level  as  compared  with  the  surfaces 
of  the  streams  in  the  water-shed  ;  but  the  cost  of  the  work  would  be  large 
in  comparison  with  the  small  increase  in  yield  of  the  works  that  appears 
likely  to  be  obtainable  by  this  plan,  and  if  any  considerable  portion  of  the 
surface  water  flowing  naturally  into  your  present  reservoir  should  be 
diverted  on  account  of  objectionable  surface  drainage,  the  yield  of  the 
source  might  be  made  much  less  than  it  is  under  present  conditions.  The 
ground  water  that  would  be  collected  by  the  s^'stem  of  drainage  proposed 
would  probably  be  of  excellent  quality,  and  somewhat  better  than  the 
water  of  the  present  streams  in  this  water-shed  ;  but  ground  water  col- 
lected in  the  manner  proposed  would  deteriorate  rapidl}'  if  stored  in  your 
present  open  reservoir,  or  exposed  to  light  at  any  place ;  and  it  would  be 
necessarj^  if  this  plan  should  be  carried  out,  either  to  deliver  the  water 
collected  in  the  drains  directly  to  consumers  without  storage,  or  to  provide 
a  covered  reservoir  for  such  storage  as  might  be  necessar}'.  Since  it  would 
still  be  necessary  in  the  drier  portion  of  the  year  to  use  a  large  proportion 
of  the  water  of  the  present  reservoir  in  connection  with  the  ground  water, 
no  very  material  improvement  in  the  quality  of  the  supply  would  be  made 
by  carrying  out  the  i^roposed  plan  ;  and  the  Board  does  not  advise  you  to 
attempt  to  increase  the  yield  of  your  water-shed  or  improve  the  quality  of 
the  water  by  this  plan. 

There  are  several  possible  methods  of  enlarging  the  water  supply  of 
Lenox,  which  should  be  given  careful  consideration.  It  is  possible  that 
the  yield  of  the  present  sources  can  be  increased  sufficiently  to  meet  the 
requirements  of  the  next  few  years  by  the  construction  of  another  storage 
reservoir  within  the  water-shed,  from  which  the  present  supply  is  taken ; 
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but  surveys  will  be  necessary  to  determine  the  feasibility  and  cost  of  con- 
structing another  reservoir  in  this  water-shed,  and  the  probable  increase 
in  the  yield  of  the  source  that  can  be  secured  in  this  way.  It  may  also  be 
practicable  to  secure  an  adequate  additional  supply  by  constructing  a 
I'eservoir  upon  the  stream  below  the  present  reservoir,  and,  if  necessar}'-, 
providing  pumps  to  raise  this  water  to  your  present  reservoir  during  the 
summer  season,  when  the  use  of  water  is  greatest.  The  Board  would 
advise  that  you  cause  a  thorough  investigation  to  be  made,  with  the  assist- 
ance of  an  engineer  of  experience  in  matters  relating  to  water  supply,  of 
all  the  available  sources  of  additional  supply  in  the  neighborhood  of 
Lenox ;  and  the  Board  will  give  you  such  assistance  as  it  can  in  these 
investigations  by  making  the  necessary  analyses  of  water,  and  will  give 
you  further  advice  with  reference  to  increasing  and  improving  your  water 
supply,  when  you  have  the  results  of  further  investigations  to  present. 

The  dwelling  houses  with  out-buildings  located  on  the  water-shed  of  your 
present  sources  of  supply  are  liable  to  cause  pollution  of  the  water,  not- 
withstanding the  measures  you  have  taken  to  prevent  polluting  matters 
from  these  places  from  reaching  your  reservoir ;  and  it  does  not  appear  to 
be  practicable  to  prevent  the  danger  of  pollution  from  some  of  the  build- 
ings, if  they  continue  to  be  used  as  at  present.  The  Board  would  advise 
that  you  take  such  measures  as  may  be  necessary  to  secure  control  of  these 
buildings,  and  prevent  danger  of  pollution  of  your  water  supply  there- 
from. 

Lenox.  An  application  was  received  Aug.  1,  1901,  from  the 
board  of  health  of  Lenox,  requesting  information  as  to  the  quality 
of  the  water  of  Laurel  Lake,  with  reference  to  its  use  by  several 
families  as  a  domestic  water  supply  and  as  to  the  use  of  the  lake  as 
a  source  of  ice  supply.  The  Board  replied  to  this  application  as 
follows  :  — 

Nov.  7,  1901. 
In  response  to  your  application  for  advice  with  reference  to  the  use  of 
Laurel  Lake  as  a  source  of  water  supply  for  several  houses  within  its 
water-shed,  and  as  to  the  use  of  this  lake  as  a  source  of  ice  supply,  the 
Board  has  caused  the  lake  to  be  examined,  and  a  sample  of  its  water  to  be 
analyzed.  The  results  of  the  analysis  show  that  the  water  is  nearly  color- 
less, but  it  contains  a  large  quantity  of  organic  matter,  and  is  very  hard, 
being  much  harder  than  the  water  supply  of  the  town  of  Lenox.  The 
water-shed  of  the  lake  contains  a  considerable  number  of  dwelling  houses, 
from  which  polluting  matters  may  enter  the  lake  or  its  tributaries.  The 
Board  is  informed  tliat  the  Lenox  water  supply  is  available  for  the  houses 
referred  to  in  your  communication,  and,  considering  the  circumstances,  the 
Board  does  not  advise  the  use  of  Laurel  Lake  as  a  source  of  drinking  water 
supply  for  the  houses  referred  to  in  your  application. 
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The  Board  is  of  the  opinion  that  ice  which  may  be  safely  used  for 
domestic  purposes  can  be  obtained  from  this  lake  under  present  conditions 
by  taking  ice  only  from  the  deeper  portions  of  the  lake,  at  a  considerable 
distance  from  the  mouths  of  the  brooks  which  feed  it  and  from  possible 
sources  of  pollution  near  the  shores,  and  by  removing  from  the  ice,  when 
it  is  harvested,  the  first  inch  of  ice  that  forms  upon  the  lake  and  all  of  the 
ice  which  forms  above  the  first  inch,  and  retaining  for  use  only  the  clear 
ice  which  forms  beneath  the  first  inch. 

Lexington.  An  application  was  received  June  14,  1901,  from 
the  water  commissioners  of  Lexington,  for  advice  relative  to  an 
additional  water  supply,  to  be  taken  from  driven  wells  in  the 
Munroe  meadows.  The  Board  replied  to  this  application  as 
follows  :  — 

Jllt  11,  1901. 

The  State  Board  of  Health  received  from  you,  on  June  14,  1901,  an 
application  for  advice  with  reference  to  an  additional  water  supply  for  the 
town  of  Lexington,  to  be  taken  from  driven  wells  at  the  Munroe  meadows, 
so  called,  and  has  caused  the  locality  to  be  examined  by  one  of  its 
engineers,  and  samples  of  water  from  te^t  wells  at  the  Munroe  meadows  to 
be  analyzed. 

The  results  of  the  analyses  show  that,  while  the  water  is  clear,  colorless 
and  odorless,  it  is  hard,  and  much  of  it  has  evidentlj'  been  highly  polluted 
by  sewage  and  not  thoroughly  purified  in  its  subsequent  passage  through 
the  ground.  Experience  with  wells  in  similar  locations  has  shown  that  the 
water  of  such  sources  is  likely  to  deteriorate  when  a  large  quantity  is 
pumped  from  the  Avells. 

A  considerable  portion  of  your  present  supplj^  is  of  poor  quality,  and  it 
is  very  desirable  for  the  town,  in  securing  a  new  source  of  supply,  to 
obtain  one,  if  possible,  that  will  be  capable  of  furnishing  an  ample  quan- 
tity of  good  water  at  all  seasons  of  the  year,  so  that  the  less  satisfactory 
of  your  present  sources  may  be  abandoned. 

While  the  tests  which  have  been  made  are  not  sufjficient  to  indicate 
definitely  the  quantity  of  water  which  can  prol)ably  be  obtained  from  the 
ground  in  this  region,  it  is,  nevertheless,  evident  from  these  tests  that  the 
porous  material  is  of  no  great  depth,  and  the  indications  are  that  the  area 
from  which  the  ground  water  would  be  influenced  to  flow  toward  wells  in 
this  region  is  not  extensive ;  and  it  does  not  seem  probable  that  sufficient 
water  could  be  obtained  at  this  place  in  any  case  for  the  supply  of  the 
town  of  Lexington. 

Considering  all  the  circumstances,  the  Board  does  not  advise  the  town 
to  attempt  to  obtain  an  additional  water  supply  from  the  locality  proposed 
in  your  application. 
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Lexington.  An  application  was  received  Sept.  3,  1901,  from 
the  water  commissioners  of  Lexington,  for  the  advice  of  the  Board 
relative  to  an  additional  supply  of  water,  to  be  taken  from  a  system 
of  driven  wells  located  in  the  meadow  of  M.  H.  Roberts.  The 
Board  replied  to  this  application  as  follows  :  — 

Oct  3,  1901. 

The  State  Board  of  Health  received  from  you,  on  September  3,  an  appli- 
cation stating  that  you  propose  to  obtain  an  additional  supply  of  water  by 
a  system  of  wells  driven  in  a  meadow  owned  by  M.  H.  Roberts,  in  the 
water-shed  of  Beaver  Brook,  and  requesting  the  advice  of  the  Board  as  to 
this  proposed  plan  of  securing  an  additional  water  supply  for  Lexington. 

In  response  to  your  request  the  Board  has  caused  the  locality  indicated 
to  be  examined  by  its  engineer,  and  a  sample  of  the  water  from  a  test  well 
at  this  place  to  be  analyzed.  The  results  of  the  analysis  show  that  the 
water  is  quite  hard,  but  it  is  clear,  nearly  colorless  and  odorless,  and  other- 
wise, in  its  present  state,  of  good  quality  for  the  purposes  of  a  public  water 
supply.  Whether  it  would  remain  satisfactory  when  a  quantity  such  as 
would  be  required  for  the  supply  of  Lexington  should  be  drawn  continuously 
from  wells  at  this  place  cannot  be  predicted  with  certainty.  The  meadow 
in  which  the  wells  are  located  contains  a  considerable  depth  of  peaty  soil, 
and  is  apparently  subject  to  flooding  at  times  of  high  water  in  the  brook  ; 
and  water  drawn  from  similar  locations  has  in  many  cases  deteriorated  after 
a  longer  or  shorter  period  of  use,  and  become  objectionable  on  account  of 
an  excess  of  iron. 

The  wells  yielded  water  freely  when  pumping  with  a  hand  pump,  but  the 
tests  thus  far  made  are  insufficient  to  show  whether  enough  water  for  the 
requirements  of  Lexington  is  likely  to  be  obtained  from  a  system  of  wells 
in  this  region. 

With  the  information  at  present  available  regarding  the  probable  quantity 
and  quality  of  water  obtainable  from  this  source,  the  Board  does  not  advise 
the  construction  of  works  for  taking  water  from  wells  in  this  valley ;  but 
if  you  should  deem  it  desirable  to  make  further  tests,  to  determine  more 
definitely  the  feasibility  of  obtaining  an  adequate  supply  of  good  water  from 
this  region,  the  Board  would  advise  that  you  cause  a  pumping  test  to  be 
made  by  pumping  from  several  wells  in  the  neighborhood  of  the  present 
test  wells  for  a  period  of  at  least  two  weeks,  and  at  a  rate  as  great  as  would 
be  required  from  said  wells  for  the  supply  of  the  town  of  Lexington. 

Should  you  decide  to  make  these  tests,  the  Board  will  upon  application 
make  such  analyses  of  samples  of  water  as  may  be  necessary,  and  will  give 
you  further  advice  in  this  matter  when  the  results  of  the  tests  are  available. 

Lexington.  Another  application  was  received  from  tlie  water 
committee  of  Lexington,  requesting  the  advice  of  the  Board  relative 
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to  a  proposed  additional  supply  to  be  taken  from  wells  in  the  meadow 
of  M.  H.  Koberts  in  Lexington,  and  submitting  information  con- 
cerning a  pumping  test  made  at  this  place.  The  Board  replied  to 
this  application  as  follows  :  — 

Dec.  5,  1901. 
The  State  Board  of  Health  received  from  you,  on  Dec.  2,  1901,  an 
application  for  advice  relative  to  a  proposed  additional  water  supply  for 
Lexington,  in  which  you  state  that  — 

The  plan  is  to  take  water  from  the  meadow  now  owned  by  M.  II.  Roberts, 
situate  in  the  southerly  part  of  the  town,  northerly  from  Concord  Avenue, 
southerly  from  Middle  Street  and  easterly  from  Waltham  Street,  by  a  system  of 
driven  wells,  and  to  pump  this  water  directly  into  the  stand-pipe  at  East  Lexington, 
or  into  our  street  mains. 

You  further  state  that  your  present  supply  is  suflScient  for  the  needs  of 
the  town  excepting  for  a  short  time  in  a  very  dry  season,  and  that  the 
present  source  is  to  be  used  as  a  supplementary  supply  at  a  time  when  the 
yield  of  the  other  sources  is  insufficient.  You  have  also  submitted  infor- 
mation as  to  a  pumping  test  which  has  been  made  at  the  Roberts  meadow 
by  pumping  water  from  a  group  of  five  wells  at  a  rate  of  about  180,000 
gallons  per  day  duriug  a  period  of  a  little  over  ten  days.  During  this  test 
samples  of  water  sent  in  by  you  to  the  laboratory  of  the  Board  have  been 
analyzed. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  engineers, 
and  has  considered  the  results  of  the  pumping  test  and  of  the  analyses  of 
the  samples  of  water.  The  information  relative  to  the  quantity  of  water 
yielded  by  the  wells  aud  the  lowering  of  the  ground  water  during  the  pump- 
ing test  indicates  that  it  will  be  possible  to  obtain  fx'om  this  region  in 
ordinary  years  a  quantity  of  water  that  would  forma  large  addition  to  your 
present  supply  ;  but  a  consideration  of  all  the  conditions  indicates  that  in 
dry  years  the  yield  of  wells  at  this  place  might  be  much  less  than  it  was 
in  the  recent  test. 

The  results  of  the  analyses  of  samples  of  water  collected  during  the  test 
show  that  the  water  is  clear,  nearly  colorless  and  odorless,  but  it  is  quite 
hard,  and  contains  a  larger  quantity  of  organic  matter  than  is  usually  found 
in  a  good  ground  water.  "Whether  the  quality  would  change  materially  if 
this  source  should  be  used  continuously  as  a  source  of  supply  for  Lexington, 
cannot  be  determined  definitely  from  the  results  of  this  test ;  but,  judging 
from  all  the  conditions,  there  appears  to  be  considerable  danger  that  the 
quality  of  the  water  will  deteriorate  after  a  longer  or  shorter  period  of  use, 
and  become  objectionable  for  some  purposes. 

It  is  unlikely,  in  the  opinion  of  the  Board,  that  the  source  now  uuder 
consideration  will  be  capable  of  yielding  an  adequate  supply  of  water  for 
Lexington  at  all  times  without  using  water  from  the  present  sources,  the 
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quality  of  some  of  which  is  at  times  very  unsatisfactory.  Moreover,  the 
quantity  of  water  which  the  present  sources  and  the  source  now  proposed 
are  likely  to  yield  will  not  be  sufficient  for  the  supply  of  the  town  for  very 
many  years  in  the  future.  After  consideration  of  all  the  circumstances, 
the  Board  is  of  the  opinion  that  the  town  can  obtain  a  water  of  better  quality 
from  the  metropolitan  disti'ict  than  will  be  furnished  either  by  the  present 
or  bv  the  proposed  sources,  and  the  town  could  obtain  from  the  district  an 
adequate  supply  for  an  indefinite  time  in  the  future.  The  cost  of  a  supply 
obtained  from  the  metropolitan  district  would  be  less  in  the  end,  judging 
from  the  information  available  to  the  Board,  than  the  cost  of  taking  a  supply 
from  the  present  and  proposed  works,  and  making  the  necessary  enlarge- 
ments when  a  further  supply  shall  become  necessary. 

The  Board  is  therefore  of  the  opinion  that  it  will  be  for  the  best  interests 
of  the  town,  all  things  considered,  to  take  a  supply  of  water  from  the 
metropolitan  district,  and  discontinue  the  pi'esent   works. 

Lyxx.  An  application  was  received  from  the  water  board  of 
Lynn,  April  23,  1901,  for  the  advice  of  the  Board  of  Health  rela- 
tive to  certain  proposed  sources  and  methods  for  increasing  the 
public  water  supply  of  the  city.  The  Board  replied  to  this  appli- 
cation as  follows  :  — 

June  6,  1901. 

The  State  Board  of  Health  has  considered  your  application  for  advice 
with  reference  to  a  proposed  additional  water  supply  for  the  cit}'  of  Lynn, 
to  be  taken  from  the  Ipswich  River,  Martin's  Brook  and  Foster's  Pond, 
and  the  plans  and  information  submitted  therewith,  and  has  caused  j'our 
present  sources  of  supply  and  the  region  from  which  it  is  proposed  to  take 
the  additional  supply  to  be  examined  by  its  engineer,  aud  samples  of  the 
water  of  the  proposed  sources  to  be  analyzed. 

The  plans  submitted  provide  for  taking  the  water  of  the  Ipswich  River 
at  a  point  near  the  pumping  station  of  the  Reading  water  works  in  the 
town  of  Reading,  and  conveying  it  by  canal,  pipes  or  conduit  to  Beaver 
Dam  Brook,  a  tril)utary  of  the  Saugus  River,  one  of  the  present  sources  of 
water  supply  of  the  city  of  Lynn.  They  also  provide  for  taking  water 
from  Martin's  Brook  in  the  town  of  Wilmington,  near  the  place  where  the 
Salem  and  Lowell  brancli  of  the  Boston  &  Maine  Railroad  crosses  the 
brook,  and  conveying  it  by  canal,  pipes  or  conduit  to  Lubber  Brook,  a 
tributary  of  the  Ipswich  River,  near  the  AVihnington  station  of  the  Boston 
&  Maine  Railroad,  through  which  it  will  flow  to  the  point  where  it  is  pro- 
posed to  divert  water  from  tlie  Ipswich  River.  It  is  proposed  to  divert  the 
water  of  Foster's  Pond,  a  tributary  of  tlie  Shawsheen  River  in  the  town  of 
Andover,  into  Martin's  Pond,  and  thus  utilize  the  water  of  Foster's  Pond 
in  connection  with  the  Ipswich  River  source.     You  further  state :  — 
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The  plans  for  additional  water  supply  also  include  the  raising  of  the  dam  of  the 
storage  basin  of  the  Lynn  water  Avorks  known  as  Walden  Pond  to  a  height  of  42 
feet  above  its  present  height,  and  the  raising  of  the  dam  of  the  storage  basin  of 
the  said  water  works  known  as  Breed's  Pond  to  the  same  level ;  the  cleaning  of 
the  present  bottom  of  Walden  and  Glen  Lewis  ponds,  either  by  excavation  or 
covering  with  sand  or  gravel,  and  the  cleaning  of  the  areas  flooded  bj'  raising  the 
dams.  The  plan  contemplates  raising  the  dam  of  Walden  Pond  20  feet  at  once, 
the  further  increase  in  height  of  this  dam  and  the  raising  of  the  dam  at  Breed's 
Pond  to  take  place  as  the  needs  of  the  city  may  require.  These  storage  basins, 
enlarged  as  aforesaid,  will  he  filled  Irom  Ilawkes  Pond. 

It  appears  to  the  Board,  from  a  comparisou  of  the  consumption  of 
water  in  Lynn  during  the  past  few  years  with  the  estimated  capacity  of  the 
present  sources  of  water  supply,  cousistiug  of  Birch,  Breed's,  Walden, 
Glen  Lewis  aud  Hawkes  ponds  and  the  Saugus  River  above  the  dam  at 
Montrose,  that  the  consumption  of  water  has  nearly  equalled  the  capacity 
of  these  sources  in  a  very  dry  season,  and  that  au  additional  supply  will 
soon  be  necessary'.  Some  of  the  sources  of  supply  now  in  use  furnish 
water  of  such  poor  quality  that  it  is  very  objectionable  for  some  purposes 
during  portions  of  the  year,  and  the  water  of  all  of  the  sources  is  quite 
highly  colored  and  contains  a  large  quantity  of  organic  matter.  The 
quality  of  the  water  of  several  of  the  reservoirs  could  be  materially  im- 
proved by  cleaning  the  bottoms  of  the  reservoirs,  but  this  work  cannot  be 
safely  undertaken  until  an  additional  supply  is  available. 

The  proposed  source  of  additional  supply,  the  Ipswich  River  above  the 
Reading  pumping  station,  including  Martin's  Brook  and  Foster's  Pond, 
will,  in  the  opinion  of  the  Board,  furnish  a  quantity  of  water  considerably 
greater  than  will  be  needed  by  the  city  of  Lj'nn  for  many  j-ears  in  the 
future,  if  used  in  connection  with  the  present  sources  of  supply  developed 
as  now  proposed.  Foster's  Pond  is  outside  of  the  water-shed  of  the 
Ipswich  River,  and  while  at  some  future  time  it  might  be  a  desirable 
storage  reservoir  for  Lynn,  it  is  not  needed  for  the  present  nor  likely  to 
be  needed  by  Lynn  for  many  years  in  the  future  ;  and  under  the  circum- 
stances the  Board  does  not  deem  it  necessary  or  desirable  that  this  pond 
be  used  at  the  present  time  as  one  of  the  sources  of  water  supply  for  the 
city  of  Lynn. 

The  water-shed  of  the  Ipswich  River  contains  the  growing  town  of  Wil- 
mington, and  it  will  be  necessary  to  provide  for  the  proper  disposal  of  the 
sewage  of  this  town,  and  for  the  disposal  of  the  sewage  from  a  tannery 
located  there  Avhich  is  now  discharged  into  the  river  not  far  above  the  pro- 
posed intake. 

The  results  of  analyses  of  water  from  the  Ipswich  River,  collected 
recently,  and  of  analyses  of  the  water  made  in  previous  3-ears,  all  show 
that  this  water  is  very  highly  colored,  aud  contains  a  large  quantity  of 
organic  matter ;  and,   if  used  in  its  natural  state  as  a  source  of  public 
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water  supply,  it  would  be  very  objectionable  for  many  domestic  purposes. 
The  presence  of  this  high  color  and  large  quantity  of  organic  matter  in  the 
water  of  the  Ipswich  River  is  due  to  the  slow  passage  of  the  water  through 
swamps,  of  which  there  are  large  areas  withiu  this  water-shed.  It  has 
been  found  practicable  in  many  cases  to  greatly  improve  such  waters  by 
draining  the  swamps  and  preventing  the  water  of  the  uplands  from  coming 
in  contact  with  the  vegetable  matter  therein ;  but,  judging  from  the  infor- 
mation available,  it  does  not  appear  to  the  Board  to  be  practicable,  on 
account  of  the  slight  fall  in  the  streams,  to  improve  the  quality  of  this 
water  in  this  way. 

Another  -way  in  which  such  waters  have  been  greatly  improved  is  by 
storage  for  a  long  period  in  a  reservoir  free  from  organic  matter.  The 
proposed  plan  of  additional  water  supply  for  the  city  of  Lynn  includes  the 
enlargement  of  Walden  Pond  by  raising  the  dam  20  feet,  thus  greatly 
increasing  its  depth  and  storage  capacity ;  and  it  is  proposed  to  clean  and 
improve  the  bottom  of  this  reservoir,  so  that  the  water  stored  therein  will 
not  come  in  contact  with  mud  or  vegetable  matter. 

The  sides  of  the  proposed  new  reservoir  will  generally  be  very  steep  to 
a  considerable  depth ;  and  if  these  proposed  improvements  shall  be  cai-ried 
out  in  a  thorough  manner,  the  Board  is  of  the  opinion,  judging  from  the 
experience  with  other  reservoirs  in  the  State,  where  the  conditions  are 
similar,  that,  if  "Walden  Pond  shall  be  filled  with  water  from  the  Ipswich 
and  Saugus  river  water-sheds,  pumped  from  Hawkes  Pond,  and  the  sewage 
pollution  which  the  waters  of  these  streams  now  receive  is  prevented,  a 
large  proportion  of  the  color  of  the  water  will  be  removed,  and  a  water  be 
supplied  from  this  reservoir  which  will  be  of  better  quality  than  that  sup- 
plied from  present  sources,  and  will  rarely  be  objectionable  on  account  of 
a  noticeable  taste  or  odor. 

Your  plan  includes. raising  the  dam  of  Breed's  Pond  so  as  to  enlarge  the 
capacity  of  that  reservoir  also ;  but  it  is  understood  that  this  portion  of 
the  plan  is  not  to  be  carried  out  for  the  present.  The  waters  of  Breed's 
and  Birch  ponds  are  usually  highly  colored,  and  are  often  objectionable  on 
account  of  a  disagreeable  taste  and  odor.  The  completion  of  the  new 
Walden  reservoir  would  afford  an  opportunity  for  drawing  off  these  ponds, 
and  thoroughly  i-emoving  the  mud  and  organic  matter. 

The  quality  of  the  water  that  will  be  obtained  by  the  city  of  Lynn  after 
can-ying  out  the  plans  now  proposed  is  not  likely  to  be  at  all  times  satis- 
factory, owing  to  the  poor  quality  of  the  water  of  the  rivers  from  which 
the  main  supply  will  be  drawn ;  moreover,  there  are  large  and  growing 
towns  just  outside  the  borders  of  the  water-sheds  of  the  Saugus  and  Ipswich 
rivers,  the  growth  of  which  into  these  water-sheds  may  make  it  dilficult  to 
prevent  their  serious  pollution,  and  the  filtration  of  the  water  is  likely  to 
be  found  necessary. 

The  only  other  feasible  way  in  which  Lynn   can  obtain   an   adequate 
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water  supply  would  be  to  take  water  from  the  metropolitaa  district.  Tliere 
is  no  doubt  thnt  the  water  that  will  be  furnished  from  the  works  of  the 
metropolitan  district  will  be  of  much  better  quality  than  that  which  can  be 
furnished  from  the  proposed  works  of  the  city  of  Lynu  after  completion, 
unless  the  water  shall  be  filtered.  The  estimates  of  cost  submitted  are  not 
presented  in  sullicient  detail  to  enable  the  Board  to  advise  whether  a  supply 
might  not  be  obtained  from  the  metropolitan  district  at  a  less  ultimate 
expense  than  by  the  plan  now  proposed.  The  Board  would,  therefore, 
advise  that,  before  the  proposed  works  for  taking  water  from  the  Ipswich 
River  and  enlarging  and  improving  the  present  reservoirs  are  begun,  a 
careful  investigation  be  made  and  estimates  prepared  of  the  probabfe  cost 
of  all  the  work  to  be  done  in  taking  water  from  the  Ipswich  River  and 
cleaning  and  improving  the  present  reservoirs  and  water-sheds,  including 
the  cost  of  preventing  tlie  pollution  of  the  water  by  sewage-disposal  sys*^ 
terns  for  the  valleys  upon  the  water-sheds,  and  of  filtering  the  water  of 
the  present  and  proposed  sources.  When  the  results  of  these  investiga- 
tions are  available,  the  Board  will,  upon  application,  give  you  further 
advice  as  to  the  most  appropriate  source  of  water  supply  for  the  city  of 
Lynn. 

Manchester.  An  application  was  received  from  the  water  com- 
missioners of  Manchester,  April  4,  1901,  for  the  advice  of  the  Board 
relative  to  the  addition  of  several  driven  wells  to  those  already 
existing,  for  the  purpose  of  increasing  their  supply  of  water.  The 
Board  replied  to  this  application  as  follows  :  — 

May  2,  1901. 
The  State  Board  of  Health  received  from  you,  on  April  4,  an  application 
for  advice  with  reference  to  an  additional  water  supply  for  the  town  of 
Manchester,  containing  the  following  outline  of  your  proposed  plans  :  — 

An  addition  to  our  present  plant,  consisting  ofal)out  20  two  and  one-half  or  three- 
mch  driven  wells,  at  or  near  the  present  driven  wells,  as  shown  on  a  plan  herewith 
suljmitted  ;  connocted  by  an  improved  method  to  a  ten-inch  main,  laid  8  feet  below 
the  surface  of  the  ground,  all  in  working  order,  to  siphon  into  the  present  dug 
well,  witli  a  gate  and  the  opening  to  allow  a  connection  with  the  pumps  as  a  pro- 
vision for  pumping  directly  from  the  driven  wells  with  our  present  pumpino-  plant 
at  any  time  in  the  iuture  that  we  may  wish.  ° 

The  application  was  accompanied  l)y  a  plan  showing  the  location  of  the 
present  driven  wells  in  the  neighborhood  of  your  main  well,  and  the  location 
of  the  pipe  line  to  which  it  is  proposed  to  connect  20  three-inch  wells  at 
such  a  level  that  the  water  from  these  wells  will  flow  into  the  lame  well. 

It  appears  from  the  information  furnished  by  you  that  your  present 
supply  is  drawn  from  the  large  well  near  the  pumping  station  during  the 
greater  portion  of  the  year,  but  that  in  the  summer  season  a  supplementary 
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supply  is  pumped  from  wells  in  the  vicinity  of  the  Coolidge  Spring,  so 
called,  located  about  500  feet  from  the  large  -well,  and  discharged  into  the 
large  "svell  near  the  pumping  station  ;  and  it  further  appears  from  the  records 
furnished  by  you  that  in  the  driest  month  of  1899  an  average  of  166,000 
gallons  per  day  out  of  the  262,000  gallons  used  were  drawn  from  the  sup- 
plementary supply,  leaving  about  96,000  gallons  as  the  quantit}''  supplied 
from  the  large  well ;  and  in  1900,  out  of  the  3-41,000  gallons  per  day  used 
on  an  average  during  the  driest  month,  252,000  gallons  were  pumped  from 
the  supplementary  source,  and  only  about  89,000  were  yielded  by  the  large 
well  near  the  pumping  station.  At  the  time  of  the  construction  of  the  large 
well,  the  yield  not  being  sufficient  for  the  supply  of  the  town,  tubular  wells 
were  driven  in  its  bottom  and  others  were  afterward  added,  so  that  there 
are  now  11  of  these  wells,  extending  to  a  depth  of  approximately  60  feet 
below  the  surface  of  the  ground.  The  new  wells  proposed  in  3'our  appli- 
cation are  to  be  located  in  a  line  of  about  400  feet  in  length,  and  the 
greatest  distance  of  any  of  the  wells  from  the  present  large  well  will  be  250 
feet,  and  some  of  the  wells  will  be  only  35  feet  from  the  present  well. 
A  test  of  the  effect  of  pumping  from  the  large  well  upon  the  level  of  the 
water  in  the  present  tubular  wells  made  in  October  last,  and  observations 
upon  the  height  of  water  in  Crafts  Spring,  indicate  that  the  ground  water 
in  the  neighborhood  in  which  it  is  proposed  to  locate  the  new  wells  is  influ- 
enced at  the  present  time  by  pumping  from  the  large  well. 

The  Board  has  caused  the  locality  to  be  examined  bjT^  one  of  its  engineers, 
and  samples  of  the  water  of  several  test  wells  in  the  locality  in  which  it  is 
proposed  to  construct  the  additional  collecting  system  to  be  analyzed,  and 
has  carefully  considered  the  plans  and  other  information  submitted. 

The  results  of  the  analyses  indicate  that  the  ground  -water  at  the  place 
where  it  is  proposed  to  locate  the  new  wells  is  of  about  the  same  quality 
as  that  furnished  by  3'our  present  large  well. 

If  the  wells  sliould  be  put  in,  as  proposed,  the  area  from  which  the  ground 
water  will  be  influenced  to  flow  toward  the  Avorks  may  be  extended  some- 
what, and  it  is  also  possible  that  under  these  conditions  a  slightly  larger 
quantity  of  water  may  filter  into  the  ground  from  the  brook  ;  but,  so  far 
as  can  be  judged  from  the  evidence  furnished  the  l>oard  regarding  the  tests 
that  have  been  made,  it  is  likely  that  the  only  material  gain  in  the  yield  of 
water  to  be  expected  after  the  new  wells  are  put  in  will  be  due  to  the  greater 
quantity  of  water  that  may  be  drawn  from  storage  in  the  gravel  strata 
penetrated  ])y  the  wells.  The  indications  are  that  these  strata  are  not  of 
any  very  grout  depth  or  extent ;  and,  under  the  circumstances,  the  Board 
is  of  the  opinion  tliat  no  material  enlargement  of  the  quantity  of  water 
obtainable  from  your  water  works  in  a  dry  season  will  Ijc  made  by  the  con- 
struction of  the  wells  proposed  in  your  present  application,  and  the  Board 
does  not  at  present  advise  the  attempt  to  enlarge  the  supply  of  water  in 
this  way,  even  though  the  works  will  cost  a  comparatively  small  sum. 
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The  population  of  the  town  and  its  growth  as  a  summer  resort  appear  to 
be  increasing  rapidly,  and  the  use  of  water,  especially  during  the  summer 
months,  is  already  very  large  and  is  also  increasing.  If  it  is  not  deemed 
practicable  or  desirable  to  reduce  the  quantity  of  water  used  by  the  town 
during  the  summer  mouths  within  such  limits  that  the  present  works  will  be 
capable  of  supplying  the  necessary  quantity,  the  Board  would  advise  that 
you  secure  an  additional  supply  from  some  source  which  will  furnish  an 
adequate  quantity  for  the  present  needs  of  the  town,  and  will  be  capable  of 
being  readily  developed  in  the  future  as  needs  may  require. 

Under  the  circumstances,  the  Board  would  advise  that  you  cause  a  thorough 
study  to  be  made  of  available  sources  of  ground-water  supply,  with  the 
assistance  of  an  engineer  of  experience  in  matters  relating  to  water  supply. 
The  Board  will  assist  you  in  these  investigations  by  making  such  analyses 
of  the  water  as  may  be  necessary'',  and  will  give  you  further  advice  in  the 
matter  when  you  have  the  results  of  further  investigation  to  present. 

Natick.  The  water  board  of  Natick  applied  to  the  State  Board 
of  Health  Feb.  13,  1901,  for  advice  as  to  the  cause  of  the  bad  taste 
and  odor  of  the  water  of  Dug  Pond,  and  as  to  a  remedy  therefor. 
The  Board  replied  to  this  application  as  follows  :  — 

March  7,  1901. 

In  response  to  your  request  for  an  examination  of  the  water  of  Dug 
Pond,  and  information  as  to  the  cause  of  the  disagreeable  taste  and  odor 
of  the  water  and  as  to  a  remedy  therefor,  the  Board  has  caused  the  pond  to 
be  examined,  and  several  samples  of  the  water  to  be  analyzed  both  chemi- 
cally and  microscopically. 

The  results  of  these  analyses  show  the  presence  in  the  water  of  certain 
microscopical  organisms  of  kinds  which  have  been  known  to  cause  dis- 
agreeable tastes  and  odors  in  the  waters  of  man}-  ponds  and  reservoirs, 
and  the  offensive  taste  and  odor  noticeable  in  the  water  of  Dug  Pond  are 
undoubtedly  due  to  the  presence  of  these  organisms. 

The  present  trouble  will  doubtless  disappear  soon  after  the  ice  breaks 
up,  if  not  before ;  but  the  results  of  examinations  of  the  water  of  thi^  pond 
for  many  years,  made  by  the  Board,  indicate  that  troubles  of  this  sort  have 
occui'red  frequently,  and  it  is  probable  that  the  water  will  continue  to  be 
objectionable  from  time  to  time  from  these  causes.  The  Board  knows  of 
no  way  by  which  the  presence  of  such  organisms  in  the  water  of  Dug  Pond 
can  be  prevented ;  and,  while  it  is  not  known  that  their  presence  has  an 
injurious  effect  on  those  who  use  the  water,  it  is  not  desirable  to  use  a  water 
affected  in  this  way  if  it  can  be  avoided,  and,  moreover,  in  this  case  the 
water  is  unsafe  for  drinking  on  account  of  sewage  pollution.  It  is  probably 
practicable,  by  filtering  the  water,  to  remove  these  organisms,  together 
with  the  tastes  and  odors  caused  bv  them,  and  to  render  the  water  safe  for 
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drinking ;  but  Dug  Pond  is  ah'eady  inadequate  as  a  source  of  water  supply 
for  Natick,  and  iuvestigations  have  shown  that  it  is  practicable  to  obtain 
an  adequate  supply  of  water  of  excellent  qualitj'  from  the  ground  near 
Lake  Cochituate,  north  of  the  town,  at  a  reasonable  cost. 

Under  the  circumstances,  it  is  not  desirable,  in  the  opinion  of  the  Board, 
to  attempt  to  improve  the  quality  of  the  water  of  Dug  Pond  ;  but  it  is  very 
desirable  to  secure,  as  soon  as  possible,  an  adequate  supply  of  good  water 
from  some  suitable  source,  and  thereby  not  only  avoid  further  trouble  from 
offensive  tastes  and  odors  in  the  water,  but  also  avoid  the  danger  to  the 
health  of  those  who  use  the  water  of  the  public  supply  which  now  exists 
by  reason  of  the  pollution,  by  sewage,  of  the  main  feeder  of  the  pond  from 
which  the  supply  is  drawn. 

NoRTHAiiPTON.  The  Water  board  of  Northampton  applied  to  the 
State  Board  of  Health  Jan.  26,  1901,  for  advice  relative  to  an  addi- 
tional water  supply  for  the  city.  The  Board  replied  to  this  appli- 
cation as  follows  :  — 

March  7,  1901. 

The  State  Board  of  Health  has  considered  your  application  for  further 
advice  with  reference  to  an  additional  supply  of  water  for  the  city  of 
Northampton,  and  the  plans  and  reports  of  your  engineers  submitted 
therewith. 

Since  the  last  reply  of  the  Board  was  made,  you  have  caused  the  water- 
sheds of  the  various  possible  sources  of  future  water  supply  for  the  city, 
therein  mentioned,  to  be  examined,  and  favorable  sites  for  storage  reservoirs 
in  these  water-sheds  to  be  surveyed,  to  determine  the  approximate  capacity 
of  the  sources  and  the  probable  cost  of  each ;  and  you  now  present  the 
following  plan  for  obtaining  an  additional  water  supply  for  the  city  :  — 

.  The  plan  proposed  is  to  take  the  water  of  West  Brook  in  Whately,  near  the 
chapel  in  West  Whately  ;  to  conduct  it  thence  by  pipe  to  the  water-shed  of  Beaver 
Brook ;  to  build  a  storaj^e  reservoir  on  Beaver  Brook ;  and  to  convey  the  water 
thence  Ijy  pij)e  to  a  reservoir  to  Ijc  built  on  Day  Brook  in  Leeds,  or  to  the  present 
main  pipe  in  Leeds. 

The  sources  which  have  been  examined  by  you  are,  in  general,  as 
follows :  — 

1.  West  Brook  in  Whately,  to  be  used  in  connection  with  Beaver  Brook 
and  Day  Brook ; 

2.  The  cast  branch  of  Mill  River,  above  Williamsburg ; 

3.  The  west  ])ranch  of  Mill  River,  aliove  Williamsburg; 

4.  The  north  branch  of  the  Manhau  River,  near  the  junction  of  North 
and  Sodden  brooks  in  Westhampton. 

Your  investigations  show  that  each  of  these  sources  is  capable  of  being 


No.  34.]        ADVICE   TO    CITIES   AND   TOWNS.  39 

developed  by  the  coustructiou  of  storage  reservoirs  so  as  to  furnish  aa 
ample  supply  of  water  for  a  very  long  time  in  the  future. 

Regarding  the  qualit}^  of  the  water  of  these  sources  no  additional  infor- 
mation of  value  has  been  obtained,  and  the  conditions  as  regards  the  flow 
of  the  streams  have  not  materially  changed  since  the  last  reply  of  the 
Board.  The  results  of  the  analyses  of  the  waters  of  the  various  sources 
which  have  thus  far  been  made  indicate  that  the  waters  of  West  Brook,  the 
east  and  west  branches  of  Mill  River  and  the  north  branch  of  the  Manhan 
River  are  of  good  quality  for  the  purposes  of  a  public  water  supply,  and 
.none  of  the  sources  has  a  distinct  advantage  over  any  of  the  others  in 
respect  to  the  quality  of  its  water.  The  water  of  Beaver  Brook,  which  it 
is  proposed  to  use  in  conjunction  with  the  West  Brook  plan,  is  of  some- 
what less  satisfactor}'  quality  than  that  of  either  of  the  other  streams,  but 
its  water-shed  is  comparatively  very  small,  and  the  quality  of  its  water 
can  probably  be  improved  at  no  great  expense. 

The  estimates  of  the  probable  cost  of  the  various  schemes  submitted  by 
you  indicate  that  the  cost  of  securing  an  additional  supply  by  what  may  be 
called  the  West  Brook  plan,  as  outlined  in  j^our  application,  would  be  less 
than  the  cost  of  taking  a  supply  from  either  the  east  or  west  branches  of 
the  Mill  River  or  from  the  north  branch  of  the  Manhan  River. 

Judging  from  the  estimates  of  probable  cost  and  the  other  information 
that  has  been  submitted,  and  the  examinations  that  the  Board  has  made, 
the  Board  is  of  the  opinion  that  AVest  Brook,  used  in  connection  with 
Beaver  Brook  as  proposed,  will  be  the  most  appropriate  source  of  addi- 
tional water  supply  for  Northampton. 

Your  plan  includes  also  the  construction  of  a  storage  reservoir  on  Day 
Brook,  a  very  small  stream,  the  water-shed  of  which  is  contiguous  to  that 
of  Roberts'  Meadow  Brook ;  and  it  appears  that  the  level  of  high  water  in 
the  proposed  reservoir  on  Day  Brook  would  be  the  same  as  that  of  the 
middle  reservoir,  so  called,  on  Roberts'  Meadow  Brook,  the  source  from 
Avhich  the  city  is  now  supplied. 

If  the  Day  Brook  resei'voir  should  be  constructed,  it  would  be  practicable 
to  postpone  the  taking  of  water  from  West  Brook  for  a  time  ;  but  if,  on 
the  other  hand,  the  proposed  resex'voir  on  Beaver  Brook  should  first  be 
constructed,  and  water  taken  from  West  Brook  as  proposed,  it  would  be 
many  years  before  an  additional  storage  reservoir  would  be  necessarj' ; 
and,  while  the  first  cost  of  constructing  the  reservoir  on  Beaver  Brook  and 
taking  water  from  West  Brook  would  be  greater  than  the  first  cost  of  the 
reservoir  on  Day  Brook,  the  final  expense  to  the  city  would,  in  the  opinion 
of  the  Board,  be  somewhat  less  than  it  would  be  if  the  Day  Brook  reser- 
voir should  be  constructed  in  the  beginning  ;  and  for  this  reason  the  Board 
does  not  advise  the  construction  of  the  proposed  reservoir  on  Day  Brook 
at  present. 

While  a  ir>-iiicli  pipe  from  the  proposed  reservoir  on  Beaver  lirook  to 
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the  city  will  be  ample  for  conveying  from  this  source  all  the  water  that 
will  be  required  in  addition  to  that  furnished  b}'  the  Roberts'  Meadow 
Brook  source  for  many  years,  there  will  doubtless  be  a  certain  advantage 
to  the  city  at  times  in  taking  all  of  the  supply  from  the  Beaver  Brook  and 
Whately  sources  and  avoiding  the  use  of  water  from  Roberts'  Meadow 
Brook  ;  and,  considering  the  comparatively  small  extra  cost  of  a  larger, 
main  pipe  than  now  proposed,  it  seems  desirable,  for  the  reasons  stated, 
to  provide  a  main  pipe  of  larger  size  in  the  beginning.  It  is  also  desirable 
that  provision  be  made  whereby  water  taken  from  West  Brook  can  be 
delivered  directly  to  the  city  without  mingling  with  the  water  of  the  Beaver 
Brook  resen'oir. 

XoRTH  Andover.  An  application  was  received  from  the  over- 
seers of  the  poor  of  North  Andover,  Nov.  11,  1901,  for  the  advice 
of  the  Board  relative  to  the  quality  of  the  water  of  a  well  used  at 
the  town  farm  for  drinking  purposes.  The  Board  replied  to  this 
application  as  follows  :  — 

Dec.  5,  1901. 

In  response  to  your  request,  received  Nov.  11,  for  advice  as  to  the 
quality  of  the  water  of  a  well  used  for  drinking  purposes  at  the  town  farm 
in  North  Andover,  the  Board  has  caused  the  well  and  its  surroundings  to 
be  examined,  and  samples  of  its  water  to  be  analyzed.  The  results  of  the 
analyses  show  that  the  water  is  very  variable  in  character,  but  that  it  is 
evidently  subject  to  pollution  by  sewage  at  times  and  is  not  fully  purified 
before  entering  the  well. 

In  the  opinion  of  the  Board,  this  well  is  an  uusafe  source  from  which  to 
take  water  for  drinking. 

North  Attleborough.  An  application  was  received  from  the 
president  of  the  North  Attleborough  Country  Club  for  the  advice 
of  the  Board  relative  to  the  quality  of  the  water  of  a  well  upon  the 
premises  of  the  club.  The  Board  replied  to  this  application  as 
follows  :  — 

Aug.  1,  1901. 
In  response  to  your  request  for  advice  as  to  the  quality  for  drinking 
purposes  of  the  water  of  a  well  located  on  the  grounds  of  the  North  Attle- 
borough Coiinti'y  Club,  aud  used  by  the  public  for  drinking,  the  Board  has 
caused  the  well  and  its  surroundings  to  be  examined,  and  a  sample  of  the 
water  to  be  analyzed.  Tlie  results  of  the  analysis  show  that  the  water  is 
excessively  hard,  and  the  quantity  of  organic  matter  present  is  much  larger 
than  is  found  in  good  ground  waters.  The  hardness  may  be  due  to  lime 
recently  put  into  the  well,  aud  it  is  possible  that,  if  the  well  should  be 
thoroughly  cleaned  out  and  a  considerable  quantity  of  water  pumped  from 
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it,  the  quality  of  the  water  would  improve.  The  Board  would  therefore 
advise  that  the  well  be  cleaned  out,  and  will  then  make  a  farther  examination, 
if  you  so  request. 

NoRTHBRiDGE  (Whitin  Machine  Works).  An  application  was 
received  June  4,  1901,  from  the  Whitin  Machine  Works,  request- 
ing the  advice  of  the  Board  as  to  the  best  practicable  method  of  in- 
creasing the  water  supply  of  Whitinsville.  The  Board  replied  to 
this  application  as  follows  :  — 

July  11,  1901. 

The  State  Board  of  Health  received  from  you,  on  June  4,  1901,  an  appli- 
cation requesting  its  advice  as  to  the  best  practicable  method  of  increasing 
the  water  supply  of  Whitinsville,  accompanied  by  a  plan  providing  for  the 
construction  of  a  storage  resen'oir  on  Cook  Allen  Brook,  at  a  point  a  little 
over  a  mile  from  the  place  where  the  stream  enters  Whitin's  Pond,  and  for 
the  construction  of  a  pipe  line  from  this  reservoir  to  the  village.  The  pro- 
posed reservoir,  according  to  the  plan,  will  have  an  area  of  about  10  acres 
and  a  capacity  of  about  43,000,000  gallons. 

The  Board  has  considered  the  plan  and  has  caused  the  locality  to  be 
examined  by  its  engineer,  and  samples  of  the  water  of  Cook  Allen  Brook 
to  be  analyzed.  The  results  of  the  analyses  show  that  the  brook  water, 
while  somewhat  colored,  is  very  soft  and  contains  but  little  organic  matter, 
and  an  examination  of  its  water-shed  shows  that  there  is  at  present  only 
one  dwelling  house  upon  it  which  is  not  under  the  control  of  the  company, 
and  this  house  is  near  the  extreme  upper  limit  of  the  water-shed,  so  that 
the  source  can  be  protected  from  pollution  by  sewage  without  special 
difficulty. 

The  water  of  many  storage  reservoirs  in  the  State,  such  as  that  now  pro- 
posed for  Whitinsville,  has  been  objectionable  at  times  on  account  of  a 
disagreeable  taste  and  odor,  caused  by  the  presence  of  organisms  in  the 
water ;  and  it  is  possible  that  the  water  of  the  proposed  reservoir  will  at 
times  have  a  noticeable  taste  or  odor  from  this  cause.  It  appears,  however, 
that  it  is  a  part  of  your  plan  to  prepare  the  reservoir  thoroughly  for  the 
storage  of  water  by  the  removal  of  all  soil,  mud  and  organic  matter  from 
the  area  to  be  flowed,  and  the  chances  of  trouble  from  taste  and  odor  in  the 
water  will  be  very  greatly  reduced  if  this  work  shall  be  done  in  a  thorough 
manner. 

A  good  ground-water  supply  is  more  satisfactory  than  a  surface  supply, 
such  as  that  proposed  from  Cook  Allen  Brook,  because  of  its  freedom  at 
all  times  from  color,  taste  and  odor,  and  because  of  its  lower  temperature 
in  the  summer  season.  The  character  of  the  soil  in  the  region  about 
Whitin's  Pond  appears  to  be  favorable,  judging  from  surface  indications, 
for  obtaining  a  ground-water  supply  suitable  for  the  village  ;  but  it  is  likely 
that  such  a  supply  would  be  somewhat  more  expensive,  on  the  whole,  than 
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the  proposed  supply  from  Cook  Allen  Brook,  on  account  of  the  necessity 
for  pumping. 

In  the  opinion  of  the  Board,  the  source  which  you  propose  to  use  is 
capable,  after  the  reservoir  is  constructed,  of  furnishing  an  ample  suppl}' 
of  good  water  for  the  present  needs  of  Whitinsville,  and  there  does  not 
appear  to  be  any  other  source  from  which  a  more  satisfactory  supply  of 
water  can  be  obtained  by  gravity. 

NoKWOOD.  Au  application  was  received  from  Winslow  Bros,  of 
Norwood,  May  3,  1901,  for  the  advice  of  the  Board  as  to  the  quality 
of  the  water  of  a  tubular  well  which  it  was  proposed  to  use  for 
drinking  purposes.  The  Board  replied  to  this  application  as 
follows  :  — 

June  6,  1901. 

In  response  to  your  application  for  advice  as  to  the  quality  of  the  water 
of  a  tubular  well  which  you  propose  to  use  for  drinking  purposes  in  your 
factory  at  Norwood,  the  Board  has  caused  the  well  and  its  surroundings 
to  be  examined  by  one  of  its  engineers,  and  samples  of  the  water  to  be 
analyzed. 

The  results  of  the  analyses  show  that  the  water  is  of  good  appearance, 
being  clear  and  colorless,  but  it  has  an  unpleasant  odor  when  drawn  from 
the  ground,  and  is  excessively  hard.  The  well  is  located  within  a  few  feet 
of  the  drains  which  receive  the  tannery  waste,  and  is  not  far  from  the  set- 
tling basins  for  this  drainage.  Under  the  circumstances,  the  Board  does 
not  consider  this  well  a  safe  source  of  drinking  water  supply,  and  does  not 
advise  its  use. 

Palmer  (Three  Rivers).  An  application  was  received  from 
Pasquale  Cascella  of  Three  Rivers,  June  13,  1901,  for  the  advice  of 
the  Board  relative  to  the  quality  of  the  water  of  a  spring  in  that 
town.     The  Board  replied  to  this  application  as  follows  :  — 

July  11, 1901. 

In  response  to  your  request  for  advice  as  to  the  quality  of  the  water  of 
a  spring  in  Three  Rivers,  from  which  you  propose  to  sell  water  for  drink- 
ing, the  Board  has  caused  the  spring  and  its  surroundings  to  be  examined, 
and  a  sample  of  the  water  to  be  analyzed.  The  analysis  shows  that  the 
water  is  soft  and  otherwise  of  good  quality  for  drinking,  and  the  source  is 
not  at  present  exposed  to  any  danger  of  pollution  by  sewage. 

In  the  opinion  of  the  Board,  this  spring  is  a  safe  source  of  drinking 
water  supply. 

PEAfJODY.  An  application  was  received  Aug.  1,  1901,  from  the 
board  of  health   of  Peabody,  requesting  the  advice  of  the  State 
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Board  of  Health  relative  to  the  quality  of  the  water  of  a  well  situated 
in  the  basement  of  a  school-house  in  AVest  Pealjody,  and  used  for 
drinking  purposes.  The  Board  replied  to  this  application  as 
follows  :  — 

Oct.  3,  1901. 
In  response  to  your  request  for  advice  relative  to  the  quality  of  the 
water  of  a  well  at  a  school-house  in  West  Peabody,  the  Board  has  caused 
the  locality  to  be  examined,  and  samples  of  the  water  to  be  analyzed.  It 
appears  that  the  water  now  used  in  this  school  is  drawn  from  a  tubular 
well  sunk  in  the  bottom  of  a  larger  well  which  was  formerly  used  for  the 
supply  of  the  school.  The  water  of  the  larger  well  was  found,  upon 
examination,  to  be  highly  polluted  by  sewage,  and  unsafe  for  drinking. 
The  water  of  the  new  well  is  turbid  and  highly  colored,  and  contains  an 
excessive  quantity  of  organic  matter  and  iron ;  and,  considering  the  cir- 
cumstances, the  Board  does  not  consider  this  well  a  suitable  source  from 
which  to  take  water  for  drinking,  and  would  advise  that  its  further  use  be 
discontinued. 

Salem.  An  application  was  received  July  11,  1901,  from  the 
Salem  water  board,  for  advice  as  to  whether  it  would  be  better  to 
keep  the  Longham  basin  full  or  empty  during  the  summer  months. 
The  Board  replied  to  this  application  as  follows  :  — 

Aug.  1,  1901. 
The  State  Board  of  Health  has  carefully  considered  your  request,  received 
July  11,  for  advice  as  to  whether  it  will  be  best  during  the  summer  months 
to  keep  the  Longham  basin  full  of  water,  or  to  allow  it  to  remain  empt}', 
and  has  examined  the  information  available  with  respect  to  the  character 
of  this  reservoir  and  its  water-shed,  and  the  qualit}'  of  its  water.  Numer- 
ous analyses  of  the  water  of  Longham  Brook  have  shown  that  its  quality 
is  best  in  the  winter  or  early  spring  months,  at  the  time  when  the  greatest 
quantity  of  water  is  flowing  in  the  stream.  The  water  is  collected  in  a 
very  shallow  reservoir,  the  bottom  of  which,  according  to  recent  surveys 
by  your  board,  is  covered  with  a  layer  of  mud  averaging  two  and  one-half 
feet  in  depth ;  and  water  remaining  in  the  resei-voir,  especially  during  the 
summer  season,  takes  up  very  large  quantities  of  organic  matter.  Regard- 
ing a  proposod  reservoir  on  this  stream  and  the  methods  by  which  it  would 
best  be  utilized  for  increasing  the  water  supply  of  Salem,  the  Board  advised 
you  as  follows,  on  April  4,  1893  :  — 

The  surveys  of  this  reservoir  have  not  yet  been  completed,  and  it  is  not  feasible 
to  tell  from  observation  alone  what  its  charaiter  will  be.  It  seems  probable, 
however,  that,  unless  a  very  large  amount  of  money  is  spent  in  its  preparation, 
the  water  would  deteriorate  to  a  very  considerable  extent  by  standing  in  it,  and 
that,  at  the  present  time,  it  would  be  better  to  construct  a  dam  having  only  sufli- 
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cient  height  to  turn  the  water  into  the  lake.  Even  a  low  dam  at  this  place  will 
flow  the  water  back  for  a  long  distance  up  the  valley  of  the  Longham  Meadow 
Brook;  and,  if  the  reservoir  is  to  be  kept  filled  at  all  seasons  of  the  year,  It 
should  be  prepared  to  receive  this  water  by  the  removal  of  all  soil  and  vegetable 
matter  and  the  deepening  or  filling  of  the  shallower  portions.  If,  however,  the 
reservoir  should  be  filled  to  divert  water  into  the  lake  only  in  the  winter  and 
spring,  it  is  not  improbable  that  satisfactory  results  may  be  obtained  by  a  less 
expensive  i:)reparation. 

It  may  be  feasible,  by  ditching  or  otherwise  draining  the  swampy  lands  or 
ponds  upon  the  water-sheds  of  these  brooks,  to  greatly  improve  the  quality  of  the 
water  flowing  in  them ;  and  the  Board  would  advise  that  this  question  of  the 
improvement  of  these  som-ces  should  be  investigated. 

Experience  with  this  and  similar  reservoirs  has  shown  that,  if  the  water 
should  be  drawn  off  in  the  spring,  a  growth  of  grass  would  soon  appear 
over  nearly  the  entire  bottom  of  the  resei-voir,  and  become  very  rank  as 
the  season  advances.  If  the  reservoir  should  be  filled  in  the  fall  or  early 
winter,  without  removing  the  grass,  this  organic  matter  would  have  a  very 
unfavorable  influence  upon  the  quality  of  the  water  collected  in  the  reser- 
voir during  the  winter;  but  if  all  the  grass  and  other  vegetation  growing 
on  the  bottom  of  the  reservoir  should  be  cut  late  in  the  year  and  removed 
entirely  from  the  reservoir,  and  the  reservoir  should  then,  be  flooded, 
preferably  after  the  ground  had  frozen  in  the  early  winter,  it  is  probable 
that  water  could  be  obtained  from  this  source  during  the  winter  and  spring 
which  would  not  be  materially  affected  by  storage  in  the  reservoir.  By 
carrying  out  the  plan  herein  outlined,  it  is  likely,  in  tlie  opinion  of  the 
Board,  that  water  of  better  quality  will  be  obtainable  from  this  source  than 
by  keeping  water  in  the  reservoir  during  the  summer. 

It  will  be  necessary,  as  the  population  of  the  cities  grows  and  the  use  of 
Avater  increases,  to  take  a  larger  and  larger  quantity  of  water  from  this 
stream,  and  ultimately  take  the  whole  flow  of  the  stream  and  utilize  all  the 
storage  available  in  the  reservoir ;  and  when  this  becomes  necessary,  the 
water,  unless  greatly  improved  over  its  present  state,  will  have  a  very 
unfavorable  effect  upon  the  quality  of  the  water  of  Wenham  Lake.  Long- 
ham  reservoir  is  a  very  unsatisfactory  basin  for  the  storage  of  water,  but 
it  can  be  greatly  improved  by  removing  the  mud  and  organic  matter  from 
its  bottom.  Very  little  gain  will  be  made  by  improving  the  reservoir, 
however,  unless  the  quality  of  the  brook  water  stored  in  the  reservoir  can 
be  greatly  improved.  The  water  of  Longham  Brook  is  naturally  of  a  very 
poor  quality,  owing  to  long  contact  with  vegetable  matter  in  the  meadows 
and  swamps  through  which  it  flows;  and,  as  stated  in  previous  replies  of 
the  Board,  it  is  important  that  its  quality  be  improved  as  far  as  practicable 
by  draining  the  meadows  and  swamps,  so  that  it  may  not  seriously  injure 
the  quality  of  the  water  of  Wenham  Lake.  It  appeal's  that  some  work  in 
draining  the   meadows   has  already  been   done,  ])ut  further  improvement 
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could  apparently  be  made  by  more  thorough  drainage ;  and  the  Board 
would  advise  that  all  the  improvement  possible  be  made  in  this  stream 
now,  when  the  work  can  be  done  at  times  when  it  is  not  necessary  to  use 
the  water.  » 

If  you  will  submit  surveys  of  these  meadows  and  swamps,  and  plans  for 
their  drainage,  tlie  Board  will,  upon  applicatiou  and  receipt  of  the  plans, 
advise  you  concerning  them. 

Salem.  An  application  was  received  Dec.  20,  1901,  from  the 
Salem  water  board,  for  advice  with  reference  to  the  regulation  of 
the  practice  of  fisliing  in  Wenham  Lake,  one  of  the  sources  of  water 
supply  of  the  city.  To  this  communication  the  Board  made  the 
following  reply  :  — 

Jan.  3,  1902. 

Under  rule  14  of  the  rules  and  regulations  adopted  by  the  State  Board 
of  Health  for  the  protection  of  the  purity  of  the  water  of  Wenham  Lake, 
fishing  in  the  lake  is  prohibited  except  by  regulation  or  permit  of  your 
board. 

The  State  Board  of  Health  is  of  the  opinion  that  the  protection  of  the 
purity  of  your  water  supply  requires  that  indiscriminate  fishing  in  Wenham 
Lake  should  be  prevented  ;  but  the  Board  believes  that  fishing  can  be  per- 
mitted in  the  lake  if  it  is  carried  on  under  proper  regulations  to  insure  the 
prevention  of  the  pollution  of  the  water  by  persons  so  engaged. 

Salem.  An  application  was  received  Nov.  8,  1901,  from  the 
board  of  health  of  Salem,  for  the  advice  of  the  State  Board  of  Health 
relative  to  the  quality  of  the  water  used  for  drinking  at  the  St.  James 
School.     The  Board  replied  to  this  application  as  follows  :  — 

Dec.  5,  1901. 

In  response  to  your  request  for  an  examination  of  the  water  of  a  well  at 
St.  James  School  in  Salem,  and  advice  as  to  its  quality  for  drinking,  the 
Board  has  caused  the  well  and  its  surroundings  to  be  examined,  and  samples 
of  the  water  to  be  analyzed.  The  results  of  the  analyses  show  that  the 
water  has  been  very  highly  polluted  by  sewage,  and  only  partially  purified 
in  its  passage  through  the  ground  to  the  well.  The  well  is  located  i^i  a 
thickly  populated  region,  close  to  the  North"  River,  which  is  a  very  foul 
stream  ;  and,  in  the  opinion  of  the  Board,  the  water  of  this  well  is  liable  to 
be  very  injurious  to  the  health  of  those  who  may  use  it  for  drinking. 

The  Board  would  advise  tiiat  further  use  of  water  from  this  well  for 
drinking  bo  prevented. 

Salisbukv.  An  application  was  received  Dec.  27,  1900,  from 
E.  P.  Shaw  and  E.  P.  Shaw,  Jr.,  for  the  advice  of  the  Board  relative 
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to  a  proposed  water  supply  for  the  town  of  Salisbury.     The  Board 
replied  to  this  application  as  follows  :  — 

Jan.  22,  1901. 

The  State  Board  of  Health  received  fl-om  you,  on  Dec.  27,  1900,  an 
apphcatiou  for  advice  with  reference  to  a  proposed  water  supply  for  the 
town  of  Salisbury,  in  which  you  state  tlaat  "  it  is  proposed  to  obtain  water 
from  dug  or  driven  wells,  some  of  which  are  already  dug  or  driven,  situated 
in  said  town  of  Salisbury,  near  the  road  leading  from  Salisbury  Square,  so 
called,  to  Salisbury  Beach,  so  called." 

In  response  to  your  application  the  Board  has  caused  the  locality  described 
by  you  to  be  examined  by  one  of  its  engineers,  and  samples  of  water  from 
on^  of  the  two  test  wells  which  have  been  driven  at  this  place  to  be  analyzed. 
The  results  of  the  analyses  show  that  the  water  of  this  well  is  affected  by 
the  presence  of  a  small  quantity  of  salt  water.  The  water  is  excessively 
hard,  which  would  make  it  very  objectionable  for  many  domestic  uses ; 
and,  if  the  quantity  of  water  which  would  be  needed  for  the  supply  of 
Salisbury  Beach  should  be  pumped  from  the  ground  at  this  place,  it  is 
probable  that  the  quantity  of  salt  in  the  water  would  increase  to  such  a 
degree  that  the  water  could  not  be  used  for  drinking. 

The  Board  does  not,  therefore,  advise  the  use  of  water  from  wells  in  this 
locality  for  the  supply  of  any  portion  of  Salisbury  ;  but  would  advise  that 
you  cause  further  investigations  to  be  made,  with  the  assistance  of  an  engi- 
neer of  experience  in  matters  relating  to  water  supply,  with  a  view  to 
securing  an  adequate  supply  of  water  for  the  locality  mentioned  in  your 
application. 

In  making  further  investigations,  it  will  probably  be  necessary  to  locate 
wells  at  a  greater  dietance  from  the  sea  than  in  the  case  of  the  present 
wells,  and  at  the  same  time  at  a  sufficient  distance  from  the  neighboi'ing 
villages  to  avoid  danger  that  the  quality  of  the  water  will  be  affected  by 
sewage. 

SoMERViLLE  luoN  FOUNDRY.  Tlie  Somcrville  Iron  Foundry 
applied  to  the  Board  Feb.  19,  1901,  for  advice  relative  to  the  quality 
of  the  water  of  a  driven  well  at  their  works.  The  Board  replied  to 
this  application  as  follows  :  — 

April  4,  1901. 
In  response  to  your  application  of  February  20,  for  advice  as  to  the 
suitability  for  drinking  purposes  of  tiie  water  of  a  well  located  at  your 
works  in  East  Somerville,  the  Board  has  caused  the  locality  to  be  examined 
by  one  of  its  engineers,  and  a  sample  of  the  water  to  be  analyzed.  It 
appears  from  this  examination  that  the  well  is  located  in  a  densely  popu- 
lated part  of  the  city.  The  analysis  shows  that  the  water,  while  nearly 
clear  and  colorless,  is  quite  hard,  and  has  evidently  at  some  time  been  highly 
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polluted  by  sewage  and  not  thoroughly  purified  in  its  subsequent  passage 
through  the  ground  to  the  well. 

The  Board  does  not  consider  this  well  a  safe  source  of  drinking  water 
supply,  and  would  advise  that  the  use  of  water  from  this  source  for  drinking 
be  prevented. 

SouTHBOROUGH.  An  application  was  received  Oct.  23,  1901, 
from  the  school  committee  of  Southborough,  for  the  advice  of  the 
Board  as  to  the  quality  of  the  water  of  certain  wells  proposed  as 
sources  of  supply  for  a  public  school.  The  Board  replied  to  this 
application  as  follows  :  — 

Dec.  5,  1901. 

In  response  to  3'our  request  for  advice  as  to  the  quality  of  the  water  used 
for  the  supply  of  the  high  school  in  Southborough,  and  as  to  whether  water 
that  may  be  safely  used  for  drinking  can  surely  be  obtained  from  any  of 
three  wells  indicated  by  you  and  located  not  far  from  the  school,  the  Board 
has  caused  the  wells  and  their  surroundings  to  be  examined,  and  samples 
of  water  collected  from  the  present  source  and  from  one  of  the  three  wells 
indicated  by  you  to  be  analj'zed. 

The  water  of  the  tubular  well  from  which  the  school  is  at  present  supplied 
was  found  to  be  excessively  hard,  and  has  evidently  at  some  time  been 
greatly  polluted  by  sewage  and  not  subsequently  thoroughly  purified  before 
entering  the  well.  In  the  opinion  of  the  Board,  this  well  is  not  a  safe 
source  of  drinking  water,  and  its  further  use  should  be  prevented. 

Two  wells  on  laud  of  Dr.  C.  P.  Jones,  south  of  the  school  grounds,  were 
indicated  as  possible  sources  of  future  supply  for  the  school.  A  sample 
from  one  of  these  wells,  from  which  water  is  pumped  by  means  of  a  wind- 
mill, shows  that  this  water  also  has  been  greatly  polluted  by  sewage,  and, 
in  the  opinion  of  the  Board,  this  well  is  an  unsafe  source  of  drinking  water 
supply.  The  water  of  the  other  well  has  not  been  anal^'zed,  since  it  is  so 
close  to  the  one  examined  that  there  is  no  reason  to  think  that  the  quality 
of  the  water  would  be  materially  different.  The  third  well  indicated  by 
you  is  located  on  the  school  grounds  and  was  formerly  used  as  a  source  of 
suppl}^  but  has  been  abandoned.  This  well  is  exposed  to  danger  of  pol- 
lution from  cesspools  near  by,  and  it  is  not  advisable  to  take  a  supply  of 
water  from  tliis  well  for  the  use  of  the  school. 

SouTiTBRiDGE.  The  attention  of  the  Board  was  called  Sept.  27, 
1901,  to  certain  sprinirs  in  use  in  Southbridge  as  sources  of  water 
supply,  and  the  Board  was  requested  to  examine  the  same.  In  con- 
sequence   of  this    examination,  the  following  communication   was 

addressed  to  the  board  of  health  of  Southbridge  :  — 

Dec.  o,  1901. 

The  attention  of  the  Board  having  been  called  to  certain  springs  used  as 

sources  of  water  supply  by  several  families  in  the  village  of  Southbridge, 
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and  now  or  formerly  controlled  by  the  Sonthbridge  Aqueduct  Company, 
the  Board  has  caused  the  springs  and  their  surroundings  to  be  examined, 
and  a  sample  of  the  water  to  be  analyzed. 

The  results  of  the  analysis  indicate  that  the  water  receives  considerable 
sewage  pollution,  and,  considering  the  location  of  the  springs  and  their 
surroundings,  the  Board  would  advise  that  the  further  use  of  water  from 
these  springs  for  drinking  purposes  be  discontinued. 

SouTHBRiDGE.  An  application  was  received  from  the  South- 
bridge  AVater  Supply  Company,  June  19,  1901,  for  the  advice  of 
the  Board  relative  to  the  quality  of  the  water  of  the  Glover  Spring, 
which  it  was  proposed  to  use  as  one  of  the  sources  of  water  supply 
of  the  company.    The  Board  replied  to  this  application  as  follows  :  — 

July  11,  1901. 
In  response  to  your  request  for  advice  as  to  the  quality'  of  the  water  of 
the  Glover  Spring,  which  you  desire  to  use  as  one  of  the  sources  of  water 
supply  of  the  Sonthbridge  "Water  SuppW  Companj^,  the  Board  has  caused 
the  spring  and  its  surroundings  to  be  examined  b}'  one  of  its  engineers, 
and  a  sample  of  the  water  to  be  analyzed.  The  results  of  the  analysis 
show  that  the  water  in  its  present  state  is  clear,  colorless  and  odorless,  but 
is  quite  hard,  and  has  been  greatly  polluted  by  sewage,  though  subsequently 
well  purified  in  its  passage  through  the  ground.  The  analysis  does  not 
indicate  that  the  water  flowing  from  the  spring  at  present  is  unsafe  to  use 
for  drinking,  but  the  places  from  which  the  water  evidently  receives  its 
pollution  are  so  near  the  spring  that  any  change  in  the  circumstances 
attending  its  pollution  may  at  any  time  render  the  water  unsafe,  and  the 
Board  cannot  recommend  the  use  of  this  spring  as  a  source  of  drinking 
water  supply. 

Springfield.  An  application  was  received  from  the  l)oard  of 
health  of  Springfield,  Aug.  8,  1901,  for  the  advice  of  the  Board 
relative  to  the  quality  of  the  water  of  certain  springs  used  for  drink- 
ing purposes.     The  Board  replied  to  this  application  as  follows  :  — 

Oct.  3,  1901. 

In  response  to  your  request  for  advice  as  to  the  quality  of  the  water  of 
the  IngorsoU  CJrove  and  Ilygeia  springs  in  Springfield,  the  Wilbrahara 
Mountain  Si)ring  in  "Wilbraham,  and  the  Iroquois  Spring  in  AVest  Spring- 
field, the  Board  has  caused  these  springs  and  their  surroundings  to  be 
examined,  and  several  samples  of  the  water  of  the  various  springs  to  be 
analyzed. 

The  water  of  the  Iroquois  Spring  in  West  Springfield  was  found  to  con- 
tain considerable  organic  matter  and  iron,  though  there  is  no  evidence  of 
pollution  by  sewage.     If  this  spring  should  be  protected  from  the  entrance 
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of  surface  water,  and  be  covered  so  as  to  prevent  matters  from  falling  into 
it,  it  would  be  a  safe  source  of  drinking  water  supply. 

The  IngersoU  Grove  Spring,  so  called,  has  already  been  examined  by 
the  Board,  in  response  to  an  application  received  last  year,  and  several 
additional  samples  have  been  analyzed  since  that  time.  In  its  previous 
communication  the  Board  stated  :  — 

Examinations  made  by  the  Board  indicate  that  the  water  of  this  spring  in  its 
present  state  is  safe  for  drinking ;  but  it  is  desiralile,  on  account  of  the  siti;ation 
of  this  spring,  that  analyses  of  the  water  be  made  from  time  to  time,  in  order  that 
any  deterioration  in  its  quality  may  be  detected. 

The  results  of  further  analyses  indicate  a  very  slight  deterioration  in 
quality  since  last  year,  but  not  sufficient  to  indicate  that  the  water  is  unsafe 
for  drinking. 

The  water  of  the  Wilbraham  Mountain  Spring,  so  called,  has  been 
analyzed  several  times  recently  by  the  Board,  and  the  results  show,  in  all 
cases,  that  the  water  is  somewhat  hard,  and  has  been  at  some  time  con- 
siderably polluted  by  sewage,  but  subsequently  well  purified  in  its  passage 
through  the  ground  before  reaching  the  spring.  This  water,  while  show- 
ing deterioration  in  some  respects,  has  contained  less  organic  matter 
recently  than  was  found  to  be  present  in  the  earlier  samples,  and  the  recent 
examinations  do  not  indicate  that  the  water  is,  in  its  present  state,  unsafe 
for  drinking.  In  the  case  of  this  spring  it  is  desirable,  however,  that 
analyses  of  the  water  be  made  from  time  to  time,  and  its  use  discontinued 
should  deterioration  in  the  quality  of  the  water  take  place.  Water  taken 
from  this  spring  and  sold  in  the  city  is  evidently  polluted  in  the  process  of 
collection  and  delivery,  owing  to  lack  of  proper  care  in  handling. 

The  Hygeia  Spring  water  is  drawn,  it  appears,  from  two  tubular  wells, 
one  200  feet  in  depth  and  the  other  425  feet  in  depth.  The  results  of  the 
analyses  indicate  that  the  water  of  these  wells  is  probably  not  unsafe  for 
drinking  at  the  present  time,  but  it  has  evidently  been  considerably  polluted 
by  sewage,  and  changes  in  circumstances  attending  its  pollution  may  render 
it  unsafe  for  drinking,  and  the  water  should  be  analyzed  from  time  to 
time,  in  order  that  its  use  may  be  discontinued  should  its  quality  deteriorate. 

Springfield.  An  application  was  received  Nov.  7,  1901,  from 
the  Springfield  water  board,  for  the  advice  of  the  State  Board  of 
Health  as  to  tlie  propriety  of  continuing  the  experiments  which  had 
])oen  undertaken  with  the  view  of  improving  -the  quality  of  the 
water  of  the  Ludlow  reservoir.  The  Board  replied  to  this  applica- 
tion as  follows  :  — 

Dkc.  5, 1901. 

Your  communication  relative  to  the  further  continuance  of  the  experi- 
ments upon  the   filtration  of  water  at   Ludlow  has  been   referred  to  the 
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Board,  and,  after  a  general  consideration  of  the  results  of  the  investiga- 
tions thus  far  and  of  the  character  of  the  Avater  of  the  Ludlow  reservoir 
during  the  present  year,  as  compared  with  its  character  in  previous  years, 
it  is  deemed  desirable  by  the  Board  that  the  present  investigations  should 
be  carried  on.  at  least  until  they  have  covered  a  full  year.  The  investiga- 
tions began  practically  at  the  beginning  of  the  present  year,  but  complete 
observations  were  not  begun  until  the  latter  part  of  February.  It  is 
advisable,  in  the  opinion  of  the  Board,  to  continue  the  experiments  at  least 
until  that  time,  in  order  that  observations  for  a  full  year  ma}'  be  available. 
If,  in  the  mean  time,  new  conditions  should  arise  not  previously  met  with 
during  these  invcstigatious,  it  may  be  desirable  to  continue  them  for  a 
longer  time. 

Tewksbury  (State  Hospital).  The  superintendent  of  the  State 
Hospital  at  Tewksbury  applied  to  the  State  Board  of  Health  July 
17,  1901,  for  its  advice  relative  to  a  proposed  new  water  supply  to 
be  taken  from  wells  near  the  present  pumping  station.  The  Board 
replied  to  this  application  as  follows  :  — 

Aug.  1,  1901, 

In  response  to  an  application  for  advice  with  reference  to  a  proposed 
new  system  of  water  supply  for  the  State  Hospital  at  Tewksbury,  to  be 
taken  from  a  system  of  driven  wells  in  the  low  ground  near  your  present 
pumping  station,  the  Board  has  caused  the  locality  to  be  examined  by  its 
engineer,  and  samples  of  the  water  from  three  tubular  test  wells  at  this 
place  to  be  analyzed. 

The  soil  in  the  region  about  the  pumping  station  and  the  place  where 
the  wells  are  located,  judging  from  surface  indications  and  the  test  wells 
thus  far  driven,  is  coarse  and  porous,  and,  in  the  opinion  of  the  Board, 
the  indications  are  favorable  for  obtaining  a  large  quantity  of  water  from 
the  ground  at  this  place. 

The  results  of  the  analyses  show  that  the  water  of  two  of  the  wells  is  of 
excellent  quality  for  all  the  purposes  of  a  public  water  supply.  The  water 
of  the  third  well  is  of  less  satisfactory  quality  and  is  affected  by  an  exces- 
sive quantity  of  iron,  which  would  render  it  objectionable  for  many 
purposes. 

The  wells  are  located  close  to  Strongwater  Brook,  in  a  small  piece  of 
meadow  land  where  there  is  a  deep  layer  of  peaty  soil  at  the  surface,  and 
it  is  to  this  condition  that  the  excessive  quantity  of  iron  noted  in  the 
water  of  one  of  the  wells  is  doubtless  due. 

It  appears  to  be  practicable  to  locate  works  for  (iollccting  ground  water 
in  this  region  in  such  a  way  as  to  secure  good  water,  and  avoid  danger 
that  its  quality  may  be  affected  by  the  i)eaty  areas  referred  to;  and  the 
Board  would  advise  that  additional  test  wells  be  drivcm  in  this  region,  and 
that  a  test  be  made  by  pumping  from  a  group  of  several  wells  at  a  rate  as 
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great  as  would  be  necessarj'  for  the  supply  of  the  hospital,  and  for  a  period 
of  at  least  a  week,  in  order  to  deternnue  the  feasibility  of  obtaining  a 
sufficient  supply  of  good  water  for  the  hospital.  It  is  important  that  the 
wells  be  located  with  care,  and  the  Board  would  advise  that  the  work  be 
done  under  the  direction  of  an  engineer  of  experience  in  matters  relating 
to  water  supply. 

The  Board  will  assist  you  in  these  investigations  by  making  the  neces- 
sary analyses  of  samples  of  water,  and  will,  upon  application,  give  you 
further  advice  in  this  matter  when  you  have  the  results  of  further  investi- 
gations to  present. 

The  present  source  of  water  suppl}'  of  the  hospital  is  of  unsatisfactory 
quality  on  account  of  the  high  color  and  lai'ge  quantity  of  organic  matter 
which  it  contains,  and  is,  moreover,  exposed  to  pollution  by  sewage,  so 
that  it  is  liable  to  be  injurious  to  the  health  of  those  who  may  use  it  for 
drinking;  and  the  Board  would  advise  that  the  use  of  water  from  this 
source  be  discontinued  as  soon  as  it  is  possible  to  secure  a  water  supply 
from  some  suitable  source. 

There  are  several  wells  within  the  grounds  of  the  hospital,  water  from 
which  is  used  for  drinking  b}'  the  inmates.  Analyses  of  samples  from 
these  wells  show  that  the  water  of  all  of  them  has  been  polluted,  and, 
while  it  is  subsequently  purified  to  a  large  degree  before  entering  the  wells, 
these  wells  cannot  be  considered  safe  sources  of  drinking  water  supply, 
and  should  be  abandoned  as  soon  as  a  suppl}'  of  good  water  can  be 
obtained. 

An  examination  has  also  been  made  by  the  Board  of  the  method  of 
sewage  disposal  employed  at  the  hospital.  This  method  consists  in  dis- 
charging the  sewage  into  basins,  of  which  there  are  several,  from  which  it 
is  distributed  over  the  surface  of  the  ground.  Evidently  in  the  winter 
season  and  at  times  of  heavy  rain  in  other  portions  of  the  year  much  of 
this  sewage  must  find  its  way  directly  into  the  neighboring  stream.  In  the 
opinion  of  the  Board,  this  is  not  a  proper  method  of  disposing  of  the 
sewage  of  the  institution,  and  is  liable  to  endanger  the  health  of  those 
living  in  the  valley  of  tlie  brook.  The  Board  would  advise  that  a  proper 
system  of  sewage  disposal  be  provided  with  as  little  delay  as  possible. 

Tewksbury  (State  Hospital).  An  application  was  received  from 
the  superintendent  of  the  State  Hospital  at  Tewksbury  for  the  advice 
of  the  Board,  rehitive  to  an  additional  water  supply  for  the  insti- 
tution, further  experiments  having  been  made  since  the  date  of  the 
hist  communication  of  the  Board.  The  Board  replied  to  this  appli- 
cation as  follows  :  — 

Nov.  7,  1901. 
The  State  Board  of  Health  received  from  you,  on  Oct.  15,  1901,  an  appli- 
cation for  advice  with  reference  to  a  proposed  source  of  water  supply  for 


52  STATE   BOARD    OF   HEALTH.  [Pub.  Doc. 

the  State  Hospital,  in  which  j'ou  state  that,  acting  in  accordance  with  the 
advice  of  this  Board,  in  a  coranninication  of  Ang.  1,  1901,  you  have  put 
in  a  new  system  of  test  wells  at  a  point  much  further  from  your  pumping 
station  than  the  first  test  wells ;  and  you  describe  the  wells  recently  put 
in  and  the  results  of  a  pumping  test  made  by^  pumping  from  these  wells 
continuously  for  a  period  of  eight  and  one-half  days  at  a  rate  of  a  little 
over  800,000  gallons  per  day  between  Sept.  25  and  Oct.  3,  1901. 

The  Board  has  caused  the  new  test  wells  and  their  surroundings  to  be 
examined  by  its  engineer,  and  samples  of  water  collected  daily  during  the 
pumping  test  to  be  analyzed.  The  results  of  the  analyses  show  that  the 
water  is  clear,  colorless  and  odorless,  and  that  it  is  quite  soft  and  in  other 
respects  of  excellent  quality  for  all  the  purposes  of  a  domestic  water  supply, 
and  no  material  change  was  noted  in  the  quality  of  the  water  during  the 
test.  The  quantity  of  water  pumped  during  this  test  was  greatly  in  excess 
of  the  quantity  that  is  necessary  for  the  supply  of  the  hospital ;  and,  while 
the  ground  water  lowered  quite  rapidly  at  the  beginning  of  the  test,  the 
indications  are  that  these  wells  would  furnish  a  sufficient  quantity  of  water 
for  all  the  needs  of  the  hospital.  Moreover,  should  additional  water  be 
required,  the  indications  seem  to  be  favorable  for  obtaining  a  larger  quantity 
in  the  immediate  neighborhood,  should  it  be  found  necessary  to  do  so  in 
the  future. 

Considering  the  favorable  results  of  this  test,  the  Board  would  advise 
you  to  construct  works  for  supplying  the  hospital  with  ground  water  from 
the  region  in  which  the  test  wells  are  located,  with  as  little  delay  as  possible, 
since  the  supply  now  used  is  of  poor  quality,  and  is  exposed  to  serious 
danger  of  pollution  by  sewage. 

If  a  supply  of  ground  water  shall  be  used  in  the  future,  its  quality  will 
deteriorate  very  rapidly  if  stored  in  the  open  reservoirs  and  tank  now  in 
use  in  connection  with  your  water  supply  system.  The  iron  tank  can  be 
covered  at  little  expense,  and  should  be  covered  as  soon  as  a  ground-water 
supply  is  introduced.  If  it  is  necessary  to  retain  the  reservoirs  and  to  use 
water  from  them,  they  also  should  be  covered  so  as  to  exclude  the  light. 
If  these  reservoirs  are  kept  only  for  use  in  case  of  emergency,  and  are  not 
used  frequently  or  regularly,  it  may  be  reasonable  to  allow  them  to  remain 
uncovered,  to  avoid  expense. 

Tyngsborough.  An  application  was  received  April  9,  1901, •from 
the  board  of  licalth  of  Tyngsborouorh,  requesting  the  advice  of  the 
State  Board  of  Health  relative  to  the  quality  of  the  water  of  a  well 
used  by  several  families  for  domestic  purposes.  The  Board  replied 
to  this  application  as  follows  :  — 

May  2,  1901. 
In  response  to  an  application  for  advice  as  to  the  quality  of  the  water 
of  a  well  in  the  village  of  Tyngsborough,  used  by  several  families  as  a 
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source  of  water  supply,  the  Board  has  caused  the  locality  to  be  examined, 
and  a  sample  of  the  water  to  be  analyzed.  The  results  of  the  analysis 
show  that  the  watt-r  of  the  well  is  slightly  colored  and  contains  considerable 
organic  matter,  and  an  examination  of  the  surroundings  indicates  that  sur- 
face water  from  a  swamp  near  by  may  find  its  way  into  the  well  without 
complete  purification;  and,  since  this  surface  water  is  exposed  to  pollution 
by  sewage,  the  well  cannot  be  considered  a  safe  source  of  drinking  water. 
The  Board  would  advise  that  the  use  of  water  from  this  well  be  prevented. 

Walpole.  The  water  commissioners  of  Walpole  applied  to  the 
State  Board  of  Health  Jan.  18,  1901,  for  advice  as  to  the  probable 
effect  of  flooding  the  land  about  their  driven  well  system  by  the 
construction  of  a  dam,  and  also  as  to  the  effect  of  constructing  a 
dike  to  keep  out  such  water  from  the  neighborhood  of  the  wells. 
The  Board  replied  to  this  application  as  follows  :  — 

April  4,  1901. 

The  State  Board  of  Health  received  from  you,  on  January  19,  an  appli- 
cation stating  that  by  the  construction  of  a  dam  on  the  Neponset  River, 
below  the  mouth  of  Low  Brook,  in  the  valley  of  which  your  works  are 
located  and  the  creation  of  a  storage  reservoir  to  be  used  for  mill  purposes, 
it  is  expected  that  the  ground  over  and  about  your  wells  will  be  flooded  to 
a  depth  of  about  3  feet,  and  you  request  the  advice  of  the  Board  as  to  the 
probable  effect  of  such  flooding  on  the  quality  of  the  water  of  the  wells. 
You  also  submit  a  plan  of  a  dike  by  means  of  which  it  is  proposed  to  pre- 
vent the  flooding  of  the  laud  immediately  over  and  about  the  wells,  and 
request  further  the  advice  of  the  Board  as  to  the  probable  effect  on  the 
quality  of  the  water  of  building  the  dike  as  proposed,  allowing  the  water 
outside  the  dike  to  rise  to  a  height  of  about  3  feet  above  the  present  level 
of  the  land  where  the  wells  are  situated. 

The  plan  sul)mitted  provides  for  changing  the  course  of  Low  Brook,  on 
both  sides  of  which  the  wells  are  now  located,  by  moving  its  channel  south- 
westerly from  its  present  location  to  a  new  location  beyond  the  wells,  and 
constructing  a  dike  from  the  higher  land  near  the  pumping  station  around 
the  territory 'in  which  the  wells  arc  located,  in  such  a  manner  as  to  keep 
the  pond  water  from  overflowing  this  land  ;  but  no  provision  appears  to 
be  made  for  disposing  of  any  water  that  may  enter  the  area  enclosed  by 
this  dike. 

The  Board  has  caused  the  localit}'  to  be  examined  by  its  engineer,  and 
has  considered  the  probable  effect  of  the  proposed  flooding  of  the  ground 
over  and  about  the  wells  upon  the  quality  of  the  water,  and  the  probable 
conditions  that  will  exist  after  the  reservoir  is  filled  and  the  proposed  dike 
constructed. 

It  appears  that  the  ground  in  which  the  wells  are  located  is  covered  with 
a  layer  of  peaty  soil  from  3  to  5  feet  in  depth,  beneath  which  the  material 
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is  said  to  be  very  fine  saud  to  a  fnrtber  depth  of  from  21  to  47  feet,  the 
latter  exteudiug  down  to  the  gravel  stratum  from  which  the  water  is  drawn. 

There  are  several  iustances  in  this  State  where  a  public  water  supply 
has  been  taken  from  the  ground  beneath  the  bottom  of  a  pond  or  stream ; 
and  in  all  of  these  cases  known  to  the  Board,  where  the  conditions  are 
similar  to  those  which  would  exist  at  Walpole  if  the  ground  in  which  the 
wells  are  located  should  be  flooded,  the  water  has  deteriorated  in  quality, 
on  account  of  the  presence  of  organic  matter  and  iron,  and  in  nearly  all 
cases  the  source  has  either  been  abandoned  or  the  water  is  now  filtered ; 
and,  judging  from  the  available  information  with  reference  to  this  subject, 
the  indications  are  that  the  permanent  flooding  of  the  ground  over  the 
wells  of  the  Walpole  water  supply  will  have  after  a  time,  if  not  in  the 
beginning,  such  an  unfavorable  effect  upon  the  quality  of  the  water  as  to 
render  it  objectionable  for  many  domestic  uses.  The  Board  would  advise, 
therefore,  that  the  flooding  of  the  land  in  which  the  wells  are  situated  be 
prevented. 

If  the  proposed  reservoir  should  be  flowed  to  the  level  stated,  and  the 
dike  should  be  built  as  proposed,  and  provision  made  for  keeping  the 
water  from  covering  the  ground  about  the  wells,  a  material  change  would 
nevertheless  still  be  made  in  the  conditions  of  flow  of  water  through  the 
ground  to  the  wells,  and  conditions  miglit  then  be  produced  similar  per- 
haps to  those  existing  at  some  of  the  other  ground-water  supplies  in  the 
State  where  the  works  are  located  close  to  a  stream  or  pond.  There  are 
many  instances  in  the  State  where  filter-galleries,  wells  or  other  works  for 
collecting  ground  water  have  been  located  as  close  to  a  body  of  water  as 
would  be  the  case  with  all  but  a  few  of  these  wells  if  the  proposed  dike 
should  be  constructed.  In  some  of  these  cases  the  works  have  continued 
to  furnish,  in  some  instances  after  more  than  twenty-five  years,  a  water  of 
excellent  quality  in  all  respects  for  domestic  purposes.  There  are  other 
cases  in  which  the  water  under  such  circumstances  has  deteriorated  after  a 
longer  or  shorter  period  of  use,  and  eventually  become  objectionable  for 
many  uses.  It  is  not  possible  to  predict  definitely  Avhether,  in  the  case 
under  consideration,  if  the  proposed  plan  of  diking  is  carried  out  and  the 
reservoir  filled,  the  quality  of  the  water  of  the  wells  will  be  unfavorably 
affected  or  not,  or,  if  affected,  whether  it  will  be  injured  to  such  an  extent 
as  to  make  tlie  water  objectionable  for  any  domestic  uses. 

The  water  whicli  has  been  furnished  jjy  tliesc  wells  up  to  the  present 
time  has  always  been  of  excellent  quality,  and,  since  it  is  not  possible  to 
predict  the  effect  of  the  proi)Oscd  changes,  it  is  best,  in  the  opinion  of  the 
Board,  to  prevent  wholly,  if  possible,  the  flooding  of  the  area  near  the 
wells. 

If  this  is  not  deemed  practicable  or  desirable,  the  plan  of  diking  around 
the  lands  in  which  the  wells  are  located  offers  the  best  method  of  prevent- 
ing deterioration  in  the  water  of  the  wells ;  but  the  danger  to  the  quality 
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of  the  water  can  be  considerably  reduced  by  placing  the  dike  at  a  greater 
distance  from  the  wells  than  is  proposed  in  the  plan  submitted,  and  so 
reducing  so  far  as  possible  the  area  near  the  wells  whicli  will  remain 
covered  with  water.  It  appears,  from  the  plan,  to  be  practicable,  without 
greatly  increasing  the  length  of  the  dike,  to  locate  it  at  least  150  feet 
from  any  of  the  wells ;  and  it  also  appears  to  be  possible  to  construct  the 
brook  channel  from  a  point  a  little  above  "Washington  Street  to  the  edge 
of  the  proposed  reservoir,  with  its  bottom  a  little  above  the  high-water 
level  of  the  reservoir,  so  that  water  will  not  remain  standing  in  the  brook 
channel. 

The  Board  would  therefore  advise  that,  in  case  it  is  found  necessary  to 
protect  the  wells  by  means  of  a  dike,  the  plans  be  modified  in  the  manner 
suggested.  If  water  collects  and  remains  standing  over  the  ground  about 
the  wells  within  the  dike,  it  will  be  necessary,  in  connection  with  this  plan, 
to  provide  some  means  of  pumping  out  this  water. 

While  plans  and  cross-sections  of  the  dike  are  presented,  the  details  are 
not  sufficient  to  enable  the  Board  to  advise  you  as  to  its  probable  stability, 
nor  is  it  understood  that  such  advice  is  desired. 

Waltham.  The  board  of  health  of  Waltham  applied  to  the  State 
Board  of  Health  for  its  advice  as  to  the  quality  of  the  water  of  a 
well  in  Prospect  Hill  Park  in  that  city,  used  by  the  public  for 
drinking  purposes.  The  Board  replied  to  this  application  as 
follows  :  — 

Sept.  20,  1901. 

In  response  to  your  request  for  advice  as  to  the  quality  of  the  water  of 
a  well  in  Prospect  Hill  Park,  used  largely  for  drinking  by  visitors  to  the 
park,  and  which  you  state  is  complained  of  on  account  of  a  disagreeable 
taste,  the  Board  has  caused  the  well  and  its  surroundings  to  be  examined, 
and  samples  of  the  water  to  be  analyzed.  The  analyses  show  that  the 
water  is  somewliat  turbid  and  colored,  and  that  the  quantity'  of  organic 
matter  present  is  slightly  larger  than  is  usually  found  in  good  ground 
waters,  but  in  other  respects  the  water  is  of  good  quality.  The  well  does 
not  appear  to  be  exposed  in  any  way  to  danger  of  pollution  by  sewage  at 
the  present  time,  and  the  analyses  do  not  show  any  evidence  of  sewage 
pollution.  The  well  is  a  shallow  one,  located  near  the  edge  of  a  swamp, 
and  is  sunk  througli  muck,  clay  and  hardpan.  The  odor  of  the  water  and 
the  slight  excess  of  organic  matter  and  color  are  apparentl}'  derived  from 
the  soil  in  which  the  well  is  located. 

In  the  opinion  of  the  Board,  the  water  of  this  well  is  at  present  safe  for 
drinking. 

Westborough.  The  board  of  health  of  TVestborough  wrote  to 
the  State  Board  of  Health,  Dec.  5,  1000,  requesting  the  opinion  of 
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the  Board  as  to  the  quality  of  the  water  and  the  ice  of  Chauncy 
Pond,  and  also  whether  the  measures  taken  by  the  Lyman  School 
for  preventing  the  sewage  of  the  school  from  entering  the  pond  were 
adequate  for  that  purpose.  The  Board  replied  to  this  communication 
as  follows  :  — 

Feb.  7,  1901. 

In  response  to  an  application  received  late  last  year  from  the  board  of 
health  of  the  town  of  Westborough  with  reference  to  the  condition  of 
Chauncy  Pond  and  the  efficiency  of  the  measures  taken  by  the  authorities 
of  the  Lyman  and  Industrial  Schools  to  prevent  sewage  entering  the  pond, 
the  State  Board  of  Health  caused  the  locality  to  be  examined,  and  found  that 
sewage  from  some  of  the  buildings  of  the  Lyman  and  Industrial  Schools 
was  finding  its  way  in  an  uupurified  state  into  one  of  the  brooks  leading 
into  Chauncy  Pond ;  and  an  examination  has,  in  consequence,  been  made 
of  the  conditions  under  which  Chauncy  Pond  water  is  supplied  for  drinking 
and  other  purposes  in  the  Westborough  Insane  Hospital,  since  the  entire 
supply  of  this  institution  is  now  being  drawn  from  this  pond. 

It  appears  that  for  nearly  all  uses  the  water  is  supplied  in  the  condition 
in  which  it  is  drawn  from  the  pond,  but  a  separate  system  of  pipes  has 
been  installed  in  the  buildings,  through  which  water  which  has  been  heated 
and  subsequently  filtered  is  furnished  for  drinking.  The  drinking  water 
supply  is  drawn  from  the  boiler  which  is  used  to  furnish  hot  water  to  the 
various  wards,  and  it  has  not  been  practicable  to  determine  whether  the 
water  is  boiled  before  being  drawn  for  filtration.  The  water  drawn  from 
the  boiler  is  then  forced  through  a  sand  filter,  apparently  at  a  very  rapid 
rate,  after  which  it  is  supplied  in  the  buildings  for  drinking. 

Bacterial  analyses  of  the  water  before  and  after  passing  through  the  filter 
do  not  show  that  the  filter  effects  a  satisfactory  purification  of  the  water, 
and  the  cliemical  analyses  indicate  that  the  filter  acts  only  as  a  strainer, 
and  removes  a  considerable  amount  of  organic  matter  from  the  water,  if  it 
is  cleaned  and  the  sand  is  I'enewed  frequently.  If  all  of  the  water  supplied 
for  drinking  should  first  be  boiled,  the  danger  of  injury  to  health  on  account 
of  the  polhition  of  the  water  would  be  avoided  ;  but  it  sceins  probable  that 
this  is  not  the  case,  and  the  filter  now  in  use  cannot  be  depended  upon  to 
efficiently  remove  the  dangerous  pollution  from  the  water.  The  chief 
objection  to  the  present  arrangement  for  supplying  water  to  the  hospital,  in 
the  opinion  of  the  Board,  is  the  fact  that  water  taken  directly  from  Chauncy 
Pond,  without  boiling  or  filtration,  is  accessible  for  drinking  in  the  hospital 
and  is  evidently  so  used  at  times,  and  there  are  indications  that  recently 
very  serious  cases  of  illness  have  followed  the  use  of  this  water  for  drinking. 

On  March  30,  1894,  in  response  to  a  request  from  the  superintendent  of 
the  hospital,  asking  whether,  in  the  opinion  of  the  Board,  the  water  of 
Chauncy  Pond  would  be  suitable  for  drinking  and  domestic  purposes  if 
filtered,  the  Board  replied  as  follows :  — 
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The  State  Board  of  Health  has  considered  your  request  as  to  whether  the  water 
of  Chauncy  Pond  woukl  be  suitable  lor  drinking  and  domestic  use  if  filtered,  and 
would  state  that  it  is  a  somewhat  difficult  matter  to  filter  a  water  of  this  character 
in  such  a  manner  as  to  re/ider  it  both  wholesome  and  palatable ;  and  the  Board 
therefore  would  not  advise  the  adoption  of  this  method  of  obtaininjr  a  water  supply 
until  an  examination  made  by  some  competent  engineer  had  shown  that  it  was  not 
feasible  to  obtain  a  more  satisfactory  sujjply  in  some  other  way. 

Should  you  wish  to  proceed  further  in  the  investigations  for  a  water  supply,  the 
Board  will  give  you  such  assistance  as  it  can  in  the  matter. 

The  Board  is  not  informed  as  to  whether  investigations  for  obtaining  a 
satisfactory  water  supply  in  some  other  way  than  by  the  use  of  water  from 
Chauncy  Pond  have  ever  been  made  ;  but  if  not,  the  Board  Avould  again 
urge  that  the  matter  be  taken  up,  and  a  supply  of  water  secured  which  will 
not  only  be  sufficient  for  all  of  the  requirements  of  the  hospital,  but  will 
also  be  of  good  quality  for  drinking  and  other  purposes.  Should  3'ou 
undertake  an  investigation  for  the  improvement  of  your  water  supply,  the 
Board  will,  upon  application,  give  you  such  assistance  as  it  can  in  the 
matter. 

West  Springfield.  An  application  was  received  from  the 
water  commissioners  of  West  Springfield,  Jan.  29,  1901,  for  the 
advice  of  the  Board  relative  to  a  proposed  additional  Avater  supply 
for  thte  town.     The  Board  replied  to  this  application  as  follows  :  — 

M.\RCH  7,  1901. 
The  State  Board  of  Health  received  from  j-ou,  on  Jan.   29,  1901,  an 
application  for  advice  with  reference  to  a  proposed  water  supply  for  West 
Springfield  in  which  you  state :  — 

After  careful  investigation  of  the  available  sources  and  the  town's  needs  and 
financial  condition,  we  have  concluded  that  the  source  known  as  Bear  Hole  Brook 
is  the  most  practicable  if  not  the  only  one  really  available  at  present.  Referring 
to  the  engineers'  report,  Plate  II.,  the  water-shed  of  Bear  Hole  Brook  is  shown  to 
have  an  area  of  3.05  square  miles  above  the  i)oint  where  a  dam  would  be  built  in 
the  future.  Red  line  indicates  the  shed  more  distincth'.  From  the  point  whore 
dam  is  shown  we  would  propose  to  pump  to  a  reservoir  on  high  ground,  5,200 
feet  distant. 

At  this  reservoir  our  distribution  practically  begins.  In  addition  to  the  data 
given  in  the  report,  we  find  that  the  flow  of  the  brook  on  the  day  of  last  summer 
which  marks  the  driest  period  known  in  the  vicinity  was  1,100,000  in  twenty-four 
hours,  and  on  the  day  when  everything  was  frozen  hardest  this  winter  it  was 
1,317,000  per  twenty-four  hours. 

We  feel  sure  that  this  source  is.  under  the  circumstances,  the  best,  and  respect- 
fully request  your  ap])roval  of  it  as  a  supply  for  the  town,  if  you  lind  it  so. 

The  cost  of  the  work  can  be  closely  estimated,  and  is  within  the  means  of  the 
town. 
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The  supply  could  be  immediately  used,  and  the  expense  could  be  proportioned 
very  closely  to  the  growing  demand 

You  also  present  an  outline  of  works  for  taking  water  from  the  ground 
in  the  valley  of  Pond  Brook,  which  you  submit  as  an  alternative  in  case 
the  other  plan,  known  as  the  Bear  Hole  plan,  could  not  be  made  use  of. 

The  report  referred  to  above  is  the  same  as  that  submitted  to  the  Board 
in  connection  with  a  previous  application  made  on  Jan.  5,  1899,  and  the 
only  additional  data  that  is  now  furnished  the  Board  relates  to  observations 
of  the  flow  of  Bear  Hole  Brook  on  two  days. 

In  reply  to  your  previous  application,  the  Board  advised  you  as  follows  :  — 

Your  investigations  and  the  examinations  made  by  the  Board  do  not  show  any 
place  from  which  a  satisfactory  ground-water  supply  can  be  obtained  within  the 
limits  of  AYest  Springfield  ;  but  the  examinations  of  the  Board  have  shown  that  on 
the  western  side  of  the  mountain  range  which  lies  between  West  Springfield  and 
Westfield,  in  the  valley  of  Pond  Brook,  which  forms  the  outlet  of  Hampton  and 
Horse  ponds,  the  conditions  for  obtaining  a  large  quantity  of  water  from  the  ground 
apjoear  to  be  very  favorable,  so  far  as  can  be  judged  from  surface  indications.  If 
investigations  should  show  that  it  is  practicable  to  obtain  an  ample  supply  of  good 
ground  water  from  this  valley,  it  might  be  found  to  be  for  the  best  interests  of  the 
town  to  select  this  source  ;  and  it  is  probable  that  the  cost  of  works  for  supi)lying 
this  water  to  West  Springfield  would  be  less  than  the  cost  of  works  for  developing 
a  supply  from  Bear  Hole  Brook  .  .  .  while  a  much  better  water  could  be  obtained. 

The  Board  has  given  the  question  of  the  best  permanent  source  of  water 
supply  for  West  Springfield  further  careful  consideration,  and  is  unable  to 
see  any  reason  for  changing  its  opinion  expressed  in  the  reply  referred  to 
above. 

It  appears  that,  while  your  present  sources  are  quite  inadequate  to  furnish 
all  the  water  required  by  the  town  in  a  dry  season,  you  have  made  pro- 
vision during  the  past  year  to  utilize  auxiliary  sources,  inclurling  a  con- 
nection with  the  water  works  of  the  city  of  Springfield  ;  and  the  Board  is 
informed  that,  with  reasonable  economy  in  the  use  of  water,  the  available 
sources  are  likely  to  furnish  an  adequate  supply  of  water  for  the  town 
during  the  time  which  will  be  required  for  making  the  necessary  investi- 
gations and  constructing  works  for  taking  a  supply  from  the  source  that 
may  be  selected,  witliout  using  sewage-polluted  water  from  the  Westfield 
River. 

The  Board  would  again  advise  that  you  proceed  without  further  delay  to 
make  the  investigations  in  the  valley  of  Pond  Brook  in  Westfield,  as 
advised  in  its  previous  reply,  a  full  copy  of  which  is  enclosed  herewith. 

Wrentham.  Tlie  ])oard  of  liealth  of  Wrentham  applied  to  the 
State  Board   of  Health  Oct.   15,   1900,   for  advice  relative  to  the 
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quality  of  the  water  supplied  to  a  public  school  building  for  drinking 
purposes.     The  Board  replied  to  this  application  as  follows  :  — 

May  2,  1901. 

In  response  to  your  application  for  advice  as  to  the  quality  of  the  drinking 
water  used  for  supplying  the  public  school  building  in  the  village  of 
Wrentham,  the  Board  has  caused  the  sources  available  for  use  for  drinking 
at  this  building  to  be  examined  by  its  engineer,  and  samples  of  the  water 
to  be  analyzed.  The  source  from  which  the  water  used  for  drinking  is 
usually  taken  is  a  well  located  in  the  rear  of  the  school  building,  from  which 
water  is  obtained  by  a  hand  pump. 

The  results  of  analyses  of  several  samples  of  water  collected  from  the 
well  show  that  the  water  is  clear  and  nearly  colorless  and  odorless,  but  that 
it  has  at  some  time  been  somewhat  polluted  by  sewage,  and  subsequently 
very  well  purified  in  its  passage  through  the  ground  to  the  well.  The 
water  evidently  acts  on  the  iron  pipe  connected  with  the  pump  through 
which  it  is  supplied,  and  water  taken  from  the  pump  generally  contains  a 
considerable  quantity  of  iron. 

In  the  opinion  of  the  Board,  the  water  in  its  present  state  may  be  safely 
used  for  drinking  ;  but  its  condition  should  be  examined  from  time  to  time, 
in  order  that  its  use  may  be  discontinued  if  the  quality  of  the  water 
deteriorates. 

The  principal  source  of  water  supply  to  the  school  building  for  general 
purposes  is  furnished  under  pressure  through  a  galvanized-iron  main  pipe 
from  a  system  of  tubular  wells  located  at  a  straw  factory  in  the  village, 
and  this  water,  distributed  through  lead  pipes,  is  available  for  drinking  at 
several  places  in  the  school  building.  It  appears  that  this  water  is  also 
supplied  to  a  public  drinking  fountain  located  about  half-way  between  the 
factory  and  the  school  building,  and  to  several  dwelling  houses  in  the 
village,  but  the  pipe  to  the  drinking  fountain  is  separate  from  the  pipe  to 
the  school,  and  is  not  coated  with  zinc.  Analyses  of  samples  of  the  water 
collected  from  the  wells  show  that  it  has  been  considerably  polluted  by 
sewage,  but  subsequently  well  purified  in  its  passage  through  the  ground 
before  entering  the  wells.  The  analyses  of  samples  of  water  from  a  storage 
tank  at  the  factory  and  from  the  drinking  fountain  did  not  dilTer  materially 
from  the  analyses  of  the  water  as  drawn  from  the  wells  in  the  factory ;  but 
samples  collected  from  the  school  building  show  upon  analysis  that  the 
character  of  the  water  changes  materially  in  the  zinc-coated  pipe,  and  that 
a  large  quantity  of  zinc  is  taken  up  by  the  water  in  its  passage  from  the 
factory  to  the  school. 

The  Board  considers  this  water  as  at  present  supplied  to  the  school 
buildings  unsuital)le  for  drinking;  and  if  this  supj^ly  is  to  be  retained,  the 
galvanized-iron  and  lead  pijies  through  which  it  is  now  supplied  should  be 
replaced  by  pipes  of  a  material  which  will  not  be  attacked  by  the  water. 
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As  in  the  case  of  the  water  of  the  well  at  the  school  building,  the  quality 
of  this  water  is  liable  to  deteriorate  if  there  should  be  an  increase  in  the 
sources  of  pollution  in  its  neighborhood ;  and  the  Board  would  advise  that, 
if  its  use  is  continued,  its  condition  be  examined  from  time  to  time,  in 
order  that  any  deterioration  may  be  detected,  and  the  use  of  the  water 
prevented  if  necessary. 

Sewerage  and  Sewage  Disposal. 

The  following  is  the  substance  of  the  action  of  the  Board  during 
1901  in  reply  to  applications  for  the  advice  of  the  Board  relative  to 
sewerage  and  sewage  disposal,  under  chapter  375  of  the  Acts  of 
1888,  or  for  the  approval  of  sewerage  systems  or  the  taking  of  land 
for  sewage  disposal,  under  other  acts  :  — 

A^iESBUKY.  An  application  was  received  April  11,  1901,  from 
the  sewer  committee  of  Amesbury,  for  the  advice  of  the  Board 
relative  to  a  proposed  system  of  sewerage  for  the  town.  The  Board 
replied  to  this  application  as  follows  :  — 

June  10,  1901. 
The  State  Board  of  Health  received,  on  April  11,  an  application  for 
advice  with  reference  to  a  proposed  system  of  sewerage  and  sewage  dis- 
posal for  the  town  of  Amesbur}^,  containing  the  following  outline  of  your 
proposed  plans :  — 

The  proposed  system  is  to  be  constructed  as  a  separate  system,  except  that  the 
sewers  already  built,  as  a  combined  system,  will  be  connectefl  with  the  proposed 
system.  The  new  outlet  sewer  will  be  built  of  such  a  size  as  to  take  all  the  house 
sewage  and  a  small  part  of  the  storm  flow.  Storm  water  overflows  will  be  pro- 
vided through  the  old  outlets  for  use  only  during  storms  which  deliver  more  than 
the  proposed  outlet  can  carry.  The  main  part  of  the  town  will  drain  into  the 
Merrimack  River,'  through  a  sewer  to  be  laid  in  the  valley  of  the  Powow  River. 
The  discharge  will  be  into  deep  water  in  the  Merrimack  River,  by  means"  of  an  iron 
pipe.  Providing  the  State  Board  of  Health  approves,  a  temporary  outlet  will  be 
made  into  the  Powow  River  at  or  near  Patten  s  Rrook. 

A  second  outlet,  to  provide  for  the  so-called  Rocky  Hill  and  Point  districts,  will 
he  made  into  tlie  Merrimack  River,  in  the  same  manner  as  already  descril)cd  for  the 
main  village.  This  outlet  is  at  a  point  in  the  Merrimack  River  below  the  outlet  of 
the  Powow  River. 

A  third  outlet  into  the  Merrimack  River  will  be  made,  as  above  described,  for  a 
small  distri(;t  at  the  hat  factory. 

The  jjroposed  sy.stem  will  provide  for  all  parts  of  (he  village  which  will  be 
likely  to  need  sewers  for  a  numljcr  of  years. 

Subsequently  plans  and  a  report  describing  the  proposed  system  of 
sewerage  were  submitted  by  your  engineers,  Messrs.  ArcClintock  and  Wood- 
fall,     'i'lie  plans  provide  for  a  system  of  sewerage  for  the  main  village  of 
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Amesbury,  to  be  constructed  upon  the  separate  plan,  -which  will  collect 
the  sewage  in  a  main  sewer,  beginning  near  the  head  of  tide  water  on  the 
westerly  side  of  the  Powow  River,  and  extending  along  the  westerly  bank 
of  this  river  across  Patten's  Brook  to  the  Merrimack  River,  into  which  it  is 
proposed  to  discharge  the  sewage  in  a  small  baj'  just  above  the  coal  wharf 
on  the  westerly  side  of  the  mouth  of  the  Powow  River. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer,  and 
has  considered  the  plans  and  report  submitted.  The  plan  for  collecting 
and  conveying  the  sewage  to  the  Merrimack  River  appears  to  provide  for 
all  districts  of  the  town  which  are  at  present  in  need  of  sewerage,  and  the 
sizes  of  the  sewers  are  sufficient  to  allow  for  a  considerable  increase  in  the 
population  in  the  future. 

The  locations  of  the  proposed  overflows  or  outlets  for  mingled  sewage 
and  storm  water  from  the  present  sewers  which  are  constructed  upon  the 
combined  plan  are  not  shown ;  but  it  is  evident,  from  the  general  location 
of  these  sewers,  that  the  mingled  sewage  and  storm  water  will  be  discharged 
into  water  courses  in  the  midst  of  the  village,  — a  method  of  disposal  which 
it  is  very  important  to  avoid,  and  which  the  proposed  new  system  of 
sewerage  should  make  wholly  unnecessary  ;  and  the  Board  would  advise 
that  before  the  construction  of  the  system  a  careful  study  be  made,  to 
determine  whether  it  is  not  practicable  to  largely,  if  not  wholly,  separate 
this  sewage  from  the  storm  water  in  the  beginning,  since  the  storm  water, 
if  unpolluted  by  sewage,  may  be  discharged  into  the  most  convenient  water 
courses. 

The  proposed  plan  of  disposing  of  the  sewage  by  discharging  it  into  the 
Merrimack  River  is  a  reasonable  one  to  adopt  in  this  case  at  the  present 
time.  If  it  shall  become  necessary  to  purify  the  sewage  at  some  future 
time,  as  may  be  the  case,  works  can  be  constructed  on  available  lands  at 
no  great  distance  from  the  proposed  outlet.  It  is  very  important,  in  the 
opinion  of  the  Board,  that,  in  discharging  the  sewage  into  the  Merrimack 
River,  the  sewage  be  conveyed  into  the  current  of  the  river,  and  to  some 
point  from  which  it  is  not  likely  to  be  carried  back  upon  the  shore,  at  least 
until  after  it  has  become  so  thoroughly  diluted  with  the  water  of  the  river 
that  it  cannot  be  detected  ;  and  the  Board  would  advise  that,  before  an 
outlet  is  definitely  selected,  observations  of  the  currents  be  made  by  means 
of  floats,  to  determine  the  most  favorable  point  of  discharge. 

You  also  request  advice  as  to  a  temporary  outlet  for  the  main  sewer  into 
the  Powow  River  near  the  mouth  of  Patten's  Brook.  The  Powow  River 
from  the  lower  portion  of  the  village  of  Amesbur}'  to  the  Merrimack  River 
is  a  tidal  stream,  the  main  channel  of  which  has  recently  been  widened  and 
deepened,  but  considerable  areas  of  flats  are  exposed  outside  of  the  channel 
at  times  of  low  water.  The  eui-rent  of  the  river  runs  in  different  directions 
as  the  tide  el)\)s  and  flows,  and  if  sewage  should  bo  discharged  into  the 
i^tream  at  Patten's  Brook,  the   lieavier  portions  would  bo  likely  to  settle 
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upon  the  flats  above  aiul  below  the  outlet,  where  they  would  be  alternately 
exposed  to  the  air  and  covered  with  water,  and  in  their  decomposition 
would  create  a  very  serious  nuisance.  The  Board,  therefore,  does  not 
advise  the  dischai'ge  of  the  sewage  at  this  place.  It  is  possible  that  daring 
the  construction  of  the  system,  before  any  considerable  quantit}'  of  sewage 
has  been  diverted  into  the  proposed  main  sewer  and  its  tributaries,  an  outlet 
might  temporarily  be  made  at  Patten's  Brook  ;  but,  if  so,  it  should  be  only 
for  temporary  use,  and  should  be  discontinued  when  any  considerable 
quantity  of  sewage  is  brought  there  by  the  main  sewer. 

Barxstable  (State  Normal  School  at  Hyannis) .  The  State  Board 
of  Health  received  from  the  principal  of  the  State  Normal  School  at 
Hyaunis,  Dec.  26,  1900,  an  application  for  the  advice  of  the  Board 
with  reference  to  a  proposed  new  location  of  the  sewage  filtration 
beds  for  the  normal  school,  accompanied  with  a  plan  of  the  location. 
The  Board  replied  to  this  application  as  follows  :  — 

Feb.  7,  1901. 

The  location  now  selected  appears  to  be  as  remote  from  dwelling  houses 
in  the  neighborhood  as  it  is  practicable  to  place  it  without  carrying  the 
sewage  across  the  meadows  in  the  rear  of  the  school  to  lands  now  used  for 
other  purposes ;  and,  in  the  opinion  of  the  Board,  if  a  sufficient  area  of 
filters  shall  be  constructed  at  this  place,  in  the  manner  suggested  in  a  pre- 
vious communication  of  the  Board,  dated  Dec.  6,  1900,  it  is  not  likely  that 
odors  from  the  sewage  will  be  noticeable  at  any  of  the  houses  in  the 
neighborhood. 

It  is  evident,  as  stated  in  a  previous  reply,  that  the  sewage  decomposes 
and  putrefies  to  a  considerable  extent  on  account  of  the  long  time  it  remains 
in  the  cesspool,  causing  the  sewage  to  have  a  much  stronger  odor  as  it  leaves 
the  cesspool  than  would  be  the  case  if  the  cesspool  were  much  smaller  in 
proportion  to  the  quantity  of  sewage.  It  is  desirable  that  the  sewage 
should  be  brought  to  the  filters  at  as  high  a  level  as  is  practicable,  so  that 
as  large  an  area  of  land  may  be  made  available  as  is  practicable,  and  allow 
for  future  extensions  to  the  filters.  A  considerable  saving  in  grade  could 
be  made  by  conveying  the  sewage  to  the  filtration  area  now  proposed  by  a 
more  direct  line  than  can  be  ol)taiiied  by  passing  it  through  the  present 
cesspool,  and  by  providing  a  tank  of  smaller  depth. 

The  Board  would  suggest  that  the  works  be  laid  out  and  constructed 
under  the  direction  of  an  engineer,  since  it  is  very  important,  in  order  to 
secure  a  successful  operation  of  the  filters,  that  tlie  distributing  pipes  be 
laid  to  proper  lines  and  grades,  and  that  suitable  care  be  taken  to  keep 
sand  and  gravel,  and  other  substances  which  would  tend  to  clog  them,  out 
of  the  pipes,  and  at  the  same  tiuje  afford  as  free  a  passage  for  the  sewage 
as  is  practicable. 
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Barnstable  (State  Normal  School  at  Hyannis).  An  application 
was  received  from  the  State  Board  of  Education,  May  7,  1901,  for 
the  advice  of  the  State  Board  of  Health  relative  to  certain  plans  for 
a  new  system  of  sewage  disposal  at  the  State  Normal  School  at 
Hyannis.     The  Board  replied  to  this  application  as  follows  :  — 

May  8,  1901. 

The  State  Board  of  Health  received  from  you,  on  May  7,  1901,  au  appli- 
catiou  submitting  proposed  plans  for  a  sewage-disposal  system  at  the  State 
Normal  School  at  Hyannis,  with  a  request  for  the  advice  of  the  Board  as 
to  their  probable  efficiency  in  disposing  of  the  sewage.  The  plan  accom- 
panying the  application  provides  for  a  new  sewer,  to  begin  at  a  man-hole 
on  the  old  sewer  about  160  feet  above  the  cesspool,  and  follow  approxi- 
mately the  old  sewer  line  to  a  storage  tank  to  be  constructed  not  far  from 
the  present  cesspool.  From  this  resei^voir  the  sewage  is  to  be  discharged 
automatically  by  a  siphon  into  an  8-inch  pipe,  about  250  feet  long,  through 
which  it  will  flow  to  the  filtration  area. 

The  filtration  area,  as  indicated  on  the  plan,  will  consist  of  three  filter 
beds,  having  a  total  area  of  4,200  feet ;  and  it  is  proposed  to  distribute  the 
sewage  upon  these  beds  through  pipes  6  inches  in  diameter,  laid  3  feet 
apart  and  2  feet  beneath  the  surface  of  the  beds.  The  soil  at  the  place 
where  it  is  proposed  to  locate  the  filter  beds  appears,  from  the  excavations 
that  have  been  made,  to  be  of  excellent  quality  for  sewage-disposal  pur- 
poses, and  no  underdraius  are  deemed  necessary. 

The  plan  is  substantially  that  recommended  in  recent  communications  of 
the  Board  to  the  principal  of  the  school.  The  proposed  reservoir  for  storing 
the  sewage  has  a  capacity  of  about  1,100  gallons,  apparently  about  one- 
third  of  the  total  daily  flow  of  sewage.  It  would  be  better  to  make  the 
tank  of  smaller  capacity,  iu  order  that  sewage  may  be  discharged  at  shorter 
intervals  into  the  subsurface  disposal  pipes,  and  the  Board  would  recom- 
mend that  the  capacity  of  this  tank  be  reduced  to  about  half  the  capacity 
now  proposed.  The  details  of  the  tank  are  not  presented,  but  it  will  be 
necessary  to  provide  some  means  for  intercepting  such  objects  as  may  teud 
to  clog  the  pipes  iu  the  filter  beds.  With  the  exception  of  the  size  of  the 
tank,  the  plan  is,  in  the  opinion  of  the  Board,  a  suitable  oue  for  the  dis- 
posal of  the  sewage  of  the  school ;  and  if  sewage  is  distributed  inter- 
mittently, using  each  of  the  three  beds  in  rotation,  it  is  likely  that  this 
filtration  area  will  dispose  of  the  sewage  of  the  school  satisfactorily,  if  the 
pipes  are  relaid  whenever  they  become  clogged. 

BiLLERiCA.  An  application  was  received  Sept.  16,  1901,  from 
the  treasurer  of  the  Talbot  Mills,  for  the  advice  of  the  Board  relative 
to  a  proposed  system  of  sewaixe  disposal  for  the  village  of  North 
Billerica.     The  Board  replied  to  this  application  as  follows  :  — 
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Oct.  3,  1901. 

The  State  Board  of  Health  received  from  you,  on  Sept.  16,  1901,  an 
application  for  advice  with  reference  to  a  proposed  sj'stem  of  sewerage  and 
sewage  disposal  for  the  village  of  North  Billerica,  accompanied  by  plans 
showing  the  location  and  grades  of  the  proposed  main  sewers,  and  by  plans 
of  proposed  filter  beds  for  the  disposal  of  the  sewage.  The  plans  provide 
for  collecting  the  sewage  in  a  system  of  pipe  sewers,  through  which  it  will 
be  conveyed  to  a  filtration  area  which  it  is  proposed  to  construct  upon  low 
land  about  a  quarter  of  a  mile  north  of  the  central  portion  of  the  village 
and  500  feet  east  of  Lowell  Street,  near  the  Concord  River,  where  it  is  pro- 
posed to  purify  the  sewage  by  intermittent  filtration.  Three  filter  beds 
are  indicated  on  the  plan,  having  an  aggregate  area  of  about  half  an  acre. 
The  laud  at  this  place  being  but  little  above  the  ordinary  level  of  the  water 
in  the  river,  the  proposed  filter  beds  are  to  be  constructed  artificially,  of 
sand  to  be  brought  here  for  the  purpose. 

The  Board  has  caused  the  locality  to  be  examined,  by  its  engineer,  and 
has  carefully  examined  the  plan  submitted.  The  sj'stem  appears  to  pro- 
vide adequately  for  the  portions  of  the  village  which  it  is  designed  to  serve, 
and  the  sewers  are  of  sufficient  size  to  allow  for  a  considerable  increase  in 
population  in  the  future.  It  is  apparently  necessary'  to  omit  from  this  plan 
two  or  three  houses  not  under  control  of  the  Talbot  Mills  Corporation, 
which  are  at  too  low  a  level  to  be  served  b}''  the  proposed  sewers,  and  it  is 
probable  that  suitable  provision  for  the  disposal  of  the  sewage  of  these 
houses  can  be  made  in  some  other  way.  The  plans  do  not  provide  for  dis- 
charging the  sewage  of  the  mills  or  the  manufacturing  wastes  from  these 
mills  into  the  sewers.  The  disposal  of  the  manufacturing  wastes  from  the 
mills  in  connection  with  the  present  system  would  be  impracticable  without 
previous  treatment  of  these  wastes ;  but  it  is  important,  in  the  opinion  of 
the  Board,  that  the  sewage  proper  from  the  mills  be  discharged  into  these 
sewers  and  kept  out  of  the  river. 

The  proposed  plan  for  purifying  the  sewage  is  a  satisfactory  one,  and 
filters  built  in  accordance  with  the  plans  outlined  will  provide  for  the  dis- 
posal of  the  sewage  of  the  village,  including  tiie  sewage  of  the  mills,  for 
several  years,  and  can  be  enlarged  to  meet  future  needs  as  may  be  required. 

In  the  opinion  of  the  Board,  the  plans,  as  a  whole,  are  well  adapted  for 
the  collection  and  disposal  of  the  sewage  of  North  Billerica. 

The  Board  would  suggest  tliat,  if  it  is  feasible,  the  filters  be  placed  at  a 
somewhat  greater  distance  from  the  Lowell  road  than  shown  upon  the  plan, 
in  order  to  carry  tliem  farther  away  from  habitable  land. 

Boston  (Hospital  for  Crippled  Children).  An  application  was 
received  Oct.  1(5,  1901,  from  Mr.  Cliarles  Bri<(]iam,  acting  for  Mr. 
A.  C.  Barrage,  for  the  advice  of  the  Board  relative  to  a  proposed 
plan  of  disposing  of  the  sewage  of  a  hospital,  to  be  built  on  Bumkin 
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Island  in  Boston  harbor,  by  an  outlet  into  the  main  channel,  below 
low  water.     The  Board  replied  to  this  application  as  follows  :  — 

Nov.  7,  1901. 

The  State  Board  of  Health  has  considered  your  application,  made  in 
behalf  of  Mr.  A.  C.  Burrage,  for  advice  as  to  the  disposal  of  the  sewage 
from  a  hospital  for  crippled  children,  to  be  built  on  Bumkin  Island  in  Boston 
harbor,  in  which  you  state  that  it  is  proposed  to  build  a  sewer  from  the 
shore  on  the  north-west  side  of  the  island  from  mean  low  water  into  what 
is  called  the  main  ship  channel.  It  appears  that  the  proposed  hospital  will 
provide  at  present  for  about  150  persons  in  all. 

The  Board  has  examined  the  circumstances,  and  is  of  the  opinion  that 
the  sewage  of  the  proposed  hospital  may  safely  be  discharged  into  the 
waters  of  Hingham  Bay,  on  the  north-west  side  of  Bumkin  Island  and  near 
the  north-easterly  side  of  the  main  channel  in  this  bay,  at  all  stages  of  the 
tide  as  proposed,  provided  that  the  outlet  be  carried  out  as  much  as  100 
feet  from  the  shore  at  low  tide,  so  that  there  will  be  a  considerable  width 
of  water  between  the  outlet  and  the  shore.  The  Board  would  advise  that 
the  sewage  be  passed  through  a  suitable  tank,  having,  in  the  beginning,  a 
capacity  of  about  20,000  gallons,  with  the  outlet  so  arranged  that  floating 
matters  from  the  sewage  will  be  retained  in  the  tank. 

Brookline.  The  board  of  health  of  Brookline  applied  to  the 
State  Board  of  Health  Aug.  23,  1901,  for  advice  relative  to  the  dis- 
posal of  the  sewage  of  new  hospitals  for  contagious  diseases.  The 
Board  replied  to  this  application  as  follows  :  — 

Oct.  3,  1901. 

The  State  Board  of  Health  received  from  you,  on  Aug.  26,  1901,  an 
application  for  advice  with  reference  to  a  proposed  system  of  sewage  dis- 
posal for  hospitals  for  contagious  diseases,  now  under  construction  in 
Brookline,  and  subsequently  plans  were  submitted  by  the  town  engineer, 
showing  a  proposed  method  of  collecting  and  disposing  of  the  sewage. 

The  plans  provide  for  collecting  the  sewage  in  a  settling  tank,  from  which 
it  will  overflow  into  flush  tanks,  and  thence  be  discharged  upon  the  sui-faces 
of  coke  filter  beds  5  feet  in  depth.  The  eflluent  from  the  filter  beds  will 
discharge  into  a  swamp. 

Information  furnished  by  you  indicates  that  a  maximum  population  of 
about  70  may  be  expected  in  the  various  hospitals,  though  usually  the 
number  will  be  much  smaller.  On  account  of  the  probable  fluctuations  iu 
population  at  the  institution,  the  works  have  been  so  designed  that  when 
the  population  is  at  the  minimum  only  a  single  small  flush  tank  will  be 
in  use. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer,  and 
has  considered  the  plans  and  information  submitted.     The  circumstances 
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appear  to  be  such  that  it  is  necessary  to  purifj'  tlie  sewage  in  the  neighbor- 
hood of  the  buildings,  and  the  plan  submitted  is,  in  the  opinion  of  the 
Board,  -well  adapted  to  the  purpose.  There  will  be  an  advantage  in  so 
arranging  the  collecting  and  settling  tank  that  a  pipe  may  be  provided 
whereby  the  liquid  in  this  tank  may  be  discharged  upon  the  filter  beds  when 
the  tank  is  being  drawn  off  in  order  to  clean  it  out.  It  is  also  suggested 
that  one  of  the  coke  beds  be  divided  into  two  portions,  so  that  when  the 
population  of  the  institution  is  near  the  minimum  and  the  small  flush  tank 
only  is  in  use,  a  better  distribution  of  the  sewage  can  be  obtained  by  dis- 
charging a  larger  quantity  in  proportion  to  the  area  of  the  bed  than  would 
now  be  possible. 

It  is  possible  that,  if  considerable  quantities  of  disinfectauts,  such  as 
corrosive  sublimate,  are  used  in  the  hospital,  they  will  prevent  the  successful 
operation  of  the  filters  ;  and,  should  it  be  found  that  the  use  of  such 
disinfectants  is  having  an  unfavorable  effect  upon  the  filters,  some  means 
must  be  provided  for  preventing  diflScult}'^  from  this  cause. 

Dedhaivi.  The  sewer  commissioners  of  Dedham  applied  to  the 
State  Board  of  Health  Feb.  2,  1901,  for  advice  relative  to  a  proposed 
system  of  sewerage  for  the  town.  The  Board  replied  to  this  appli- 
cation as  follows  :  — 

March  7,  1901. 
The  State  Board  of  Health  received  from  you,  on  Feb.  2,  1901,  an  appli- 
cation for  advice  with  reference  to  a  proposed  system  of  sewerage  for  the 
town  of  Dedham,  in  which  your  proposed  plans  are  outlined  as  follows :  — 

The  sewerage  system  is  to  connect  with  the  Neponset  valley  sewer  of  the  metro- 
jjolitan  system  at  three  separate  outlets  Irom  the  local  sewers. 

The  accompanying  plan  and  report,  prepared  by  E.  Worthington,  C.E.,  embraces 
the  present  construction  ])roposed  and  the  outlines  of  future  extensions. 

No  overflows  are  provided.  Sewage  matter  only  is  to  be  admitted,  and  the 
"separate  system,"  so  called,  is  to  be  followed. 

A  jjortion  of  Dedhams  territory,  including  what  is  now  Westwood,  has  been 
excluded  from  assessment  on  the  metropolitan  system,  as  it  does  not  drain  into  the 
metropolitan  sewer. 

The  aijplication  was  accompanied  by  the  report  and  plan  of  your  engi- 
neer, showing  the  location  of  the  proposed  sewers  and  tiie  proposed  con- 
nections with  the  metropolitan  system.  The  plan  [)rovides  for  the  sewerage 
of  all  the  portions  of  the  town  which  appear  to  be  in  need  of  sewerage  at 
the  present  time  ;  and,  since  it  is  expressly  provided  that  there  shall  be  no 
overflows  either  at  connections  with  the  metropolitan  sewer  or  elsewhere  in 
the  system  through  which  sewage  can  be  discharged,  the  plan  appears  to 
provide  adequately  for  preventing  the  pollution  of  any  stream  or  water 
course. 
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The  Board  is  of  the  opinion  that  the  plan  is  an  appropriate  one  for  the 
sewerage  of  the  town  of  Dedham. 

FiTCHBUKG.  An  application  was  received  Feb.  1,  1901,  from  the 
special  commission  on  sewage  disposal  of  Fitchburg,  for  the  advice 
of  the  Board  as  to  a  proposed  system  of  sewage  disposal  for  the 
city.     The  Board  replied  to  this  application  as  follows  :  — 

June  6,  1901. 

The  State  Board  of  Health  received  from  you,  on  Feb.  1,  1901,  an  appli- 
cation for  advice  with  reference  to  a  proposed  system  of  sewage  disposal 
for  the  city  of  Fitchburg,  in  which  you  state  that  it  is  proposed  to  construct 
a  main  trunk  sewer  6  miles  in  length  to  intercept  the  sewage  now  flowing 
into  the  river  at  Fitchburg  and  to  convey  it  to  some  form  of  disposal  works  ; 
and  you  especially  request  advice  as  to  the  disposal  of  mill  wastes  now 
being  discharged  into  the  stream.  Subsequeutlj',  plans  and  a  report  were 
submitted  by  j'our  engineer,  Mr.  Freeman  C.  Coffin  of  Boston,  describing 
proposed  works  for  the  collection  and  disposal  of  the  sewage  of  the  city, 
including  manufacturing  wastes. 

The  plans  submitted  provide  in  general  for  the  collection  of  all  of  the 
sewage  and  mill  wastes,  excepting  the  wastes  from  the  pager  mills,  in  a 
main  sewer  beginning  at  the  upper  end  of  the  city  and  following  approxi- 
mately the  course  of  the  river  to  an  outlet  upon  a  proposed  sewage-disposal 
area  lying  just  south  of  the  Fitchburg  Railroad  and  contiguous  to  the  town 
of  Leominster,  where  it  is  proposed  to  dispose  of  the  sewage  by  inter- 
mittent filtration  through  prepared  filter  beds  of  sand  and  gravel.  It  is 
proposed  to  provide  strainer  beds  for  cleansing  the  wastes  from  the  paper 
mills  in  the  neighborhood  of  the  mills  where  convenient  sites  for  such 
strainers  are  found,  and  to  discharge  the  water  after  purification  in  this 
way  into  the  river  at  convenient  points.  The  plans  submitted  provide  for 
eight  sets  of  these  strainer  beds  for  the  twelve  paper  mills,  it  having  been 
found  practicable  and  desirable  in  some  cases  to  combine  the  wastes  of  two 
paper  mills  at  one  place  for  purification.  The  plans  also  provide  for 
remodelling  the  present  sewerage  system  of  the  city,  and  separating  the 
sewage  from  the  storm  water.  At  the  filtration  area  the  plans  show  40  acres 
of  filter  beds  which  are  intended  to  meet  present  requirements  as  to  sewage 
disposal  after  the  proposed  works  are  completed,  and  other  lands  are 
available  for  extensions  when  necessary. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer,  and 
has  carefully  considered  the  plans  and  report  submitted  and  has  investigated 
the  character  of  the  various  mill  wastes  now  discharged  into  the  river. 

The  results  of  the  examinations  of  the  paper  mill  wastes  and  of  experi- 
ments made  by  the  Board  in  previous  years  upon  the  disposal  of  such  wastes 
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indicate  that  they  can  be  satisfactorily  purified  in  the  manner  proposed,  and 
the  strainer  beds  appear  to  be  of  ample  capacity  for  present  needs,  and 
are  conveniently  located  for  the  purpose  for  which  they  are  to  be  used. 

The  results  of  examinations  of  the  wastes  from  the  woollen  mills,  and  the 
experience  with  the  disposal  of  wastes  from  other  woollen  mills  in  which 
the  processes  carried  on  are  similar  to  those  employed  in  the  mills  at  Fitch- 
burg,  have  shown  that  the  most  satisfactory  method  of  disposing  of  these 
wastes  will  be  in  connection  with  the  ordinary'  sewage  of  the  city ;  but  it  is 
desirable  that  settling  tanks  be  provided  at  the  mills  for  some  of  these 
wastes,  to  remove  the  matters  which  might  tend  to  cause  trouble  in  the 
sewers  and  at  the  disposal  works.  The  quantity  of  water  used  in  some  of 
the  processes  in  some  of  these  mills  appears  to  be  much  larger  than  is 
necessary,  and  it  is  desirable  that  the  quantity  be  reduced  as  much  as 
practicable. 

The  separation  of  the  storm  water  from  the  sewage  is  one  of  the  most 
important  features  of  the  proposed  plan,  and  should  be  carried  out  as  soon 
as  possible.  The  storm  water  can  be  disposed  of  satisfactorily  into  the 
river  or  into  local  water  courses  if  unpolluted  by  sewage.  It  is  impracticable 
to  construct  all  of  the  drains  and  sewers  needed  for  the  separation  of  the 
sewage  from  the  storm  water  in  the  beginning,  and  it  will  be  necessary  to 
provide  temporary  storm  overflows  for  the  disposal  of  the  excessive  flow  of 
sewage  and  storm  water  at  times  of  rain  and  melting  snow. 

The  filtration  area  is  well  located  for  the  purpose,  and  contains  soil 
very  well  adapted  to  the  purification  of  sewage  by  intermittent  filtration. 
Excellent  filter  beds  can  be  constructed  at  this  place,  which  will  provide 
adequately  for  the  purification  of  the  sewage  for  the  present  and  for  several 
years  in  the  future,  and  the  area  can  be  enlarged  as  may  be  required.  It 
is  possible  that  further  investigations  may  show  that  a  saving  in  cost  of 
disposal  can  be  effected  b}'  a  preliminary  treatment  of  the  sewage  for  the 
removal  of  solid  matters. 

The  plan  in  general  is,  in  the  opinion  of  the  Board,  an  appropriate  and 
satisfactory  one  for  the  collection  and  disposal  of  tlie  sewage  and  manu- 
facturing wastes  of  the  city  of  Fitchburg,  and,  if  carried  out  as  proposed, 
will  provide  efficiently  for  the  prevention  of  the  further  pollution  of  the 
north  branch  of  the  Nashua  River  in  Fitchburg,  and  its  restoration  to  a 
satisfactory  sanitary  condition  there. 

Franklin.  An  application  was  received  April  4,  1901,  from  the 
selectmen  of  Franklin,  for  the  approval  of  the  Board  of  the  purchase 
and  taking  of  certain  land  in  the  town  of  Franklin  for  the  purpose 
of  purification  and  disposal  of  sewage,  under  the  provisions  of  chapter 
124  of  the  Acts  of  1890.     After  due  notice  a  hearinir  was  held  at  the 


No.  34.]        ADVICE   TO    CITIES   AND   TOWNS.  69 

oflSce  of  the  Board,  May  2,  1901,  but  no  one  appeared  in  opposition 
to  the  proposed  purchase  and  taking  of  land,  and  the  Board  approved 
the  same,  as  stated  in  the  following  reply  :  — 

May  2,  1901. 
Ill  response  to  your  request  for  the  approval  by  the  State  Board  of  Health 
of  ihe  purchase  or  taking  of  a  certain  piece  or  parcel  of  land  in  the  town  of 
P\-ankliu,  near  Timnah  Brook,  the  Board  gave  notice  that  a  public  hearing 
upon  the  matter  would  be  given  at  its  office  on  May  2,  1901,  under  the 
provisions  of  chapter  124  of  the  Acts  of  1890.  At  this  hearing  no  person 
appeared  to  oppose  the  purchase  or  taking  of  the  land  referred  to  for 
sewage-clisposal  purposes  ;  and  the  Board  hereby  approves  the  purchase  or 
taking  by  the  town  of  Franklin,  for  the  purification  and  disposal  of  a 
portion  of  the  sewage  of  the  said  town,  of  land  on  the  south-westerly  side 
of  the  New  York,  New  Haven  &  Hartford  Railroad,  near  Timnah  Brook, 
about  half  a  mile  north-east  of  the  place  where  it  is  crossed  by  Central 
Street  in  Franklin,  the  land  being  bounded  and  described  as  follows  :  — 

Beginning  at  a  stone  bound  at  the  north-westerly  corner  of  said  land  and  land 
of  the  New  England  Railroad  Company,  and  thence  running  north-easterly  on 
land  of  said  railroad  company,  nine  hundred  and  forty -two  (942)  feet  to  a  bound 
at  land  of  the  heirs  of  Joseph  G.  Ray ;  thence  easterly  on  said  land  of  said  heirs, 
forty-six  and  two-tenths  (46.2)  feet,  more  or  less,  to  the  end  of  an  old  dam ;  thence 
easterly  on  the  northerly  line  of  said  old  dam  and  on  land  of  said  heirs  to  a  stone 
bound  on  the  shore  of  the  pond  ;  thence  on  other  land  of  this  grantor  south  59° 
41'  30"  west,  one  thousand  four  hundred  and  forty-seven  and  fifty-three  one  hun- 
dredths (1,447.53)  feet  to  a  stone  bound  ;  thence  north  30°  18'  30"  west,  three  hun- 
dred and  forty- eight  (348)  feet  to  the  point  of  beginning. 

The  Board,  after  approving  the  purchase  and  taking  of  the  afore- 
said land  in  Franklin,  sent  the  following  communication  to  the 
selectmen  of  that  town  on  the  same  day  :  — 

The  Board  would  respectfully  call  your  attention  to  the  fact  that  the 
successful  disposal  of  sewage  upon  the  land,  the  purchase  or  taking  of 
which  has  been  approved  by  this  Board  in  another  communication  of  the 
same  date  with  this  letter,  depends  largely  upon  the  proper  preparation 
of  these  lands  for  the  purpose.  When  the  plans  showing  the  method  of 
preparing  this  land  for  the  p^irifieation  and  disposal  of  the  sewage  are  com- 
pleted, the  Board  is  of  the  opinion  that  they  should  be  submitted  to  the 
Board  for  its  advice,  under  the  provisions  of  chapter  375  of  the  Acts  of 
1888. 

Frankxin.  The  selectmen  of  Franklin  applied  to  the  Board  July 
5,  1901,  for  its  advice  relative  to  a  proposed  plan  of  sewage  dis- 
posal for  the  town.  The  Board  replied  to  this  application  as 
follows  :  — 
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July  26, 1901. 

The  State  Board  of  Health  received  from  you,  on  July  6,  1901,  an  appli- 
cation giving  notice  of  your  intention  to  introduce  a  system  of  sewerage  in 
the  town  of  Franklin,  and  requesting  the  advice  of  the  Board  as  to  a  pro- 
posed method  of  disposing  of  the  sewage,  shown  on  a  plan  submitted. 

The  plan  provides  for  continuing  the  present  sewer  on  the  southerly  side 
of  the  railroad  through  land  already  under  tlie  control  of  the  town  to  the 
filtration  area  approved  b}'  this  Board  upon  May  2  last,  where  the  sewage 
is  to  be  purified  by  filtration  upon  four  filter  beds,  having  an  aggregate 
area  of  about  72,000  square  feet.  These  filter  beds  are  to  be  located 
partly  on  the  higher  land  of  the  filtration  area  and  partly  on  the  low  meadow 
land  by  using  soil  from  the  higher  lands. 

It  appears  that  it  is  proposed  to  construct  underdrains  in  the  filter  beds 
upon  the  lower  lauds,  using  the  large  stones  found  in  the  material  of  which 
the  filter  beds  are  to  be  built,  and  that  the  depth  of  sand  over  the  under- 
drains is  to  be  only  1  foot. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  engineers, 
and  has  carefully  considered  the  plans  submitted.  The  proposed  area  of 
filter  beds  is  ample  for  the  disposal  of  all  of  the  sewage  flowing  from  the 
main  sewer  at  present,  and  for  the  disposal  of  the  sewage  of  the  academy 
and  other  buildings  now  discharged  on  the  north  side  of  the  railroad,  where 
there  is  a  very  serious  nuisance. 

In  extending  the  sewer  to  the  filtration  area,  the  slope  of  the  sewer  may 
be  made  less  than  is  now  proposed,  and  the  cost  of  the  preparation  of  filter 
beds  on  the  higher  portions  of  the  area  will  thereby  be  reduced. 

The  character  of  the  filtering  material,  judging  from  the  test  pits  at  the 
proposed  filtration  area,  is  excellent  for  sewage-disposal  purposes,  and  it 
is  not  probable  that  underdrains  will  be  needed  in  the  filters  to  be  located 
on  the  higher  lands.  The  proposed  plan  for  filters  on  the  lower  lands  which 
provides  for  a  depth  of  only  1  foot  of  sand  over  tlic  underdrains  is  not  a 
proper  one,  and  the  Board  would  advise  that  the  depth  of  filtering  material 
over  the  tops  of  the  underdrains  be  made  at  least  4  feet. 

On  account  of  the  coarseness  of  the  material  of  which  the  beds  will  be 
constructed,  care  will  be  necessary  to  secure  a  proper  distribution  of  the 
sewage  ;  and  it  will  be  of  much  advantage,  in  securing  an  even  distribution, 
to  place  the  finer  material  upon  the  surfaces  of  the  beds. 

If  the  modifications  in  your  phin  iierein  suggested  are  made,  the  Board 
is  of  the  opinion  that  the  sewage  of  Fianklin  can  be  properly  purified  by 
this  plan,  and  tlie  further  polhition  of  the  brook  prevented. 

Lancaster.  An  application  was  received  May  10,  1901,  from 
the  South  Lancaster  Sanitarium,  fortlic  advice  of  the  IJoai-d  relative 
to  tlie  sewage;  disposal  of  the  institution.  Tlie  Board  replied  to  this 
application  as  follows  :  — 
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June  6,  1901. 

The  State  Board  of  Health  has  considered  your  application  for  ad^^ce 
relative  to  the  disposal  of  sewage  from  tiie  South  Lancaster  Sanitarium  in 
South  Lancaster,  and  other  buildings  in  its  neighborhood,  and  has  caused 
the  locality  to  be  examined  by  one  of  its  engineers. 

It  appears  that  at  the  present  time  sewage  from  the  sanitarium,  academy 
and  dormitory,  together  with  the  sewage  from  about  twenty  houses  in  the 
neighborhood  of  Prospect  Street,  is  discharged  into  cesspools  near  a  small 
brook,  from  which  it  overflows  directly  into  the  brook.  It  appears  also 
that  the  sewage  from  several  other  houses  in  this  neighborhood  is  discharged 
upon  the  surface  of  the  ground,  over  which  it  flows  toward  the  bi'ook ;  and, 
as  the  soil  appears  to  be  nearly  impervious  to  water,  much  of  this  sewage 
also  doubtless  enters  the  brook.  The  water-shed  of  the  brook  is  so  small 
and  the  quantity  of  sewage  discharged  into  it  so  large  in  comparison  that 
the  nuisance  is  evidently  a  serious  one  in  the  summer  season.  There  is  no 
doubt,  in  the  opinion  of  the  Board,  that  these  conditions  are  a  menace  to 
the  health  of  the  neighborhood,  and  it  is  very  important  that  the  sewage  be 
collected  and  disposed  of  in  some  suitable  manner  with  as  little  delay  as 
possible.  The  character  of  the  soil  in  the  valley  of  this  brook  is  such  that 
sewage  cannot  be  disposed  of  properly  in  this  region  unless  material  for 
the  necessary  filters  should  be  brought  here.  The  best  method  of  finally 
disposing  of  this  sewage  will  be  in  connection  with  a  general  system  of 
sewerage  for  the  village  ;  and  since  such  a  system  may  be  found  necessary 
before  long,  the  sewers  or  works  constructed  in  this  valley  should  be  so 
constructed  that  they  may  form  a  part  of  such  a  general  system,  and  remove 
all  of  the  sewage  which  now  pollutes  this  brook. 

The  Board  would  advise  that  an  engineer  be  emploj'ed  by  the  town  to 
design  a  proper  system  of  sewerage  and  sewage-disposal  works  for  this 
portion  of  the  village,  in  connection  with  a  general  plan  of  sewerage  and 
sewage  disposal  for  the  whole  village  ;  and  when  a  plan  has  been  prepared, 
the  Board  will,  upon  application,  give  further  advice  in  this  matter. 

The  followino;  communication  was  also  sent  to  the  board  of  health 
of  Lancaster  on  the  same  day  :  — 

A  copy  of  a  communication  sent  by  this  Board  to-day  to  the  superin- 
tendent of  the  South  Lancaster  Sanitarium  at  South  Lancaster  is  enclosed. 
The  problem  of  properly  disposing  of  the  sewage  of  the  South  Lancaster 
Sanitarium  and  of  many  other  buildings  in  the  valley  of  the  brook  in  question 
is  a  serious  one,  and,  in  the  opinion  of  the  Board,  should  be  committed  to 
an  engineer  of  experience  in  matters  relating  to  sewage  disposal.  It  is 
desirable,  in  the  opinion  of  the  Board,  as  indicated  in  the  reply,  that  the 
question  of  the  sewerage  of  the  town  in  general  be  taken  into  consideration, 
in  order  that  sewers  or  other  works  which  may  be  constructed  in  this  valley 
may  form  a  part  of  a  general  system. 
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^Manchester  (private  estate  at  Magnolia).  An  application  was 
received  Aug.  3,  1901,  from  E.  W.  Bowditch,  C.E.,  acting  for  Mrs. 
M.  W.  Sampson,  for  the  advice  of  the  Board  relative  to  a  proposed 
sewer  outlet  for  her  estate,  and  possibly  for  one  other,  into  the  sea, 
at  Magnolia.     The  Board  replied  to  this  application  as  follows  :  — 

Sept.  5,  1901. 

lu  response  to  your  request  of  August  2  for  advice  relative  to  a  proposed 
private  sewer  from  the  estate  of  Mrs.  Mary  W.  Sampson  of  Magnolia,  to 
discharge  at  low  water  in  Kettle  Cove,  the  Board  has  caused  the  territory 
to  be  examined  by  one  of  its  engineers. 

It  appears  that  this  sewer  is  expected  to  receive  only  the  sewage  from 
the  estate  referred  to,  and  possibly  one  other,  and  that  the  quantity  of 
sewage  will  be  very  small. 

As  a  result  of  its  examination,  the  Board  concludes  that,  if  the  quantity 
of  sewage  delivered  into  the  sewer  shall  be  no  greater  than  will  be  furnished 
by  the  buildings  upon  the  two  estates  referred  to  at  the  present  time,  the 
proposed  outlet  is  a  permissible  one.  This  outlet  should,  however,  be  con- 
sidered as  temporary  only,  to  be  abolished  whenever  a  general  system  of 
sewerage  is  available  for  this  portion  of  the  town  of  Manchester. 

The  outlet  should  be  carried  out  to  such  a  distance  that  it  may  always 
be  covered  at  extreme  low  water. 

Marion.  An  application  was  received  from  the  sewerage  com- 
mittee of  Marion,  July  15, 1901,  for  the  advice  of  the  Board  relative 
to  a  proposed  system  of  sewerage  for  the  village  of  Marion.  The 
Board  replied  to  this  application  as  follows  :  — 

Nov.  7,  1901. 

The  State  Board  of  Health  received  from  you,  on  July  15,  1901,  an  appli- 
cation for  advice  with  reference  to  a  proposed  system  of  sewerage  and 
sewage  disposal  for  Marion,  and  subsequently  plans  of  the  proposed  system 
and  a  report  containing  a  description  of  the  proposed  works  were  presented 
through  your  engineer,  Mr.  Freeman  C.  Coffin  of  Boston. 

The  plans  provide  for  a  system  of  sewers  by  means  of  which  the  sewage 
of  the  greater  portion  of  the  village  will  be  conveyed  to  a  reservoir  and 
pumping  station,  to  be  located  near  the  shore  of  the  harbor  north  of  the 
village,  whence  it  will  be  pumped  to  a  filtration  area  situated  about  a  mile 
north  of  the  pumping  station,  and  there  purified  by  intermittent  filtration, 
the  effluent  to  be  discharged  into  a  neighboring  stream.  It  is  not  practi- 
cable to  collect  all  of  the  sewage  of  the  village  at  the  main  pumping  station 
by  gravity,  and  the  plans  provide  for  collecting  tiie  sewage  from  a  district 
in  the  southern  portion  of  the  village  at  an  auxiliary  pumping  station,  from 
which  it  will  be  pumped  to  the  main  system. 
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The  proposed  sewers  are  to  be  constructed  upon  the  so-called  separate 
plan,  and  all  storm  water,  and,  so  far  as  possible,  ground  water,  are  to  be 
excluded  from  the  system. 

The  Board  has  considered  your  application  and  the  plans  and  report  sub- 
mitted therewith,  and  has  caused  the  location  of  the  proposed  works  and 
the  character  of  the  soil  of  the  proposed  filtration  area  to  be  examined  by 
its  engineer.  On  account  of  the  topography  and  extent  of  the  village  and 
the  comparatively  small  elevation  of  much  of  its  area  above  the  level  of  the 
sea,  it  does  not  appear  to  be  practicable  to  collect  all  of  the  sewage  at  one 
place  by  gravity,  nor  does  it  appear  to  be  practicable  to  dispose  of  it  satis- 
factorily by  any  method  without  pumping.  It  is  important  to  avoid  further 
pollution  of  the  harbor  by  sewage,  and  the  plan  of  pumping  the  sewage  to 
suitable  land  for  its  purification,  as  proposed,  is,  in  the  opinion  of  the 
Board,  the  best  one  for  the  town  to  adopt.  The  proposed  reservoir  and 
pumping  stations,  if  properly  constructed,  will  not  be  objectionable,  and  no 
odor  need  be  noticeable  from  them. 

The  proposed  filtration  area  is  quite  remote  from  any  considerable  popu- 
lation, and  contains  soil  suitable  for  the  purification  of  sewage  by  inter- 
mittent filtration.  Examinations  show  that  the  soil,  while  in  general  of 
excellent  quality  for  the  purpose,  is  in  places  somewhat  fine,  and  it  will 
probably  be  found  necessary  to  provide  a  thorough  system  of  underdrainage 
for  the  filter  beds.  The  quantity  of  sewage  which  is  likely  to  be  received 
into  this  system  in  the  beginning,  hov\-ever,  and  until  a  public  water  supply 
is  introduced  into  the  village,  is  likely  to  be  small,  and  it  is  possible  that  a 
very  limited  underdrainage  will  be  sufficient  until  the  quantity  of  sewage 
becomes  much  greater  than  it  seems  reasonable  to  expect  in  the  begin- 
ning. 

The  plans  in  general  are,  in  the  opinion  of  the  Board,  well  adapted  to 
the  collection  and  disposal  in  a  satisfactory  manner  of  the  sewage  of  the 
present  ^nllage  of  Marion. 

Massachusetts  SANATORimi  at  Rutland.  The  superintendent 
of  the  State  Sanatorium  at  Rutland  applied  to  the  Board  July  3, 
1901,  for  advice  relative  to  the  operation  of  the  sewage-disposal 
system  of  the  institution.  The  Board  replied  to  this  application  as 
follows  :  — 

Aio.  1,  1901. 

In  response  to  your  request  for  an  examination  of  the  sewage-disposal 
system  of  the  Rutland  Sanatorium,  and  advice  as  to  its  operation,  the  Board 
has  caused  the  works  to  be  examined  by  its  engineer,  and  has  considered 
the  plans  of  the  works  and  the  method  of  their  operation. 

It  appears  tliat  the  cliief  ditViculty  complained  of  is  the  operation  of  the 
flush  tank  which  is  located  not  far  from  the  hospital,  and  was  put  in  for  the 
purpose  of  preventing  danger  of  stoppage  in  the  main  sewer.     This  tank, 
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as  constructed,  consists  of  a  screen  chamber,  in  which  are  screens  for 
removing  from  the  sewage  matters  which  might  clog  the  sewer,  and  a  flush 
tank,  designed  to  empty  automatical!}'  at  intervals.  The  screens  are 
located  about  midway  of  the  screen  chamber,  and  just  in  front  of  them  there 
is  a  pipe  leading  to  an  outlet  on  lower  land  near  the  tank,  which  was  put 
in  to  provide  a  convenient  method  of  removing  the  screenings.  It  appears 
that  considerable  floating  matter  collects  back  of  the  screens,  and  that  it 
has  been  the  custom,  since  the  works  were  first  operated,  to  draw  off  about 
once  in  ten  days,  through  the  outlet  pipe  referred  to,  the  matter  which  col- 
lects back  of  the  screens,  together  with  all  of  the  sewage  in  the  tank  that 
will  flow  out  through  this  pipe.  This  matter,  after  drying,  is  composted 
and  used  as  a  fertilizer  ;  and  it  appears  that  disagreeable  odors  arise  in  the 
course  of  this  process  which  are  sometimes  noticeable  at  the  hospital. 

In  the  opinion  of  the  Board,  the  drawing  off  of  the  sewage  in  the  tank 
and  screen  chamber  in  order  to  remove  the  floating  matter  which  collects 
behind  the  screens  in  the  manner  in  which  it  is  now  done  is  unnecessary. 
The  matters  collected  behind  the  screens  can  be  removed  without  difficulty 
by  means  of  rakes,  and  carried  away  in  carts  or  wheelbarrows  whenever 
necessary  ;  and  the  discharge  of  a  large  quantity  of  sewage  at  this  place 
whenever  the  screens  are  cleaned  can  be  avoided.  If  floating  matter  col- 
lects on  the  top  of  the  tank,  it  can  be  removed  either  by  skimming  or  by 
breaking  it  up  so  completely  that  it  will  pass  through  the  screens  and  mingle 
with  the  remainder  of  the  sewage,  and  thus  flow  to  the  filtration  area.  It 
is  possible  that  it  may  be  necessary  to  clean  out  the  flush  tank  and  to  open 
the  blow-off  at  the  lowest  point  of  the  inverted  siphon  on  the  main  sewer, 
but  this  will  probably  not  be  necessary  either  at  frequent  or  at  regular 
intervals.  The  matters  removed  from  the  sewage  at  the  screen  chamber  or 
flush  tank  should  be  carefully  disposed  of  outside  of  the  Nashua  River 
water-shed,  to  avoid  the  danger  of  pollutiou  of  the  water  supply  of  the 
metropolitan  district. 

An  examination  of  the  filter  beds  shows  that  it  is  customary  to  discharge 
all  of  tlie  sewage  upon  one  bed  for  a  period  of  about  a  week,  and  then  to 
allow  the  bed  to  dry  and  subsequently  scrape  its  surface.  The  filters  can 
be  kept  in  a  much  more  satisfactory  condition  by  diverting  the  sewage  to 
the  different  beds  more  frequently,  and  sewage  should  not  be  discharged 
upon  one  bed  for  a  longer  period  than  two  days.  Before  the  ground  freezes 
in  winter  the  beds  should  be  thorouglily  cleaned  and  then  furrowed,  and 
arranged  so  that  sewage  will  flow  upon  them  without  difficulty  beneath  the 
snow  and  ice. 

Metjiuen.  The  selectmen  ofMethuen  applied  to  the  Board  July 
3,  1001 ,  requestlMj^  its  advice  relative  to  a  proposed  ])lan  of  sewerage 
and  sewage  disposal  for  the  town.  The  Board  replied  to  this  appli- 
cation as  follows  :  — 
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Aug.  1,  1901. 

The  State  Board  of  Health  received  from  you,  on  July  5,  1901,  au  appli- 
cation for  advice  with  reference  to  a  proposed  system  of  sewerage  and 
sewage  disposal  for  the  town  of  Methuen,  accompanied  by  a  report  of  your 
engineer  and  plans  showing  the  proposed  system  and  outlet.  The  plans 
submitted  provide  for  a  general  system  of  sewerage  for  the  main  village  in 
the  valley  of  the  Spickett  River,  by  which  the  sewage  would  be  collected 
into  a  main  sewer  following  the  general  line  of  the  river  to  the  neighbor- 
hood of  the  Arlington  mills,  and  thence  passing  through  Ingalls  Street  to 
the  Spickett  valley  sewer,  so  called,  of  the  city  of  Lawrence,  into  which  it 
is  proposed  to  discharge  the  sewage.  A  plan  has  also  been  submitted  for 
a  system  of  sewerage  for  the  valley  of  Bloody  Brook,  which  will  discharge 
into  the  Spickett  valley  sewer  of  the  city  of  Lawrence  at  East  Haverhill 
Street. 

The  Board  has  carefully  considered  your  application  and  plans  submitted 
therewith,  and  has  caused  the  locality  to  be  examined  b}-  its  engineer.  The 
proposed  system  of  sewers  appears  to  provide  adequately  for  removing  all 
the  sewage  from  portions  of  Methuen  in  the  valley  of  the  Spickett  River 
and  Bloody  Brook  which  are  now  in  need  of  sewerage,  and  will  provide  for 
a  considerable  increase  in  the  population  of  these  districts  in  the  future. 
The  plan  provides  for  recei%nng  sewage  only  into  the  sewers,  and  it  is 
important  that  this  portion  of  the  plan  be  earned  out,  since  the  storm  water 
can  be  disposed  of  satisfactoril}'^  into  the  local  water  courses. 

In  the  opinion  of  the  Board,  the  proposed  n:iethod  of  disposing  of  the 
sewage  of  the  town  of  Methuen  is  the  best  that  it  is  practicable  for  the 
town  to  adopt. 

The  Spickett  River,  between  the  Methuen  boundary  line  and  its  mouth, 
is  a  polluted  stream,  which  is  evidently  offensive  to  those  living  in  its 
neighborhood.  Pollution  is  caused  at  the  present  time  chiefly  by  manu- 
facturing waste,  but  also  by  the  overflow  of  sewers  from  the  city  of  Law- 
rence, constructed  on  the  combined  plan,  since  at  times  of  storm  the  Spickett 
valley  sewer  is  capable  of  removing  only  a  small  proportion  of  the  sewage 
and  storm  water  discharged  into  these  tributary  sewers,  and  the  great  bulk 
of  the  sewage,  mingled  with  the  storm  water,  flows  into  the  river.  There 
are  several  dams  on  the  stream  which  tend  to  cause  a  deposit  of  the  sewagfi 
matters  discharged  into  the  stream. 

The  discharge  of  the  sewage  of  Methuen  into  the  Spickett  valley  sewer 
will  tend  to  increase  the  quantity  of  sewage  discharged  into  the  Spickett 
River  between  the  Arlington  mills  and  the  outlet  of  the  Spickett  valley 
sewer ;  and  it  is  likely  that  in  time  some  provision  will  have  to  be  made  by 
the  cit}'  of  Lawrence  and  the  town  of  Methuen  for  reducing  the  quantity'  of 
sewage  discharged  into  the  stream  through  these  overflows.  The  present 
outlet  of  the  Spickett  valley  sewer  is  objectionable,  and  will  no  doubt  in 
the  future  have  to  be  extended  to  deep  water  in  the  Merrimack  River;  and 
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the  addition  of  area  to  be  sewered  will  shorten  the  time  within  which  it  will 
be  necessary  to  make  the  extension. 

]Meteopolitan  Water  and  Sewerage  Board.  An  application 
was  received  from  the  Metropolitan  Water  and  Sewerage  Board, 
Aug.  22,  1901,  for  the  approval  of  a  proposed  extension  of  the 
Xeponset  valley  sewerage  system,  intended  to  provide  for  certain 
areas  in  Brookline  and  Newton.  The  Board  replied  to  this  appli- 
cation as  follows  :  — 

Sept.  5,  1901. 

The  State  Board  of  Health  received  from  you,  on  August  22,  a  plan  of  a 
proposed  extension  to  the  Xeponset  valley  sewerage  system,  which  provides 
for  a  branch  sewer  extending  from  the  existing  Nepouset  valley  sewer  in 
St.  Joseph's  Cemetery  in  West  Roxbury  to  and  across  the  boundary  line 
between  Newton  and  Brookline,  which  you  state  has  been  approved  and 
adopted  by  the  Metropolitan  Water  and  Sewerage  Board ;  and  you  now 
request  the  approval  of  the  plan  by  the  State  Board  of  Health,  under  the 
provisions  of  chapter  406  of  the  Acts  of  1895  and  chapter  204  of  the  Acts 
of  1901. 

The  application  and  plan  are  accompanied  by  a  report  of  your  engineer 
of  sewerage  works,  showing  the  location  and  grddes  of  the  proposed  sewer 
and  the  areas  of  land  in  Newton  and  Brookline  for  which  this  sewer  is 
intended  to  provide  a  means  of  sewage  disposal.  These  areas  are  situated 
chiefly  in  the  valley  of  a  tributary  of  the  Charles  River,  which  enters  that 
stream  a  short  distance  below  Cow  Bay,  and  include  450  acres  in  the 
extreme  easterly  part  of  the  city  of  Newton  and  about  922  acres  in  the 
south-westerly  part  of  the  town  of  Brookline. 

The  Board  has  carefully  examined  the  plan  and  the  information  submitted 
therewith,  and  concludes  that  the  proposed  sewer  is  adapted  for  the  reception 
and  removal  of  all  of  the  sewage  of  the  portions  of  the  city  of  Newton  and 
the  town  of  Brookline  indicated  on  the  plan  for  a  very  long  time  in  the 
future,  so  far  as  can  now  be  foreseen,  and  the  Board  hereby  approves  the 
proposed  plan  for  the  disposal  of  the  sewage  of  the  portions  of  Newton  and 
Brookline  therein  indicated. 

liy  the  provisions  of  law,  the  sewers  to  be  built  in  these  districts  must 
be  constructed  upon  the  separate  plan,  and  overflows  or  waste  gates  for 
discharging  or  disposing  of  any  sewage  into  local  water  courses  will  be 
unnecessary  ;  and,  since  none  are  indicated  upon  tiie  plan,  it  is  understood 
that  none  are  to  be  provided  either  on  the  main  sewer  or  tributary  systems. 

Newburyport.  An  application  was  received  April  8,  1901,  from 
the  joint  committee  on  sewerage  of  Newburyport,  for  the  advice  of 
the  Board  relative  to  a  modification  of  tlicir  existing  plan  of  sewerage 


No.  34.]        ADVICE   TO    CITIES   AND   TOWNS.  77 

and  sewage  disposal.      The  Board  replied  to   this  application   as 
follows  :  — 

May  2,  1901. 

The  State  Board  of  Health  received  from  you,  on  April  8,  1901,  an  appli- 
cation, imder  tlie  authority  of  chapter  375  of  the  Acts  of  1888,  and  chapter 
233  of  the  Acts  of  1889,  requesting  the  advice  and  appi'oval  by  the  Board 
of  a  modification  of  the  sj^stem  of  sewerage  and  sewage  disposal  of  the 
city,  approved  by  this  Board  in  1888,  in  which  you  state  that  two  plans 
are  under  consideration  for  the  disposal  of  the  sewage  of  the  portion  of  the 
city  north  of  the  neighborhood  of  Forester  Street,  by  one  of  which  the 
present  intercepting  sewer  in  Merrimack  Street  will  be  extended  to  receive 
the  sewage  of  this  territory,  while  by  the  other  the  sewage  of  this  region 
would  be  discharged  into  the  Merrimack  River  at  Currier's  wharf.  In  case, 
however,  it  is  decided  to  extend  the  main  intercepting  sewer,  there  is  a 
small  area  ah-ead}'  containing  several  buildings  from  which  the  sewage 
cannot  be  discharged  into  the  intercepting  sewer  by  gravity,  and  advice  is 
also  requested  as  to  whether  it  is  best  to  2:)ump  this  sewage  into  the  main 
intercepting  sewer  or  discharge  it  by  gravity  into  the  river  at  Currier's 
wharf. 

The  Board  has  caused  the  locality  to  be  examined  bj'  its  engineer,  and 
has  carefully  considered  your  application  and  the  plans  submitted. 

It  is  not  desirable,  in  the  opinion  of  the  Board,  to  discharge  sewage  into 
the  Merrimack  River  along  the  city  front,  unless  the  sewage  should  be  dis- 
charged a  long  distance  from  the  shore,  as  local  nuisances  might  otherwise 
be  created.  It  will  be  less  expensive  and  more  satisfactory,  in  the  opinion 
of  the  Board,  for  the  city  to  continue  to  extend  the  main  intercepting  sewer 
toward  the  northerly  end  of  the  city  than  to  provide  a  new  outlet  for  the 
sewage  in  this  neighborhood,  as  now  suggested.  The  best  plan  for  extend- 
ing this  sewer  appears  to  be  to  change  the  original  line,  as  suggested  by 
you,  so  that,  going  northerly  at  the  corner  of  Forester  Street,  it  will  turn 
into  that  street,  thence  across  Ashland  Street,  through  Ashland  Place  and 
over  private  lands  to  Jefferson  Street,  through  which  it  will  return  to  Mer- 
rimack Street.  The  sewage  from  the  small  low  area  which  cannot  be  dis- 
charged into  the  intercepting  sewer  by  gravity  can  be  raised  at  small 
expense  so  as  to  discharge  into  the  main  intercepting  sewer  at  a  convenient 
point  in  Morrinuick  Street  near  Forester  Street,  as  indicated  upon  one  of 
the  plans  submitted.  The  Board  therefoi*e  does  not  advise  or  approve  any 
change  in  your  proposed  sewerage  plan  which'  will  allow  the  discharge  of 
any  sewage  into  the  river  along  the  city  front,  as  now  proposed,  but  advises 
that  yon  carry  out  the  plan  of  pumping  the  limited  quantity  of  sewage  from 
the  low  district  referred  to  into  the  main  intercepting  sewer. 

NouTiiAMPTOX.  An  application  was  received  March  18,  1899, 
from  the  sewer  coulmissioners  of  Northampton,  requesting  the  State 
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Board  of  Health  to  extend  the  time  "  for  the  extension  of  the  main 
sewer  from  its  present  outlet  into  Mill  River  to  the  Connecticut 
River.''     The  Board  replied  to  this  application  as  follows  :  — 

Dec.  5,  1901. 
The  State  Board  of  Health  received  from  you,  on  March  13,  1899,  the 
followiag  communicatiou  relative  to  the  disposal  of  the  sewage  of  the  city 
of  Xorthampton  :  — 

1'he  board  of  sewer  commissioners  respectfully  request  your  honorable  Board 
to  extend,  for  such  time  as  to  your  honorable  Board  may  seem  proper,  the  time 
limited  in  your  order,  dated  March  22,  1889,  for  the  extension  of  the  main  sewer 
from  the  present  outlet  into  Mill  River  to  the  Connecticut  River,  the  conditions  of 
the  occupancy  of  the  land  below  such  outlet  remaining  unchanged.  By  vote  of  the 
sewer  commissioners  of  Northampton. 

The  order  to  which  reference  is  made  limiting  the  time  within  w^hich  the 
main  sewer  of  the  city  of  Northampton  was  to  be  extended  from  its  present 
outlet  to  the  Connecticut  River  was  dated  March  22,  1889,  and  the  time 
limit  expired  March  22,  1899. 

As  soon  as  practicable  after  your  application  was  received  an  examination 
of  the  sewer  outlets  and  other  conditions  affecting  the  disposal  of  sewage 
at  Northampton  was  made,  under  the  direction  of  the  Board.  The  results 
of  the  investigations  show  that  the  conditions  at  the  present  sewer  outlets 
and  along  the  river  below  remain  at  present  about  the  same  as  in  1889,  in 
tliat  the  region  lias  not  become  more  densely  populated  ;  but  there  has  been, 
in  other  respects,  a  marked  change,  because  the  river  has  now  become 
grossly  polluted  below  the  sewer  outlet.  In  the  opinion  of  the  Board,  a 
nuisance  of  this  sort  should  not  be  allowed  to  continue,  and  the  discharge 
of  the  sewage  of  the  city  into  Mill  River  at  any  point,  either  at  the  present 
outlet  or  below,  should  be  discontinued. 

In  the  original  plan  provision  was  made  for  avoiding  this  condition  by 
extending  the  sewer  to  the  Connecticut  River  within  ten  years  from  the  date 
of  the  approval  of  that  plan,  unless  the  time  should  be  further  extended  by 
the  State  Board  of  Health ;  and,  in  the  opinion  of  the  Board,  the  conditions 
require  remedy  without  delay. 

Fi(jm  the  present  indications,  however,  there  is  danger  that  objection 
may  be  made  in  tlu;  future  to  the  discharge  of  crude  sewage  into  the 
Connecticut  River  above  the  dam  at  Holyoke  ;  and,  under  the  circumstances, 
it  may  be  for  the  best  interests  of  the  city  either  to  purify  the  sewage  at 
the  present  time,  or  to  make  provision  for  diverting  the  sewage  from  the 
Connecticut  River  at  some  future  time  and  purifying  it.  If  it  is  practicable 
to  divert  the  sewage  of  Northampton  by  gravity  to  a  suitable  place  of  dis- 
posal not  far  from  the  city,  and  if  this  is  done  presently,  the  cost  of  con- 
struction of  the  main  sewer  to  the  Connecticut  River  would  be  avoided ; 
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and,  if  the  storm  water  should  be  separated  from  the  sewage,  the  expense 
of  purifying  the  sewage  might  not  be  much,  if  any,  greater  than  the 
expense  of  constructing  and  maintaining  a  sewer  to  the  Connecticut  River, 
with  a  suitable  outlet  at  such  distance  from  the  banks  of  that  stream  that 
the  sewage  may  become  as  completely  diluted  as  possible  before  it  can  reach 
the  banks. 

While  it  was  evident,  from  an  examination  of  the  locality,  that  sewage 
from  the  lowest  areas  of  the  city  near  the  present  outlets  could  not  be 
diverted  to  purification  works  without  pumi)ing,  the  general  contour  of  the 
city  indicated  that  the  quantity  of  sewage  from  such  areas  might  be  so 
small  that  it  could  be  allowed  to  discharge  into  the  Mill  River  without  treat- 
ment until  these  low  areas  become  populated.  The  Board  has,  therefore, 
suggested  to  your  commission  the  desirability  of  making  investigations  to 
determine  what  portion  of  the  sewage  of  the  city  might  be  diverted  by 
gravity  to  suitable  places  for  purification,  the  methods  by  which  it  could 
be  purified,  and  the  probable  cost  of  the  necessary  sewers  and  works.  The 
Board  also  offered  to  make  investigations  as  to  the  capacity  of  the  soil  of 
the  meadows  for  the  purification  of  the  sewage,  if  you  would  furnish  a 
specified  quantity  of  the  material. 

These  investigations  have  been  partially  made  as  suggested,  and  a  plan 
has  been  received  from  your  city  engineer  showing  the  location  of  main 
sewers  and  the  elevations  of  the  bottoms  of  these  sewers  at  various  points. 
Judging  from"  this  information,  it  apparently  would  be  practicable  to  divert 
nine-tenths  of  the  sewage  of  the  city  to  some  of  the  higher  lands  on  the 
meadows,  at  no  great  distance  from  the  city.  No  samples  of  the  soil  of 
the  meadows  have  been  furnished  to  the  Board,  as  suggested,  and  conse- 
quently definite  information  as  to  the  quantity  of  sewage  that  can  be  purified 
upon  these  lands  is  lacking  ;  but  the  results  of  investigations  upon  the  puri- 
fication of  sewage  by  similar  soils  indicate  that  the  sewage  of  Northampton 
could  be  purified  upon  the  higher  lands  of  the  meadows  by  suitable  works 
without  great  dittlculty  during  all  of  the  3'ear,  excepting  possibly  at  times 
of  high  freshets.  If  so  large  a  proportion  of  the  sewage  could  be  diverted 
to  the  meadows  by  gravity,  and  purified  at  a  reasonable  cost  as  compared 
with  the  cost  of  disposal  into  the  Connecticut  River,  the  Board  is  of  the 
opinion  that  it  would  be  for  the  best  interests  of  the  city  to  adopt  this 
method  of  disposing  of  this  sewage,  since  the  remaining  sewage  from  low 
areas  might  then  be  allowed  for  many  years  to  discharge  into  the  Mill 
River  below  the  city  without  treatment. 

In  the  opinion  of  the  Board,  it  would  be  advisable  for  you  to  make  the 
necessary  thorough  investigations  with  the  assistance  of  an  engineer  of 
experience  in  matters  relating  to  sewage  disposal  to  determine  the  feasi- 
bility of  disposing  of  the  sewage  of  the  city  in  the  manner  herein  indicated, 
before  proceeding  to  complete  the  plan  approved  in  1889  by  constructing 
a  main  sewer  to  the  Connecticut  River. 
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If  these  investigations  should  be  begun  without  delay  and  carried  out 
efficiently,  the  necessary  information,  including  a  careful  estimate  of  the 
probable  cost  of  an  outlet  in  the  Connecticut  River,  could  be  secured  within 
the  next  few  months.  It  would  then  be  practicable  to  determine  which 
method  of  disposal  it  will  be  best  to  adopt. 

Considering  the  circumstances,  the  Board  hereby  extends  the  time  during 
which  the  sewage  of  the  city  shall  be  taken  out  of  Mill  Eiver  to  Dec.  1,  1903. 

The  Board  would  also  call  attention  to  the  condition  of  Mill  River  above 
the  present  sewer  outlets.  The  results  of  the  investigations  that  have  been 
made  by  the  Board  show  that  the  river  where  it  passes  through  the  densely 
populated  portion  of  the  city  is  badly  polluted  by  sewage,  a  condition  which 
is  due  in  part  to  the  discharge  of  unpurified  sewage  from  the  insane  asj^lum 
into  a  tributary  of  the  river,  and  to  the  discharge  of  manufacturing  wastes 
into  the  main  stream  and  another  tributary,  but  chiefly  to  the  discharge  of 
sewage  overflows  from  the  sewers  of  the  city,  which  receive  storm  water 
and  appear  to  overflow  with  nearly  every  rain,  and  even  at  times  of  fair 
weather  when  the  ground  water  is  highest.  It  is  very  important,  in  the 
opinion  of  the  Board,  that  the  pollution  of  the  river  in  the  thickly  popu- 
lated part  of  the  city  should  be  wholly  prevented  bj"  separating  the  sewage 
from  the  storm  water,  since  the  storm  water  can  be  allowed  to  flow  into  the 
river  at  convenient  points  without  injury  to  the  stream,  and  by  removing 
the  sewage  and  objectionable  manufacturing  wastes  to  a  suitable  place  of 
disposal. 

Norwood.  The  sewerage  committee  of  Norwood  applied  to  the 
State  Board  of  Health  Jan.  28,  1901,  for  advice  relative  to  the 
sewage  disposal  of  the  town.     The  Board  replied  as  follows  :  — 

Mauch  7,  1901. 

The  State  Board  of  Health  received  from  you,  on  Jan.  29,  1901,  an  appli- 
cation for  advice  as  to  the  disposal  of  the  sewage  of  the  town  of  Norwood, 
and  subsequently  an  outline  of  3'onr  proposed  plans  of  sewerage  and  sewage 
disposal  was  received  from  your  engineer,  Mr.  Freeman  C.  Collhi  of  Boston. 

The  plan  provides  for  collecting  the  sewage  from  nearly  all  of  the 
portions  of  the  town  which  are  in  need  of  sewerage  at  the  present  time, 
inchiding  waste  liquors  from  the  manufacturing  establishments  whicli  at 
present  pollute  the  streams^  into  a  system  of  sewers  from  which  storm 
water  and  ground  water  are  to  be  excluded  so  far  as  possible,  and  to  convey 
it  to  a  filtiation  area  on  the  southerly  side  of  the  Neponset  River,  south- 
east of  Pleasant  Street,  where  it  is  proposed  to  i)urify  it  by  intermittent 
filtration  through  the  areas  of  gravelly  soil  indicated  on  the  plan,  and  to 
discharge  the  effluent  into  the  Neponset  River. 

Tlif;re  are  two  areas  in  the  town  not  now  densely  populated,  from  which 
the  sewage  cannot  be  discharged  into  this  system  by  gravity.     One  of  these 
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areas  lies  near  the  Neponset  River  and  the  mouth  of  Hawes  Brook,  and  it 
is  proposed  to  collect  the  sewage  of  this  area  at  a  small  pumping  station  in 
the  neighborhood  of  Pleasant  Street  near  Dean  Street  and  pump  it  into  the 
main  sj'stem.  The  other  area  is  in  tiie  valley  of  Purgatory  Brook,  and  it 
is  proposed  to  collect  the  sewage  from  this  area  at  a  pumping  station  near 
Neponset  Street  south  of  Pleasant  Street  and  pump  it  into  the  main  sewer. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
has  considered  the  outline  plans  presented. 

The  lands  which  it  is  proposed  to  use  for  the  disposal  of  the  sewage  are 
well  situated  for  the  pi^pose,  and  examinations  of  the  soil  of  these  lands 
by  means  of  test  pits  indicate  that  it  is  very  Avell  adapted  to  the  purification 
of  sewage  by  intermittent  filtration.  Moreover,  the  areas  suitable  for  this 
purpose  in  this  region  are  ample  for  the  disposal  of  the  sewage  of  Nor- 
wood. 

The  plan  in  general  is,  in  the  opinion  of  the  Board,  an  appropriate  and 
satisfactory  one  for  the  disposal  of  the  sewage  of  the  town  of  Norwood. 

It  is  understood  that,  while  the  details  of  the  plan  are  not  yet  completed, 
you  nevertheless  desire  the  advice  of  the  Board  at  the  present  time  in  view 
of  possible  immediate  action  by  the  town,  and  that  the  plans  will  be  pre- 
sented in  greater  detail  for  the  consideration  of  the  Board  at  a  later  time. 

Norwood  (Winslow  Bros.).  An  application  was  received  April 
17,  1900,  from  Winslow  Bros.,  for  advice  with  reference  to  the 
purification  of  the  wastes  from  their  tannery  at  Norwood.  To  this 
application  the  Board  made  the  following  reply  :  — 

Jan.  3,  1902. 

The  State  Board  of  Health  received  from  you,  early  in  1900,  an  appli- 
cation for  advice  as  to  improving  the  condition  of  the  w^aste  liquors  coming 
from  your  factor}'  at  Norwood,  in  which  you  state  that  you  have  maintained 
for  some  years  at  a  considerable  expense  a  S3'stem  of  settling  basins  in  a 
crude  form,  and  if  it  is  possible  at  a  reasonable  expense  to  adopt  some 
improved  method,  you  would  like  to  do  so.  In  response  to  this  request  the 
Board  has  caused  examinations  to  be  made  to  determine  the  amount  and 
character  of  the  waste  liquors  discharged  from  the  various  processes  in  the 
tannery,  and  has  made  experiments  upon  their  purification. 

The  waste  licpiors  disciiargod  from  the  tanner^'  are  chioflj'  those  resulting 
from  the  processes  of  washing  and  tanning  sheep  skins  and  scouring"  wool, 
together  with  a  small  quantity  of  spent  dyes  and  waste  from  the  preparation 
of  glue  stock,  and  the  sewage  from  about  300  operatives.  From  3.")0,000 
to  400,000  gallons  per  day  of  the  liquors  containing  the  greatest  amount  of 
organic  matter,  including  the  sewage,  are  discharged  at  the  present  time 
into  settling  basins,  the  efllucnt  from  wiiich  flows  into  Ilawes  Brook.  Besides 
these  waste  liquors  there  is  a  small  amount  of  polluted  water,  amounting 
to  about  22,000  gallons  per  day,  from  the  process  of  washing  glue  stock, 
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and  an  indeterminate  amount  of  polluted  water  from  the  other  processes 
■nhieli  leaks  through  the  floors  in  the  building  and  finds  its  wa}'  into  Hawes 
Brook  without  passing  through  the  settling  basins.  There  is  also  a  large 
quantity  of  water  used  in  rinsing  the  wool  after  it  has  been  scoured  which 
is  discharged  into  the  brook  without  passing  through  the  settling  basins, 
and  it  appears  that  at  times  the  water  from  the  last  bowl  of  the  wool- 
scouring  machine  is  also  disposed  of  in  this  way,  though  at  other  times  it  is 
used  in  the  process  of  skin-washing  and  goes  thence  to  the  settling  basins. 

It  is  evident  that  the  settling  basins  used  in  connection  with  the  tannery 
remove  from  the  sewage  a  large  quantity  of  putrescible  organic  matter; 
but  owing  to  the  construction  and  arrangement  of  these  basins,  it  would  be 
very  difficult,  if  not  impossible,  to  operate  them  in  such  a  way  as  to  get  the 
best  results  from  sedimentation. 

The  investigations  made   by  the  Board  show  that,  even  if  as  large  a 
quantity  of  the  organic  matter  as  it  is  practicable  to  remove  from  this  *" 
sewage  by  sedimentation  should  be  removed  from  it,  the  putrescible  matter 
that  would  remain  in  the  liquid  discharged  into  the  stream  would  be  suffi- 
cient to  grossly  pollute  Hawes  Brook  and  the  Neponset  River. 

The  experiments  that  have  been  made  by  the  Board  upon  the  purification 
of  these  wastes  show  that  it  is  practicable  to  purify  them  by  filtration 
through  beds  of  sand  and  gravel  to  such  a  degree  that  the  effluent  can  be 
discharged  into  a  stream  without  causing  a  nuisance  ;  and  there  are  lands 
near  the  factory  on  the  westerly  side  of  Hawes  Brook  north  of  the  railroad 
which  may  be  suitable  for  the  purification  of  the  tannery  wastes,  but  it 
would  apparent!}' be  necessary  to  pump  all  of  the  liquid,  in  order  to  use  the 
parts  of  this  area  that  may  be  adapted  for  the  purpose. 

There  is  an  area  of  land  east  of  Pleasant  Street  and  south  of  the  Neponset 
River,  about  a  mile  from  the  tannery,  upon  which  the  waste  liquors  from 
the  tannery  could  be  delivered  by  gravity ;  and  examinations  of  this  area 
have  shown  that  it  contains  soil  suitable  for  the  purification  of  these  waste 
liquors. 

Not  long  after  your  application  was  submitted,  the  town  of  Norwood, 
through  a  sewerage  committee,  began  investigations  as  to  a  system  of 
sewerage  and  sewage  disposal  for  the  town,  and  the  plans,  which  the  Board 
is  informed  are  now  under  consideration,  provide  for  the  collection  of  all 
of  the  sewage,  including  the  wastes  from  the  tannery,  and  for  purifying  it 
upon  these  lands.  The  area  which  contains  soil  suitable  for  the  purification 
of  the  sewage  at  tliis  place  is  ample  for  all  th(>  requirements  of  the  town  for 
many  years,  including,  in  addition  to  tiic  sewage,  all  the  waste  liquors  from 
this  tannery  and  other  manufacturing  establishments. 

In  the  opinion  of  the  Board,  the  least  expensive  and  most  satisfactory 
method  of  disposing  of  the  waste  liquors  from  this  tannery  and  preventing 
the  pollution  of  Hawes  Brook  and  the  Neponset  River  will  be  to  dispose 
of  them  in  connection  with  the  sewage  of  the  town. 
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If  the  town  should  decide  not  to  proceed  with  tiie  construction  of  a 
system  of  sewerage  and  sewage  disposal,  it  is  probable  that  the  best  method 
of  disposing  of  the  sewage  of  the  tannery,  all  things  considered,  would  be 
to  discharge  it  upon  filter  beds  upon  the  lands  referred  to  near  Pleasant 
Street. 

It  will  doubtless  be  necessary,  in  connection  with  any  method  of  purifying 
the  waste  liquors  from  this  tannery,  to  provide  settling  basins  for  the 
removal  of  the  heavier  matters  which  might  cause  difficulty  in  the  operation 
of  sewers  or  filter  beds.  The  present  settling  basins  are  not  well  adapted 
for  use  in  connection  with  a  sewerage  system,  and  it  will  be  best  to  substi- 
tute for  them  settling  tanks  built  in  a  more  permanent  manner,  and  so 
aiTanged  that  the  sludge  can  be  drawn  from  them  readily  at  frequent 
intervals.  The  present  settling  tanks,  or  a  portion  of  them,  might  serve 
satisfactorily  as  sludge  beds  upon  which  the  matter  settled  out  of  the 
sewage  in  the  settling  tanks  could  be  discharged  for  drying. 

The  location  and  arrangement  of  the  settling  tanks  and  their  size  and 
capacity  will  depend  upon  the  plan  which  may  be  selected  for  the  disposal 
of  the  tannery  wastes. 

In  the  opinion  of  the  Board,  it  is  verj'  desirable  to  prevent  the  further 
pollution  of  Hawes  Brook  or  the  Neponset  River  by  the  waste  liquors  of 
this  tannery  ;  and  if  a  sewerage  system  is  not  to  be  constructed  in  the  town 
in  the  immediate  future  which  will  provide  for  the  disposal  of  the  tannery 
wastes,  the  Board  would  advise  that  you  have  plans  prepared,  by  an  engi- 
neer of  experience  in  the  design  of  works  for  the  disposal  of  sewage,  for 
removing  the  polluting  liquids  which  now  grossly  pollute  Hawes  Brook 
and  the  Neponset  River  either  to  the  area  at  Pleasant  Street  or  some  other 
suitable  place  for  purification. 

The  Board  will  assist  you  so  far  as  it  can  in  the  preparation  of  plans, 
by  furnishing  such  information  as  it  may  have  relative  to  the  quantity  of 
waste  liquors  of  various  kinds  to  be  disposed  of,  and  the  means  necessary 
for  their  purification,  and  will,  upon  application,  give  you  further  advice 
in  this  matter  when  you  have  the  results  of  further  investigations  to 
present. 

P1TT8FIELD.  The  board  of  public  works  of  Pittsfield  applied  to 
the  State  Board  of  Health,  March  5,  lUOl,  for  the  approval  of  plans 
of  sewage-disposal  works  for  the  city  of  Pittsfield.  The  Board 
replied  to  this  application  as  follows-:  — 

April  4,  1901. 
The  State  Board  of  Health  received  from  you,  on  March  6,  1901,  an 
application  submitting  plans  of  a  pumping  station,  force  main  and  sewage- 
disposal  field  for  the  disposal  of  the  sewage  of  Pittsfield,  and  requesting 
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the  approval  of  these  plans  by  this  Board.     The  plans  were  accompanied 
by  a  report  of  your  engineer.     The  titles  of  these  plans  are  as  follows :  — 

1.  Proposed  Sewage  Reservoirs,  Screen-house  and  Pumping  Station. 
City  of  Pittsfield,  Mass.     Scale  1"  =  20'. 

2.  Plan  and  Profile  Proposed  Sewage  Force  Main.  Cit}'  of  Pittsfield, 
Mass.     Scales,  horizontal  1"  =  200',  vertical  1"  =  20'. 

3.  Topographical  Plan  of  Proposed  Sewage  Filtration  Ai'eas.  City  of 
Pittsfield,  Mass.     Scale  1"  =  50'. 

4.  Proposed  Sewage  Filtration  Areas,  Showing  Systems  of  Distribution 
and  Underdrainage.     City  of  Pittsfield,  Mass.     Scale  1"  =  50'. 

All  of  these  plans  are  dated  February,  1001,  and  signed  by  J.  J.  Van 
Valkenburgh,  C.E. 

The  plans  in  general  provide  for  diverting  the  sewage  from  the  present 
east  and  west  trunk  sewers  to  a  storage  reservoir  and  pumping  station,  to 
be  located  on  the  north-westerly  side  of  Pomero}^  Avenue,  north  of  the 
east  branch  of  the  Housatonic  River  in  Pittsfield,  from  which  it  is  proposed 
to  pump  the  sewage  through  an  iron  force  main  24  inches  in  diameter  to  a 
filtration  area  to  be  located  between  the  Berkshii'e  division  of  the  New 
York,  New  Haven  &  Hartford  Railroad  and  the  Housatonic  River,  in  the 
southerly  part  of  the  city.  At  the  points  at  which  it  is  proposed  to  divert 
the  sewage  from  the  east  and  west  trunk  sewers  the  plans  show  emergency 
gates  through  which  sewage  can  be  discharged  into  the  river. 

At  the  filtration  area  the  plans  show  that  provision  has  been  made  for 
the  construction  of  57  filter  beds,  having  a  total  area  of  48.5  acres,  and  it 
is  proposed  to  construct  in  the  beginning  25  acres  of  these  filter  beds  with 
carriers,  man-holes  and  underdrains  as  shown  upon  the  plans. 

The  Board  has  caused  the  locality-  to  be  examined,  and,  having  carefully 
considered  the  plans  and  information  submitted  therewith,  hcreb}'  approves 
these  plans  for  the  disposal  of  the  sewage  of  the  city  of  Pittsfield,  under 
the  provision  of  section  1  of  chapter  357  of  the  Acts  of  1890. 

The  emergency  gates  shown  upon  the  plans  at  the  point  where  the 
present  east  and  west  trunk  sewers  will  be  intercepted  will  provide  for 
wasting  the  sewage,  in  case  of  necessity,  into  the  river ;  and  in  a  system 
like  thid  it  is  essential  that  some  such  provision  be  made  whereby  the 
sewage  can  be  disposed  of  in  case  of  accident  to  tlie  pumps,  pumping 
station  or  force  main  ;  but  these  waste  gates,  it  is  understood,  will  ])e  used 
only  in  an  emergency,  and  not  in  the  ordinary  operation  of  the  works. 

Tiierc  are  several  elevations  and  depressions  in  the  force  main  from  the 
pumping  station  to  the  filtration  area.  It  docs  not  now  ai)pear  to  be  prac- 
ticable to  change  this  line,  l)ut  it  is  possible  tiiat  in  IIk;  construction  of  the 
works  it  may  be  feasible  to  so  arrange  the  grade  of  tliis  pipe  that  fewer 
depressions  shall  occur,  and,  if  practicable,  it  is  recounnended  that  this 
change  be  made.     No  Ijlow-offs  or  waste  gates  are  shown  ;   but  if  provision 
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for  emptying  the  pipe  at  any  point  or  points  between  the  pumping  station 
and  the  lilter  beds  is  made  at  places  where  depressions  occur,  these  outlets 
must  also  be  considered  only  as  provision  for  unforeseen  emergencies,  and 
not  for  frequent  or  regular  use. 

Plymodth.  The  selectmen  of  Plymouth  applied  to  the  Board 
Aug.  14,  1901,  for  its  advice  relative  to  the  sewerage  and  sewage 
disposal  of  certain  districts  in  that  town.  The  Board  replied  to  this 
application  as  follows  :  — 

Sept.  5,  1901. 

The  State  Board  of  Health  received  from  you,  on  August  16,  an  appli- 
cation for  advice  with  reference  to  the  disposal  of  sewage  of  certain  dis- 
tricts in  rij'mouth,  accouipuuied  by  plans  showing  three  proposed  sewers 
and  outlets,  one  being  entitled  ''  Plan  showing  proposed  sewer  outlet  at 
land  of  Barnabas  Hedge  ;  "  another,  "  Plan  showing  proposed  sewer  outlet 
near  outlet  of  Cold  Spring  Brook ;  "  and  a  third,  "  Plan  and  profile  of  pro- 
posed sewer  on  Winter  Street." 

In  all  cases  it  appears  that  the  sewers  to  be  connected  with  these  outlets 
are  intended  to  receive  a  small  amount  of  roof  water  in  addition  to  the 
sewage,  but  that  otherwise  surface  water  is  to  be  kept  out  of  them.  The 
outlets  in  all  cases  extend  to  low  water  in  Pl^'mouth  harbor.  The  present 
main  sewer  outlet  for  the  town  receives  the  sewage  of  the  bulk  of  the 
thickly  settled  sections,  and  it  appears  that  there  is  a  private  sewer  outlet 
in  existence  at  the  northerly  end  of  the  town  which  provides  for  many 
buildings  there.  Two  of  the  plans  now  proposed  will  provide  outlets  for 
the  sewage  of  the  territory  between  the  districts  at  present  provided  with 
sewers  in  the  central  portion  of  the  town  and  the  private  sewer  system 
referred  to  near  the  uortherl}'  limits  of  the  town.  The  remaining  system 
at  the  southerly  end  of  the  town  will  provide  for  a  small  number  of  houses 
on  Winter  Street  in  that  section  which  are  said  to  be  badly  in  need  of 
sewerage. 

The  Board  has  caused  the  locations  of  the  proposed  outlets  to  be  exam- 
ined by  one  of  its  engineers,  and  has  carefully  considered  the  proposed 
plans.  In  the  opinion  of  the  Board,  it  is  not  desirable  for  the  town  of 
Plymouth  to  discharge  its  sewage  at  several  outlets  along  the  shore  ia 
front  of  the  town,  if  it  is  practicable  to  collect  and  dispose  of  it  all  in  a 
satisfactory  manner  at  one  or  two  suitable  places.  While  the  northerly 
outlets  now  proposed  arc  not  likelj'  to  be  noticeable  to  the  inhabitants  ia 
the  immediate  vicinity  for  many  years  at  least,  and  while  it  is  permissible 
in  the  opinion  of  the  Board,  to  use  these  outlets  temporarily  if  necessary, 
the  Board  would  advise  that,  before  you  construct  the  proposed  sewers, 
the  whole  subject  of  the  future  sewerage  of  Plymouth  be  considered,  with 
a  view  to  selecting  the  best  outlet  or  outlets  for  the  sewage,  and  avoiding 
the  general  pollution  of  the  water  of  the  harbor  near  the  thickly  settled 
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parts  of  the  town.  It  may  theu  be  found  practicable  to  construct  the  pro- 
posed sewers  in  such  a  manner  that,  while  temporar}'  outlets  may  be  used 
for  the  present,  the  sewage  can  all  be  disposed  of  by  some  more  satisfac- 
tory plan  in  the  future,  and  the  pollution  of  the  waters  in  front  of  the  town 
avoided. 

Regarding  the  most  southerly  of  the  proposed  outlets  indicated  in  your 
plans,  the  Board  is  of  the  opinion  that  the  discharge  of  any  considerable 
quantity  of  sewage  at  this  place  will  be  liable  to  create  a  nuisance  ;  and 
that,  while  the  quantity  that  would  be  discharged  from  the  sewer  as  now 
proposed  is  small,  it  is  not  desirable,  if  this  outlet  should  be  constructed 
for  temporary  use,  that  the  system  tributary  to  it  be  enlarged  by  the 
addition  of  other  streets  than  the  one  shown  on  the  plan. 

It  is  important,  in  the  opinion  of  the  Board,  that  studies  of  the  future 
sewerage  of  this  neighborhood  be  made  as  soon  as  possible,  since  it  seems 
likely  that  other  districts  in  this  region  will  soon  require  sewerage. 

Reading.  An  application  was  received  from  the  sewer  commit- 
tee of  Reading,  Oct.  2,  1900,  for  the  advice  of  the  Board  relative 
to  a  proposed  plan  of  sewage  disposal  for  the  town.     The  Board 

replied  to  this  application  as  follows  :  — 

Feb.  7, 1901. 

The  State  Board  of  Health  received  from  you,  on  Oct.  2,  1900,  an 
application  for  advice  with  reference  to  the  disposal  of  the  sewage  of  the 
town  of  Reading,  in  which  you  state  that  you  have  several  plans  under 
consideration,  such  as  entering  the  metropolitan  sewerage  system,  or  dis- 
posing of  the  sewage  on  filter  beds  within  the  limits  of  the  town.  Subse- 
quently, a  plan  of  a  proposed  system  of  sewerage  and  sewage  disposal, 
providing  for  disposing  of  the  sewage  upon  land  in  the  northerly  part  of 
the  town,  was  presented  by  your  engineer.  Outlines  were  also  presented 
of  an  alternative  plan  for  disposing  of  the  sewage  upon  land  in  the  easterly 
part  of  the  town,  near  the  boundary  between  Reading  and  Lynnfield. 

The  plan  presented  in  greatest  detail,  and  which,  according  to  the  esti- 
mates furnislic'd  by  your  engineer,  seems  likely  from  present  indications  to 
be  the  least  C'xi)ensive  for  the  town,  provides  for  colloeting  the  sewage 
partly  by  gravity  and  i)artly  ])y  pumping,  into  a  main  sewer. which  will 
begin  at  tlie  corner  of  'lY'inplc  and  Woburn  streets,  about  1,000  feet  south- 
west of  the  Reading  railroad  station,  and,  running  in  a  generally  north- 
westerly direction,  parallel  to  the  railroad,  will  convey  the  sewage  to  a 
filtration  area  located  on  the  south-westerly  side  of  the  Boston  &  Maine 
Railioad,  south  of  Lowell  Street,  near  the  boundary  between  Reading  and 
Wilmington,  where  the  sewage  is  to  be  purified  by  intennittcMit  filtration. 

The  route  of  the  main  sewer  for  a  consideraljle  distance  before  reaching 
the  filter  beds  lies  across  a  low  valley,  where  the  sewer  will  be  constructed 
of  iron  pipe,  in  the  form  of  an  inverted  siplion. 
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The  plan  of  the  proposed  filtration  area  shows  24  filter  beds,  having  an 
aggregate  area  of  about  12  acres,  located  upon  a  tract  of  gravelly  land 
near  a  low  divide  between  the  Ipswich  and  Mystic  rivers,  and  about  H 
miles  north  of  the  central  portion  of  the  village  of  Reading.  It  is  proposed 
in  the  beginning  to  prepare  an  area  of  about  3^  acres  for  the  disposal  of 
the  sewage  of  the  town. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer,  and 
has  carefully  considered  the  plans  submitted.  Owing  to  the  situation  of 
the  town  of  Reading,  on  a  low  divide  between  the  Saugus  and  Mystic 
rivers,  it  is  not  possible  to  collect  all  of  the  sewage  at  one  place  by  gravity. 
It  also  appears  that  the  head  waters  of  the  two  streams  mentioned  have 
but  little  fall  as  they  flow  away  from  the  main  village,  and  it  is  not  practi- 
cable to  convey  the  sewage  from  the  lower  portions  of  the  main  village  in 
either  water-shed  to  suitable  filtration  areas  without  pumping. 

Under  the  circumstances,  judging  from  the  information  submitted,  two 
pumping  stations  are  necessary,  as  are  proposed  in  the  plan  presented; 
and  unnecessary  pumping  appears  to  have  been  avoided  by  collecting  the 
sewage  of  the  higher  portions  of  the  town  in  such  a  way  that  it  will  flow 
to  the  proposed  filtration  area  by  gravity. 

The  sizes  of  the  sewers  appear  to  be  ample  for  the  population  which  they 
are  designed  to  serve.  The  inverted  siphons  are  of  smaller  capacity  than 
other  portions  of  the  system,  so  that  it  will  be  practicable  to  secure  a  good 
velocity  of  flow  through  them ;  and  their  size  appears  to  be  as  large  as  it 
is  desirable  to  provide  at  the  present  time,  since  they  can  probably  be 
duplicated  in  the  future,  if  necessary,  without  special  difficulty. 

The  proposed  filtration  area  in  the  neighborhood  of  Lowell  Street  con- 
tains soil  of  excellent  qualit}'  for  sewage  purification,  and  the  depth  and 
character  of  the  soil  are  such  that  the  filter  beds  seem  likely  to  require  but 
little  undcrdrainage.  The  area  is  sufficient  to  last  for  many  j'ears,  and 
can  be  further  increased,  if  necessar}-,  bj^  constructing  additional  filter 
beds  on  the  adjacent  meadow  lands  from  the  available  gravelly  soil  in  the 
Immediate  neighborhood.  It  is  not  necessary  that  the  filters  be  constructed 
so  near  the  railroad  as  is  proposed  at  present ;  and  since  there  are  several 
houses  along  Lowell  Street  on  the  north-westerly  side  of  the  railroad  from 
which  the  filter  l)eds  might  be  noticeable,  it  is  desirable  that  when  the 
works  are  constructed  the  filters  be  placed  at  least  two  hundred  feet  south- 
west from  the  railroad,  and  that  a  dense  growth  of  trees  be  maintained  • 
between  the  railroad  and  the  filter  beds,  since,  if  this  should  be  done,  it  is 
unlikely  that  the  presence  of  the  filter  beds  would  be  noticeable  at  any  of 
the  houses  in  the  neighborhood,  assuming  that  the  buildings  located  at 
present  on  the  filtration  area  or  in  the  immediate  neighborhood  shall  be 
removed. 

The  plan  as  a  whole  will,  in  the  opinion  of  the  Board,  provide  an  efficient 
and  satisfactory  method  for  the  collection  and  disposal  of  the  sewage  of 
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Reading,  and  is  capable  of  being  enlarged  sufficiently  to  serve  the  town 
for  a  long  time  in  the  future. 

An  examination  has  also  been  made  of  the  territory  indicated  for  use  as 
a  place  of  sewage  disposal  under  the  alternative  plan  presented  b}'^  your 
engineer.  This  territory  lies  east  of  Haverhill  Street  and  north  of  Pine 
Street,  close  to  the  boundary  between  Reading  and  Lynnfield,  and  is  very 
sparsely  populated.  Moreover,  it  does  not  seem  likely  that  this  neighbor- 
hood will  become  more  thickly  settled  than  at  present  for  many  years. 
The  area  is  somewhat  uneven,  and  the  indications  are  that  it  may  be  neces- 
sai-y  to  provide  a  long  canal  to  remove  the  effluent,  if  filter  beds  should  be 
constructed  at  this  place.  Nevertheless,  the  soil  is  of  good  quality  for  the 
purification  of  sewage  by  intermittent  filtration,  and  an  ample  area  for  the 
disposal  of  the  sewage  of  Reading  can  be  obtained  in  this  region. 

The  works  for  disposing  of  the  sewage  here  would  be  similar  to  those 
proposed  in  connection  with  the  other  plan,  though  the  location  of  the 
main  sewer  would  of  course  be  changed,  and  the  cost  of  works  under  this 
plan  would  evidently  be  somewhat  greater,  judging  from  the  estimates  of 
costs  submitted,  if  works  should  be  built  at  the  present  time,  than  the  cost 
of  disposing  of  the  sewage  at  the  proposed  filtration  area  near  Lowell 
Street ;  but  it  is  possible  that  circumstances  may  render  it  desirable  to 
select  this  location  when  works  shall  be  built  for  the  town  of  Reading,  and 
it  may  be  found,  upon  further  and  more  thorough  investigation,  that  the 
difference  in  cost  will  not  be  as  great  as  now  seems  probable. 

With  regard  to  disposing  of  sewage  in  connection  with  tlie  metropolitan 
sewerage  system,  while  definite  plans  have  not  been  presented,  the  Board 
is  of  the  opinion  that  it  will  probably  be  found  more  expensive  for  the 
town  to  discharge  its  sewage  into  the  metropolitan  system  than  to  dispose 
of  it  independently  upon  land  within  its  own  limits;  and,  considering  all 
the  circumstances,  the  Board  does  not  advise  the  disposal  of  the  sewage  of 
Reading  by  this  method  at  the  present  time. 

Revere.  An  application  was  received  April  11,  1901,  from  the 
sewer  commissioners  of  Revere,  for  the  advice  of  the  Board  relative 
to  a  proposed  system  of  sewerage  and  sewage  disposal  for  the  town. 
The  Board  replied  to  this  application  as  follows  :  — 

July  11,  1901. 
The  State  Boaid  of  Health  received  from  you,  on  April  11,  1901,  an 
application  for  advice  relative  to  an  outlet  for  sewage  into  the  Pines  River 
and  tlie  disposal  of  tlie  sewage  of  the  town  of  Revere,  in  general  accord- 
ance with  a  plan  of  W^iitman  &  Howard,  civil  engineers,  designated  by 
them  as  plan  No.  4,  in  a  report  dated  Jan.  10,  1901,  and  submitted  with 
your  application.  Subsequently  plans  were  submitted  by  your  engineers 
showing  outlines  of  various  schemes  by  which  the  town  of  Revere  can  be 
provided  with  a  system  of  sewerage  and  sewage  disposal. 
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It  appears  that  the  town  is  already  provided  with  a  partial  system  of 
sewerage,  by  which  the  sewage  is  discharged  at  two  principal  outlets,  one 
into  Sales  Creek,  just  below  the  Boston  &  Maine  Railroad  bridge,  and 
the  other  into  the  Atlantic  Ocean,  near  the  end  of  Cherry  Island  Bar,  the 
southerly  end  of  Crescent  Beach.  The  first  outlet  receives  sewage  from  the 
central  portion  of  the  town,  while  the  ocean  outlet  receives  the  sewage  of 
Beachmout  and  a  portion  of  Crescent  Beach.  The  sewage  which  flows  to 
the  latter  outlet  is  received  into  a  collecting  tauk  and  discharged  on  the 
ebb  tide. 

Plan  No.  4,  referred  to  in  your  application,  is  outlined  by  your  engineer 
as  follows :  — 

Fourth  Method.  —  To  maintain  several  diflferent  outlets  for  various  portions  of 
the  town. 

The  Beach  system,  so  called,  now  draining  Beachmont  and  Crescent  Beach,  to 
remain  as  at  present,  on  the  principle  of  "let  well  enouirh  alone." 

The  Centre  system,  as  now  constructed,  to  remain  as  at  present,  except  that  an 
opportunity  is  now  pro\'ided  whereby,  it'  it  at  any  time  becomes  desirable  to  change 
the  outlet,  this  Centre  system  and  also  the  southerly  and  south-westerly  portions 
of  the  town  may  drain  into  the  new  Chelsea  branch  of  the  metropolitan  sewer,  by 
obtaining  ])ermission  and  assuming  the  fair  proportion  of  cost  and  maintenance. 
This  would  be  accomplished,  so  far  as  the  present  sewers  are  concerned,  by  bmld- 
ing  a  20-inch  sewer  about  4,000  feet  in  length  from  near  the  Revere  railroad  station 
along  Yinal  Street  and  the  new  Revere  Beach  parkway  to  Broadway,  and  thus  to 
the  Chelsea  line.  The  area  tributary  to  the  new  Chelsea  branch  of  the  metro- 
politan sewer  is  about  770  acres.  Sewers  in  the  vicinity  of  Broadway  and  the 
south-westerly  comer  of  the  town  would  drain  directly  into  the  metropolitan  sewer 
at  Broadway  and  Fenno  Street. 

The  remainder  of  the  town  to  be  cared  for  by  an  18-inch  gravity  sewer,  running 
from  Oxford  Park  south  of  Revere  Street  along  Broadway  to  the  Pines  River. 
This  will  care  for  all  the  territory  —  about  1,000  acres—  embraced  in  the  water- 
shed north  of  the  hill  running  through  the  Harris  and  Janvrin  estates  across  to 
near  Cnshman  Avenue  and  then  west  to  Washington  Avenue.  This  seems  to  be 
the  only  reasonable  way  to  drain  this  large  section  except  by  connecting  by  gravity 
with  the  Eastern  Avenue  branch  of  the  metropolitan  sewer  or  by  a  pumping 
system,  as  above  mentioned ;  unless  it  might  be  termed  reasonable  to  pump  the 
sewage  of  this  section  into  a  high-level  sewer,  to  run  b}-  gravity  into  the  present 
Chelsea  branch  of  the  metropolitan  sewer,  which,  on  account  of  cost  of  maintenance 
of  pumping  plant  and  charges  to  metropolitan  district,  would  be  too  expensive 
by  far. 

This  main  sewer  will  Ite  about  5,000  feet  long,  will  pitch  1  foot  to  1,000  feet,  and 
empty  into  the  Pines  River  at  height  of  about  mean  low  tide.  A  tide  gate  will 
be  retiuired  on  end  of  sewer,  and  the  sewer  will  be  ol)liged  to  hold  the  sewage 
during  the  stage  of  high  tide.  This  sewer  will  perhaps  have  to  be  duplicated, 
should  it  continue  to  be  used  until  this  1,000  acres  has  heen  closely  built  upon; 
but  that  time  being  probably  a  considerable  distance  in  the  future,  we  are  of  the 
opinion  that  there  will  be  enough  saving  by  laying  a  pipe  not  over  18  inches  in 
diameter  to  warrant  that  being  done  at  present,  especially  as  this  outlet  may  prove 
not  to  be  a  permanent  one. 
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The  Board  has  carefully  considered  your  application  and  the  plans  and 
report  submitted,  and  has  caused  the  locality  to  be  examined  by  its  engi- 
neer. By  plan  No.  4  the  quantity  of  sewage  discharged  at  each  of  the 
two  principal  outlets  used  at  present  would  be  increased,  and  a  new  outlet 
for  a  large  portion  of  the  town  would  be  made  at  Pines  River.  The  present 
sewer  outlet  at  Sales  Creek,  which  was  deemed  permissible  by  the  Board 
only  as  a  temporary  expedient,  does  not  appear  as  yet  to  have  been  the 
cause  of  serious  nuisance  ;  but  the  town  is  growing  very  rapidly,  and  it  will 
evidently  very  soon  be  necessary  to  discontinue  the  discharge  of  sewage  at 
this  place.  Sewage  discharged  at  Cherry  Island  Bar  is  first  collected  in  a 
tank,  where  the  solid  matters  have  an  opportunity  to  disintegrate,  and  the 
sewage  is  discharged  chiefly  on  the  outgoing  tide.  This  outlet  does  not 
appear  as  yet  to  have  caused  a  serious  nuisance,  though  there  have  been 
complaints  concerning  it.  The  shores  for  several  miles  on  both  sides  of  the 
outlet  are  densely  populated  in  the  summer  season,  and  are  used  for  bathing 
by  very  large  numbers  of  people.  Considering  these  circumstances,  it  is 
not  desirable,  in  the  opinion  of  the  Board,  to  increase  the  discharge  of 
sewage  at  this  place,  unless  there  is  definite  evidence  that  sewage  discharged 
here  or  at  a  point  further  out,  to  which  the  outlet  can  be  extended,  will  be 
carried  away  from  the  shores  at  all  times  until  thoroughly  dispersed. 

The  Pines  River,  the  proposed  place  of  disposal  for  the  remainder  of  the 
sewage  of  the  town  (except  the  two  small  areas  in  the  north-westerly  and 
north-easterly  corners),  is  a  tidal  creek  having  a  very  small  water-shed,  and 
the  sea  water  flows  freely  in  either  direction  upon  the  rise  and  fall  of  the 
tide.  The  river  has  many  branches  and  tributaries  extending  to  all  parts 
of  the  marshes,  and  in  the  lower  portions  of  its  course  flows  along  the 
westerly  side  of  the  Point  of  Pines,  which  is  used  largely  as  a  summer 
resort,  and  then  into  the  Saugus  River,  through  which  it  discharges  into  the 
sea.  There  are  extensive  flats  in  the  lower  portions  of  the  course  of  the 
river  which  are  exposed  at  low  tide,  and  if  any  considerable  quantity  of 
sewage  should  be  discharged  into  this  stream,  there  is  great  danger  that 
the  shores  and  flats  would  be  made  offensive  thereby. 

The  Board  is  of  the  (opinion  that  tlie  proposed  plan  of  discharging  the 
sewage  of  a  large  portion  of  Revere  into  this  river  is  an  objectionable  one, 
and  advises  that  no  sewage  be  discharged  into  this  stream. 

Three  other  schemes  by  which  the  sewage  of  the  town  may  be  disposed 
of  are  inilicated  in  the  report  of  your  engineer.  Two  of  these  provide  for 
the  disposal  of  the  sewage  into  the  metropolitan  sewerage  system ;  and  the 
other,  known  as  plan  No.  2,  provides  for  its  disposal  by  discharge  into  the 
sea  about  1,000  feet  beyond  the  present  outlet  at  Cherry  Island  Bar. 
The  objections  to  an  outlet  for  sewage  at  Cherry  Island  Bar  have  already 
been  indicated.  Unless  further  studies  shall  be  made  here,  which  shall 
show  definitely  that  the  sewage  can  be  disposed  of  by  this  plan  without 
dang(!r  of  returning  upon  any  inhabited  shore,  this  outlet  cannot  be  con- 
sidered n  suitable  one  ff)r  the  disposul  of  tlie  sewage  of  Revere. 
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The  best  method  of  disposing  of  the  sewage  of  tlie  town,  judging  from 
present  information,  appears  to  be  to  discliarge  it  into  the  metropolitan 
system  by  gravity,  if  possible,  at  the  most  convenient  point  or  points  ;  and, 
while  the  expense  of  this  method  may  be  somewhat  greater  in  the  beginning, 
there  does  not  appear  to  the  Board,  judging  from  the  information  now 
available,  any  other  plan  of  disposing  of  the  sewage  of  Revere  which  seems 
likely  to  be  equally  satisfactory,  or  to  be  in  the  long  run  less  expensive. 
The  information  submitted  is  not  sufficiently  complete  to  enable  the  Board 
to  judge  definitely  as  to  the  probable  cost  of  this  method  of  disposal,  as 
compared  with  the  other  plans  suggested. 

The  Board  would  advise  that  you  cause  a  careful  study  to  be  made  of  the 
currents  in  the  neighborhood  of  the  proposed  outlet  at  Cherry  Island  Bar, 
and  an  estimate  of  the  cost  of  disposing  of  the  sewage  both  at  this  place 
and  by  discharging  into  the  metropolitan  system,  either  by  gravity,  or,  if 
suitable  grades  for  the  sewers  cannot  be  secured,'  by  pumping  the  sewage 
after  it  has  been  collected  by  gravity  at  some  suitable  ])lace. 

It  is  advisable,  also,  that  the  sewerage  of  areas  in  the  extreme  north- 
easterly and  north-westerly  portions  of  the  town  be  considered,  and  a 
definite  method  of  disposal  for  these  areas  be  selected,  if  practicable,  so 
that  a  plan  may  be  prepared  which  will  provide  for  the  sewerage  of  all 
portions  of  the  town  which  are  likely  to  require  sewerage  for  a  long  time 
in  the  future.     Portions  of  the  plan  can  then  be  built  as  required. 

When  the  results  of  further  investigations  are  available,  the  Board  will, 
upon  application,  give  you  further  advice  relative  to  the  disposal  of  the 
sewage  of  the  town. 

Salem.  An  application  was  received  Sept.  11,  1901,  from  the 
sewer  commissioners  of  Salem,  for  the  advice  of  the  State  Board  of 
Health  relative  to  a  S3^stem  of  sewage  disposal  for  the  city.  The 
Board  replied  to  this  application  as  follows  :  — 

Sevt.  20,  1901. 

The  State  Board  of  Health  received  from  j'ou,  on  September  11,  an 
application  for  advice  with  reference  to  a  proposed  system  of  sewerage  and 
sewage  disposal  for  the  city  of  Salem,  accompanied  b}'  an  outline  of  a  pro- 
posed plan  for  the  disposal  of  the  sewage,  submitted  by  your  engineer. 

The  plan  provides  for  collecting  the  sewage  of  the  city  at  a  reservoir 
and  pumping  station  on  tlie  north-westerl}'  side  of  Cat  Cove,  from  which 
the  sewage  will  be  pumped  through  a  forc5  main  30  inches  in  diameter,  to 
be  laid  through  Cat  Cove  and  Juniper  Cove,  and  tiience  passing  near 
Abbott's  Rock  Beacon  to  the  ^Middle  Ground,  so  called,  and  along  the 
Middle  Gi'ound  to  an  outlet  at  the  island  of  Great  Haste.  By  this  plan 
the  sewage  is  to  be  pumped  and  discharged  onlj'  during  the  first  three 
hours  of  the  outgoing  tide.  You  ask  to  be  informed  whether  the  Board 
will  approve  a  system  of  sewage  disposal  through  a  30-inch  pipe,  with  a 
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temporary  outlet,  for  ten  years  near  Abbott's  Rock  Beacon,  this  pipe  to  be 
extended  to  Great  Haste  at  such  time  thereafter  as  the  volume  of  sewage 
discharged  may  make  the  suggested  temporary  outlet  undesirable.  You 
also  request  information  as  to  whether  the  Board  would  approve  a  system 
of  sewage  disposal  by  septic  tank  treatment  with  contact  filter  beds  filled 
with  coke,  as  indicated  upon  a  plan  submitted,  said  tank  and  beds  being 
located  at  any  point  which  may  be  agreed  upon,  on  the  shores  of  Cat  Cove, 
Winter  Island  or  the  north  shore  of  Salem  Neck,  the  eflfluent  to  be  dis- 
charged into  deep  water. 

The  Board,  in  response  to  your  application,  has  caused  the  locality  to  be 
examined  by  its  engineer,  and  has  carefully  considered  the  proposed  plans 
and  the  available  information  relative  thereto. 

The  proposed  location  of  the  pumping  station  and  of  the  line  of  force 
main  from  the  pumping  station  to  Great  Haste  appears  to  be  a  reasonable 
one,  though  the  expense -may  be  somewhat  greater  than  would  be  the  case 
should  the  pumping  station  be  located  nearer  the  city,  and  the  force  main 
laid  to  the  south  of  Winter  Island. 

From  a  general  study  of  the  proposed  plans,  the  Board  can  see  no  ad- 
vantage to  be  gained  by  the  city  of  Salem  by  the  construction  of  a  reser- 
voir and  the  discharge  of  the  sewage  only  on  the  outgoing  tide.  On  the 
other  hand,  thei'e  will  be  certain  definite  advantages  obtainable  by  pumping 
continuously  at  all  times,  since  this  plan  will  not  only  probably  be  less 
expensive,  in  any  case  in  the  long  run,  but  by  this  plan  the  sewage  will  be 
discharged  in  a  fresher  condition  and  in  much  smaller  quantities,  greatly 
reducing  the  danger  that  the  particles  may  reach  any  inhabited  shore,  or 
that  odors  may  be  noticeable  in  the  harbor.  For  these  reasons,  and  on 
account  of  the  character  of  the  harbor  and  the  currents,  the  Board  does 
not  advise  the  discharge  of  sewage  on  the  outgoing  tide  only,  but  advises 
that  the  sewage  be  discharged  at  all  times  as  fast  as  it  is  received  at  the 
pumping  station. 

The  Board  is  of  the  opinion  that  Great  Haste  is  a  satisfactory  outlet  for 
the  sewage,  but  the  proposed  plan  of  discharging  the  sewage  temporarily 
for  a  period  of  ten  years  at  Abbc^tt's  Rock  Beacon  does  not  seem  to  the 
Board  a  desirable  one.  Only  a  very  few  observations  on  the  currents  in 
tliis  immediate  neighborhood  have  been  made,  but,  so  far  as  can  be  judged, 
these  currents  are  very  slow  and  W(!ak,  and  the  movement  of  the  sewage 
would  be  inlliienced  largely  by  the  force  and  direction  of  the  wind.  More- 
over, the  nearness  of  this  point.to  the  northerly  end  of  Winter  Island  and 
Salem  Willows  is  such  that  there  would  be  danger  that  odors  from  the  out- 
let would  be  carried  to  these  places  by  easterly  or  south-easterly  winds. 
It  is  possible  that  a  point  of  discharge  might  be  found  near  the  westerly 
end  of  the  Middle  Ground,  so  called,  at  which  the  sewage  might  be  dis- 
charged for  a  time,  before  extending  the  outlet  to  Great  Haste,  without 
producing  a  nuisance. 
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Regarding  the  size  of  tlie  proposed  force  main,  the  Board  is  of  the 
opinion  that  for  Salem  alone  a  force  main  30  inches  in  diameter,  from  the 
proposed  pumping  station  to  Great  Haste,  would  probably  be  sufficient  for 
the  removal  of  the  sewage  for  many  years  in  the  future,  if  the  sewage  is  to 
be  discharged  continuously  at  all  stages  of  the  tide. 

The  Board  has  considered  the  plan  and  detail  drawings  of  a  system  of 
sewage  disposal  by  means  of  a  so-called  septic  tank  and  contact  filter  beds 
submitted  with  your  application.  Considering  the  probable  character  of 
the  sewage  of  Salem,  there  is  a  doubt  as  to  whether  the  sewage  of  the  city 
could  be  purified  in  a  satisfactory  manner  by  this  plan  ;  but  it  is  probable 
that,  with  two  sets  of  contact  filter  beds,  by  which  the  sewage  would  be 
filtered  twice,  an  effluent  could  be  obtained  which  might  safely  be  dis- 
chai'ged  into  the  deep  water  of  Salem  harbor.  The  cost  of  works  for 
disposal  of  the  sewage  in  this  way  would  without  doubt  be  much  greater 
than  by  the  plan  of  discharging  it  into  the  sea  at  Great  Haste ;  and,  con- 
sidering the  circumstances,  the  Board  does  not  recommend  the  disposal  of 
the  sewage  of  Salem  by  this  plan. 

SwAMPSCOTT.  An  application  was  received  from  the  sewerage 
committee  of  Swampscott,  Sept.  27,  1901,  for  advice  relative  to  a 
proposed  system  of  sewerage  and  sewage  disposal.  The  Board 
replied  to  this  application  as  follows  :  — 

Dec.  5,  1901. 

The  State  Board  of  Health  received  from  you,  on  Sept.  27,  1901,  an 
application  for  advice  with  reference  to  a  proposed  system  of  sewerage 
and  sewage  disposal  for  Swampscott,  and  subsequently  plans  and  a  report 
were  received  from  your  engineer,  describing  the  proposed  system  and 
method  of  disposal  of  the  sewage. 

The  plan  for  the  disposal  of  the  sewage  of  the  central  portion  of  the 
town  is  practically  the  same  as  that  proposed  in  the  previous  application 
from  the  sewer  commissioners  of  Swampscott  in  1899.  This  plan  provides 
in  general  for  the  collection  of  the  sewage  at  a  point  near  Humphrey  Street, 
from  which  it  will  be  pumped  to  an  outlet  into  the  sea  in  the  neighborhood 
of  Dread  Ledge.  The  sewage  of  the  westerly  portion  of  the  town  in  the 
valley  of  Stacy's  Brook  was,  by  the  former  plan,  to  be  pumped  into  the 
central  system ;  but  a  further  investigation  now  shows  that  it  is  feasible  to 
convey  the  sewage  from  the  valley  of  Stacy's  Brook  into  the  central  system 
by  gravity,  at  a  less  expense  than  by  pumping  the  sewage  as  proposed  in 
the  former  plan.  The  plan  for  the  disposal  of  the  sewage  at  the  easterly 
end  of  the  town  provides  for  an  outlet  into  the  sea  1,800  feet  from  the 
shore,  close  to  the  boundary  line  between  ^Marblehead  and  Swampscott. 

The  Board  has  carefully  considered  your  application  and  the  plans  and 
other  information  submitted  therewith,  and  has  caused  the  locality  to  be 
examined    In*  its   engineer.      Tvogarding   the   plan   for  tlio  disposal  of  the 
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sewage  of  the  central  aud  westerly  portions  of  the  town,  the  Board  sees  no 
reason  to  modify  the  advice  given  in  a  previons  repl}',  that  the  discharge 
of  the  sewage  into  the  sea  sonth  of  Dread  Ledge  is  an  appropriate  method 
for  the  disposal  of  the  sewage  of  the  town ;  and,  since  it  is  now  found  that 
the  sewage  from  the  westerly-  portion  can  be  conveyed  in  the  central  system 
by  gravity,  a  considerable  saving  in  the  cost  of  pumping  will  be  effected. 

Studies  relative  to  the  disposal  of  the  sewage  from  the  valley  of  the 
brook  draining  the  easterly  section  of  the  town,  and  discharging  into  the 
sea  at  the  boundary  line  between  Swampscott  aud  Marblehead,  indicate 
that  a  large  portion  of  this  territory  can  be  diverted  by  gravity  into  the 
central  section,  and  the  sewage  disposed  of  in  connection  with  other 
sewage  of  the  town  at  Dread  Ledge ;  but  there  is  an  area  in  the  lower 
portion  of  the  valley,  bordering  the  town  of  Marblehead  and  lying  between 
Humphrey  Street  aud  the  sea,  which  contains  approximately  210  acres, 
from  which  it  is  not  practicable  to  deliver  sewage  into  the  central  system 
by  gravity.  A  part  of  this  area  is  quite  low  and  sparsely  populated,  but 
other  portions  contain  a  considerable  population,  and  sewerage  is  appar- 
ently urgently  needed  for  a  portion  of  this  area  at  the  present  time.  The 
plans  provide  for  discharging  the  sewage  from  this  area  into  the  sea  about 
1,800  feet  from  the  shore,  opposite  the  boundary  line  between  Marblehead 
and  Swampscott.  While,  in  the  opinion  of  the  Board,  with  the  small 
quantity  of  sewage  that  would  be  discharged  here  for  several  years  it  is 
unlikely  that  matters  from  the  sewage  would  be  noticeable,  at  least  upon 
the  shores  in  the  neighborhood  of  the  outlet,  provided  it  is  placed  1,800 
feet  from  the  shore,  as  proposed  in  the  plan  submitted,  it  is  not  desirable 
to  discharge  sewage  in  this  neighborhood  if  it  is  practicable  to  dispose  of 
it  in  any  other  way. 

It  is  practicable  to  collect  the  sewage  from  this  area  at  some  place  in 
the  neighborhood  of  the  brook  near  its  outlet,  and  to  pump  it  into  the 
main  sewerage  system  of  the  town,  through  which  it  will  be  discharged  at 
the  main  outlet  near  Dread  Ledge ;  and,  while  the  cost  of  disposing  of  the 
sewage  of  this  area  in  tliis  way  would  probably  be  somewhat  greater  than 
the  cost  of  a  sea  outlet,  the  extra  ci^st  will  be  largely  for  tlie  maintenance 
of  pumping,  and  will  not  be  a  serious  burden  to  the  town  of  Swampscott. 

Considering  all  the  circumstances,  the  Board  would  advise  that  the 
sewage  of  this  section  be  pumped  into  the  general  sewerage  system  of  the 
town,  and  disposed  of  in  connection  with  the  (jtlicr  sewage  at  the  (jutlet 
near  Dread  Ledge. 

TAUiVTox.  Tlio  sower  coniniisHioncrs  of  Taunton  af)plied  to  tlie 
State  JJoard  of  Hcaltli,  Oct.  28,  11)01,  requesting  an  extension  of 
the  time  for  tlic  com})lction  of  its  .sewerage  .system  beyond  July  1, 
1902,  the  date  which  had  been  set  for  the  completion  of  tlie  system. 
Tlic  Board  replied  to  this  application  as  follows  :  — 
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Dec.  5,  1901. 

The  State  Board  of  Healtli  received  from  you,  Oct.  30,  1901,  a  com- 
munication giving  an  outline  of  tlie  work  tlius  far  done  in  the  construction 
of  a  system  of  sewerage  and  sewage  disposal  for  Taunton,  and  requesting 
this  Board  to  grant  an  extension  of  time  beyond  the  date  set  for  the  com- 
pletion of  the  work,  that  is,  beyond  the  first  day  of  July,  1902. 

The  Board  has  carefully  considered  your  application  and  information 
relative  to  the  sewerage  and  sewage-disposal  works  of  the  city,  and  has 
caused  the  Taunton  and  Mill  rivers  in  the  city  and  below  to  be  examined 
by  its  engineer.  It  appears  that  trunk  sewers  have  been  constructed  in 
the  valley  of  Mill  River  and  Cobb  Brook,  with  which  several  sewers  are 
now  connected,  and  others  will  soon  be  connected,  which  will  provide 
sewerage  throughout  much  of  the  thickly  settled  portion  of  the  city  west 
of  the  Taunton  River,  and  that  sewage  from  these  trunk  sewers  is  now  dis- 
charged into  Taunton  River  near  Weir  Bridge,  about  half  a  mile  up  the 
stream  from  the  proposed  site  of  the  pumping  station.  There  are  also  at 
the  present  time  several  other  sewer  outlets  from  which  sewage  from  other 
portions  of  the  city  west  of  the  Taunton  River  is  discharged  into  the  Mill 
and  Taunton  rivers. 

Further  consideration  of  the  matter  leads  the  Board  to  the  conclusion 
that  the  discharge  of  crude  sewage  into  the  Taunton  River  or  its  tributaries 
from  the  portion  of  Taunton  west  of  the  river  should  be  discontinued  as 
soon  as  possible,  both  in  the  interests  of  the  health  of  the  people  of 
Taunton,  and  those  living  in  other  towns  in  the  valley  of  the  strearn  below 
the  city. 

It  is  practicable,  in  the  time  that  remains  before  July  1,  1902,  if  the 
work  of  construction  shall  be  continued  diligently,  to  advance  materially 
toward  completion  the  work  which  now  remains  to  be  done  for  the  removal 
of  all  the  sewage  to  the  filtration  area  in  Berkle}',  as  provided  by  the  plan 
of  1897  ;  and  the  Board  has  concluded  to  take  no  action  upon  your  appli- 
cation until  July  1,  1902,  when  it  will  be  practicable  to  determine  much 
more  definitely  the  length  of  time  required  to  complete  the  work,  if  carried 
on  with  diligence.  The  Board  will  then  consider  the  propriety  of  making 
an  extension  of  the  time  to  such  a  date  as  may  then  seem  necessary. 

Wakefield.  An  application  was  received  from  the  sewer  com- 
missioners of  Wakelield,  Oct.  29,  1900,  for  tlie  ai)proval  of  the 
State  Board  of  Health  of  a  system  of  sewage  disposal  to  connect 
with  the  North  Metropolitan  sewerage  system,  under* the  provisions 
of  chapter  377,  Acts  of  1900.  In  compliance  with  this  request,  a 
hearing  was  held  at  the  office  of  the  State  Board  of  Health,  Jan.  3, 
1901,  due  notice  having  been  sent  to  the  city  of  Lynn,  the  Lynn 
water  board  and  to  the  Wakefield  Water  Company  ;  and  the  follow- 
ing reply  Avas  sent  to  the  sewer  commissioners  of  Wakefield  :  — 
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Feb,  7,  1901. 
The  State  Board  of  Health  received  from  you,  on  Oct.  29,  1900,  au 
application,  uuder  the  authority  of  chapter  377  of  the  Acts  of  1900,  re- 
questing the  approval  by  the  Board  of  plans  of  a  system  of  sewage  disposal 
designed  for  the  town  of  AVakefield,  to  connect  Avith  the  North  Metropolitan 
sewerage  system.  Subsequently  a  plan  of  the  proposed  system  of  sewer- 
age was  received,  showing  in  solid  red  lines  the  sewers  proposed  for 
immediate  construction,  and  in  dotted  red  and  yellow  lines  future  exten- 
sions to,  or  partial  systems  for,  other  districts  in  the  town. 

Sub-drains  are  also  shown  upon  this  plan  beneath  the  main  sewer  and 
the  two  main  tributary  sewers  in  the  central  portion  of  the  town,  leading 
to  two  sub-drain  outlets,  one  discharging  into  a  small  stream  which  forms 
one  of  the  head  waters  of  the  Maiden  Eiver  near  the  southern  boundary  of 
the  town,  and  the  other  discharging  iuto  Wakefield  Brook.  The  plan  was 
accompanied  by  profiles  of  the  main  and  tributary  sewers  and  of  the  main 
underdrains,  with  general  details  of  construction. 

In  accordance  with  the  provisions  of  chapter  377  of  the  Acts  of  1900, 
the  State  Board  of  Health,  after  the  receipt  of  your  application,  gave 
notice  of  a  hearing,  as  required  by  section  17  of  said  chapter  377,  to  be 
held  at  the  rooms  of  the  Board  at  the  State  House,  on  Jan.  3,  1901,  at 
eleven  o'clock.  Notice  of  the  hearing  was  sent  to  the  city  of  Lynn,  to  its 
water  board  and  to  the  "Wakefield  Water  Company,  as  required  by  the  said 
act.  At  this  hearing  the  plans  were  presented  by  you,  showing  the  work 
to  be  done  in  constructing  a  system  of  sewerage  for  the  town  of  Wake- 
field, which  is  designed  to  have  an  outlet  into  the  metropolitan  sewerage 
system,  as  provided  for  by  chapter  172  of  the  Acts  of  1900. 

Tt  appearing  to  the  Board  that  some  modifications  in  the  proposed  under- 
(h-ainugo  system  were  desirable,  it  was  suggested  that  your  board  enlarge 
tlie  underdrainage  system  beneath  the  sewers  of  the  town  as  much  as 
might  seem  desirable  after  further  consideration,  and  that  you  avoid,  if 
practicable,  tlie  discharge  of  underdrainage  from  the  main  portion  of  the 
town,  witliin  the  water-shed  of  tlie  Saugus  Kiver  and  AVakefield  Brook, 
into  the  oNIalden  River  near  the  southerly  portion  of  the  town  ;  and  sub- 
sequently modifications  were  presented  by  you,  providing  for  a  much  more 
complete  system  of  underdrainage  in  the  central  ])orti()n  of  the  town  and 
larger  main  underdrains,  with  an  outlet  into  AVakeliekl  Brook,  and  for  the 
omission  of  IJie  underdrain  ouUct  intcj  the  ti'ibutary  of  Maiden  River  in 
the;  soiitliei'ly  jjortion  of  the  town. 

The  Stat(!  l>oard  of  Healtli,  after  considtMation,  herel^y  approves  so 
much  of  the  plan  of  Wakefield  sewerage  presented  by  you  as  is  sliown 
in  solid  red  lines  iqton  a  [jlan  entitled  "Map  of  the  sewerage  system  pro- 
posed for  Wakefield,  Mass.,  October,  1900.  Scale,  1"  =  400',"  signed  by 
William  H.  Lee,  William  B.  Daniel,  (jl(;orge  M.  Tompson,  Wakefield  sew- 
erage commissioners,  and  Oilando  K.  Morgan,  engineer,  and  ai)proves  the 
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modified  system  of  underdrainage  described  in  your  communications  of  Jan. 
9  and  Jan.  24,  1901,  which  provides  for  underdrains  beneath  nearly  all  the 
sewers,  indicated  in  solid  red  lines  upon  the  plan  above  described,  with  a 
single  outlet  for  the  underdrainage  into  "Wakefield  Brook,  as  indicated. 

The  Board  is  of  the  opinion  that  there  is  no  reasonable  objection  to  the 
discharge  into  the  tributary  of  Maiden  River,  near  the  Melrose  boun- 
dary line,  of  underdrainage  from  drains  beneath  the  main  or  tributary 
sewers  which  may  collect  water  within  the  water-shed  of  that  stream  only. 

It  does  not  seem  to  the  Board,  after  consideration,  that  the  sewers  and 
partial  systems  of  sewerage,  indicated  in  broken  lines  upon  the  plan  sub- 
mitted, are  presented  in  such  detail  as  to  show  all  of  the  work  to  be  done 
in  constructing  a  sj'stem  of  sewerage  as  required  by  the  provisions  of 
chapter  377  of  the  Acts  of  1900  ;  and  the  Board,  therefore,  does  not  at 
present  approve  these  portions  of  the  plan. 

Wellesley  (Dana  Hall  School).  The  principal  of  Dana  Hall 
School  in  Wellesley  applied  to  the.  State  Board  of  Health  for  its 
advice  relative  to  a  proposed  system  of  sewage  disposal  for  the 
school.     The  Board  replied  to  this  application  as  follows  :  — 

Oct.  3,  1901. 

The  State  Board  of  Health  received  from  you,  on  Aug.  21,  1901,  an 
application  for  advice  with  reference  to  a  proposed  system  of  sewage  dis- 
posal for  the  Dana  Hall  School  at  Wellesley,  and  subsequently  plans  were 
submitted  by  your  engineer,  showing  the  proposed  method  of  disposing  of 
the  sewage.  The  plans  provide  for  purifying  the  sewage  by  filtration 
through  sand,  after  a  preliminary  treatment  for  the  removal  of  sludge  by 
passing  the  sewage  through  strainers  of  coke  breeze,  the  effluent  to  flow 
into  Fuller's  Brook. 

It  appears  that  since  the  application  was  received  the  proposed  works 
have  been  constructed,  and  the  Board  is  informed  that  they  are  now  in 
operation. 

The  Board  has  carefully  considered  the  application  and  the  plans  sub- 
mitted, and  concludes  that  the  proposed  works  are  capable  of  purifying 
satisfactorily  all  the  sewage  likely  to  be  discharged  from  the  Dana  Hall 
School  at  the  present  time.  The  system  will  require  considerable  care  to 
maintain,  and  should  be  regarded  as  a  temporary  one,  to  be  abandoned 
when  a  general  system  of  sewerage  for  this  neighborhood  is  available. 

Westborough  (Insane  Hospital).  An  application  was  received 
from  the  trustees  of  the  Westborough  Insane  Hospital,  for  the 
advice  of  the  Board  relative  to  a  proposed  system  of  sewage  dis- 
posal for  new  cottages.  The  Board  replied  to  this  application  as 
follows  :  — 
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Oct.  3, 1901. 

The  State  Board  of  Health  received  from  you,  on  Aug.  1,  1901,  au  appli- 
cation for  advice  with  reference  to  plans  for  the  disposal  of  the  sewage  of 
a  group  of  three  cottages,  intended  to  care  for  about  100  patients,  to  be 
located  on  the  opposite  side  of  the  lake  from  the  present  hospital  baildings. 
It  appears  that  it  is  proposed  to  dispose  of  the  sewage  of  these  buildings 
ultimately  upon  the  area  now  used  for  the  purification  of  the  sewage  of  the 
hospital,  but  it  is  desired  to  provide  a  temporary  system  of  disposal  for 
these  cottages  until  the  permanent  system  shall  be  built.  Subsequently, 
a  plan  was  submitted  showing  a  system  of  disposal  for  temporary  use,  con- 
sisting of  6  filter  beds,  having  an  aggregate  area  of  a  little  more  than  half 
an  acre,  to  be  located  about  800  feet  from  the  buildings,  near  the  bottom 
of  a  small  valley  having  an  outlet  into  Chauncy  Pond.  Provision  is  made 
for  conveying  the  sewage  of  the  buildings  into  a  tank,  from  which  it  will  be 
distributed  intermittently  upon  the  filter  beds,  which  are  to  be  prepared 
artificially  of  suitable  soil  from  the  neighborhood. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  engineers, 
and,  having  carefully  considered  the  plans  submitted,  concludes  that  they 
are  well  adapted  for  the  purification  and  disposal  of  all  of  the  sewage  which 
would  be  discharged  from  the  buildings  which  it  is  now  proposed  to  con- 
struct and  use.  The  eflfluent  will,  however,  discharge  into  Chauncy  Pond, 
from  which  it  is  understood  that  a  portion  of  the  water  supply  of  the 
hospital  is  now  taken.  Early  in  the  present  year  your  attention  was  called 
to  the  danger  involved  in  the  use  of  this  water  for  drinking,  and  to  the 
indications  that  cases  of  very  serious  illness  had  been  caused  thereby. 
There  will  be  much  danger,  if  the  filter  beds  are  located  as  proposed,  that 
through  lack  of  care  in  their  operation,  or  some  other  cause,  unpurified 
sewage  may  at  some  time  find  its  way  into  the  lake  ;  and,  under  the  circum- 
stances, the  Board  cannot  advise  the  disposal  of  the  sewage  of  the  buildings 
in  question  by  the  plan  now  proposed  until  satisfactory  evidence  is  pre- 
sented to  show  that  this  method  of  disposing  of  the  sewage  of  these  build- 
ings will  not  endanger  the  health  of  the  inmates  or  employees  of  the  hospital 
to  whom  water  from  the  pond  is  available  for  drinking.  If  the  use  of 
Chauncy  Pond  as  a  source  of  water  supply  by  the  institution  shall  be 
abandoned,  the  Board  is  of  the  opinion  that  the  proposed  plan  is  a  suitable 
temporary  method  of  disposing  of  the  sewage  of  these  buildings. 

West  Spuingfield.  An  application  was  received  from  the 
selectmen  of  West  Springfield,  July  3,  1901,  for  advice  relative  to 
proposed  systems  of  sewerage  for  two  districts  in  the  northerly  part 
of  that  town.     The  Board  replied  to  this  application  as  follows  :  — 

Aug.  1,  1901. 
The  State  Board  of  Health  received  from  you,  on  July  3,  1901,  an  appli- 
cation for  advice  with  reference  to  a  proposed  system  of  sewerage  for  two 
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districts  in  the  northerly  part  of  the  town  of  West  Springfield,  —  one  being 
the  small  village  of  Riverdale,  and  the  other  the  village  of  Ashleyville  and 
other  territory  in  the  extreme  northerly  part  of  the  town  opposite  Chicopee, 
—  accompanied  by  plans  showing  the  proposed  sewers  and  outlets. 

The  plan  for  the  Riverdale  district  provides  for  a  main  sewer  in  the  valley 
of  Darby  Brook,  which  will  receive  the  sewage  from  the  territory  in  the 
valley  of  the  brook  and  along  the  Riverdale  road  for  a  distance  of  a  little 
over  half  a  mile  north*  of  the  brook,  and  convey  it  to  an  outlet  in  the 
Connecticut  River  just  north  of  the  mouth  of  the  brook.  The  proposed 
sewer  from  the  village  of  Ashleyville  extends  through  the  Riverdale  road 
for  a  distance  of  one  and  one-half  miles,  and  through  Wayside  Avenue  to 
the  Connecticut  River  at  the  Chicopee  bridge.  A  branch  sewer  in  Ashley 
Avenue  will  receive  sewage  from  this  street.  Both  systems  are  designed 
to  receive  a  small  quantity  of  storm  water,  but  in  general  it  is  proposed  to 
dispose  of  the  storm  water  of  these  districts  by  discharging  it  into  local 
water  courses. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  engineers, 
and  has  carefully  considered  the  plans  submitted.  The  plan  for  the  River- 
dale district  will  provide  for  the  pi'esent  needs  of  this  district,  and  the  size 
of  the  sewer  appears  to  be  sufficient  for  the  removal  of  the  sewage  from  the 
territory  which  it  is  designed  to  serve,  and  for  the  removal  of  a  small 
quantity  of  storm  water. 

By  the  proposed  plan,  the  main  sewer  leading  to  this  outlet  will  discharge 
into  a  manhole  near  the  bank  of  the  river,  from  the  bottom  of  which  a  pipe 
will  extend  to  a  submerged  outlet  in  the  river  about  50  feet  from  the  edge 
of  the  stream  at  low  water.  It  is  expected  that  the  dry-weather  flow  of 
sewage  will  discharge  through  this  pipe.  Another  pipe  will  extend  from 
the  opposite  side  of  the  manhole  from  which  the  sewer  enters,  and  at  about 
the  same  level,  to  a  point  of  discharge  at  the  edge  of  the  river  bank,  through 
which  mingled  sewage  and  storm  water  will  be  discharged  at  times  of  rain. 

Experience  with  submerged  outlets  indicates  that  the  submerged  pipe  in 
this  case  is  likely  to  be  stopped  up  by  matters  earned  along  in  the  sewer 
at  times  of  flood  in  the  river ;  and  the  Board  would  advise  that  the  plan  of 
this  outlet  be  changed,  so  that  sand  and  other  naatters  brought  down  the 
main  sewer  at  times  of  storm  would  be  likely  to  be  carried  through  the 
storm  outlet,  and  that  the  entrance  to  the  submerged  outlet  be  placed  at 
the  side  of  the  main  sewer,  so  that  it  will  be  less  likely  to  be  obstructed. 

The  proposed  outlet,  which  will  be  about  50  feet  from  the  shore  of  the 
river  at  low  water,  is  located  at  a  place  where  the  bank  of  the  stream  in 
the  immediate  neighborhood  is  unoccupied  ;  but  no  float  experiments  appear 
to  have  been  made,  which  would  indicate  whether  solid  matters  from  the 
sewage  discharged  at  this  point  would  be  likely  to  return  to  the  bank  of  the 
river,  or  not.  Float  experiments  could  be  made  here  with  very  little 
expense,  which  would  indicate  the  probable  direction  that  sewage  discharged 
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at  this  outlet  ■n'ould  take ;  and  the  Board  would  advise  that,  before  the 
outlet  is  constructed,  float  experiments  should  be  made,  and  the  outlet 
located  at  a  suflScient  distance  from  the  shore,  so  that  there  will  be  no 
danger  that  sewage  will  return  upon  it  until  thoroughly  mingled  with  the 
river  water. 

The  proposed  sewer  for  Ashleyville  and  the  territory  opposite  Chicopee 
appears  to  be  adapted  for  the  sewerage  of  this  neighborhood  at  the  present 
time.  The  plan  of  this  outlet,  while  differing  somewhat  from  the  proposed 
outlet  near  Darby  Brook,  has  the  same  general  features,  and  the  modifi- 
cations suggested  with  reference  to  the  plan  of  the  Darby  Brook  outlet 
apply  also  to  this  one.  The  proposed  submerged  outlet  in  this  case  will  be 
located  at  a  point  about  45  feet  from  the  edge  of  the  stream  at  low  water, 
where,  from  examination,  it  appears  that  the  river  has  practically  no  cur- 
rent. The  bank  of  the  river  in  the  neighborhood  of  this  outlet  is  already 
quite  thickly  populated,  and  if  the  sewage  should  be  discharged  as  proposed, 
it  would  be  likely  to  return  upon  the  shore  and  create  a  serious  nuisance  in 
the  neighborhood.  The  Board  would  advise  that,  before  deciding  upon  a 
location  for  this  outlet,  float  experiments  be  made  in  this  case  also,  in  order 
to  determine  how  far  out  it  is  desirable  to  place  the  outlet,  to  prevent  the 
danger  of  polluting  the  shore ;  and  the  outlet  should  be  carried  out  a 
sufficient  distance  to  prevent  danger  of  such  pollution. 

The  Board  is  not  informed  as  to  the  area  from  Avhich  it  is  proposed  to 
admit  storm  water  to  these  sewers,  and  cannot  advise  as  to  their  capacity 
for  removing  storm  water.  If,  after  you  have  made  float  experiments, 
you  desire  further  advice  of  the  Board  in  this  matter,  the  Board  will, 
upon  receiving  the  results  of  the  experiments,  give  the  matter  further 
consideration. 

Pollution  of  Ponds,  Streams  and  Other  Bodies  of  Water. 

The  following  is  the  substance  of  the  action  of  the  Board  during 
the  past  year  in  reply  to  applications  for  advice  relative  to  the  pol- 
lution of  ponds,  streams  and  other  bodies  of  water  :  — 

Alewife  Brook  (Cambridge,  Somerville,  Arlington  and  Bel- 
mont). A  petition  was  received  by  the  Board  Sept.  6,  1900,  from 
a  committee  of  citizens  of  the  foregoing  cities  and  towns,  stating 
that  "there  is  reason  to  l)elieve  that  the  conditions  of  Alewife 
Brook  and  the  territory  in  its  vicinity  are  a  menace  to  the  pu1)lic 
health,  and  they  therefore  rcspoctfiilly  petition  your  Honorable  Board 
to  examine  said  locality  and  the  conditions  therein  as  pertaining  to 
the  public  health,  and  to  make  such  report  and  recommendations  in 
the  matter  as  mociiis  titling  to  your  Board."  The  Board  replied  to 
this  petition  as  follows  :  — 
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Feb.  7,  1901. 

In  response  to  your  petition  for  an  investigation  by  this  Board  of  the 
condition  of  Alewife  Brook  and  the  territory  in  its  vicinity,  with  reference 
to  the  effect  of  tlie  conditions  existing  in  the  meadows  and  streams  in  this 
territory  upon  the  public  health,  and  for  recommendations  as  to  the  im- 
provement of  these  meadows  and  streams,  the  Board  has  caused  the 
locality  to  be  examined  by  its  engineer,  and  has  considered  the  plans  and 
other  information  that  have  been  presented. 

Alewife  Brook  is  bordered  by  meadows  and  marshy  lands,  having  an 
approximate  area,  as  measured  from  available  maps,,  of  380  acres,  in  the 
cities  of  Cambridge  and  Somerville  and  the  towns  of  Arlington  and  Bel- 
mont. These  lands  are  at  a  low  level,  and  portions  of  them  are  subject  to 
flooding  by  high  tides,  and  apparently  also  by  freshets  in  the  streams. 
The  tide  gates  formerly  located  at  the  place  where  the  stream  is  crossed  by 
Broadway,  not  far  from  its  mouth,  which  were  intended  to  keep  tide  water 
off  the  meadows,  have  not  been  operative,  so  far  as  the  Board  is  informed, 
for  the  last  three  or  four  years.  Large  portions  of  the  meadows  were  wet 
during  so  dry  a  period  as  the  latter  part  of  last  year,  and  were  covered 
with  decaying  vegetation.  There  are  several  small  ponds  and  pools  of 
stagnant  water  in  the  meadows,  and  in  many  places  the  water  in  the 
ditches,  owing  to  obstructions  and  the  lack  of  a  suitable  outlet,  has  also 
become  stagnant,  and  the  odor  from  the  stagnant  ponds  and  ditches  is 
very  offensive. 

The  sewage  from  the  territory  about  the  meadows  is  discharged  into 
the  Alewife  Brook  branch  of  the  metropolitan  system.  The  sewers  in  the 
westerly  portions  of  Cambridge  and  Somerville,  which  discharge  into  the 
metropolitan  sewer  at  points  near  Alewife  Brook,  are  built  to  take  both 
sewage  and  storm  water;  and  at  the  connections  with  the  metropolitan 
sewer  there  are  overflows  from  these  sewers  through  which  mingled  sewage 
and  storm  water  is  discharged  into  Alewife  Brook  at  times  of  storms,  and 
there  is  evidence  that  large  quantities  of  sewage  enter  the  brook  at  such 
times,  doubtless  causing  deposits  of  sewage  matters  along  the  stream,  and 
prol)ably  having  niuch  to  do  with  the  offensive  odors  noticeable  at  places 
in  its  neighborhood. 

The  Board  is  of  the  opinion,  judging  from  the  information  that  has  been 
submitted  and  the  limited  investigation  it  has  been  able  to  make,  that  the 
filth}'  and  unsanitary  condition  of  the  streams  and  meadows  in  this  neigh- 
borhood is  injurious  to  the  public  health.  It  would  apparently  be  possible 
to  greatly  improve  the  condition  of  the  meadows,  and  prevent  their  being 
flooded,  at  least  during  the  warmer  portion  of  the  year,  by  the  construction 
of  suitable  tide  gates  near  the  mouth  of  Alewife  Brook,  and  providing 
suitable  channels  for  the  removal  of  the  water  from  the  meadows,  thus 
making  it  possible  also  to  prevent  the  stagnation  of  the  water  in  the  ponds 
and  ditches,  and  to  provide  suitable  drainage  for  the  land.     In  order,  how- 
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ever,  to  ascertain  definitely  the  extent  to  which  the  meadows  can  be  im- 
proved by  any  drainage  works  that  it  may  be  practicable  to  construct,  and 
to  determine  upon  the  best  plan  of  providing  for  the  permanent  improve- 
ment of  these  lands,  a  careful  survey  and  examination  of  the  meadows  will 
be  necessary. 

The  Board  would  advise  that  the  towns  and  cities  in  which  these  lands 
are  located  cause  the  survey's  and  other  necessary  investigations  to  be 
made  and  a  plan  to  be  prepared  before  any  worlv  upon  the  drainage  or 
improvement  of  the  meadows  is  undertaken. 

CoLRAiN  (Griswoldville).  In  the  course  of  an  examination  of 
the  North  River  with  reference  to  its  use  as  a  source  of  ice  supply 
for  the  town  of  Shelburne,  the  Board'  was  informed  that  water 
taken  directly  from  this  stream  had  been  used  for  the  supply  of 
dwelling  houses  in  the  village  of  Griswoldville,  and  that  the  occur- 
rence of  several  cases  of  typhoid  fever  at  the  village  of  Willis  Place, 
where  sewage  is  discharged  directly  into  the  stream,  had  been  fol- 
lowed by  cases  of  typhoid  fever  in  the  village  of  Griswoldville. 
In  view  of  these  circumstances,  the  Board  sent  the  following  com- 
munication to  the  Griswoldville  Manufacturing  Company  :  — 

Jan.  29,  1901, 
In  the  course  of  an  examination  of  the  North  River,  with  reference  to 
its  use  as  a  source  of  ice  supply,  the  Board  has  been  informed  that  water 
taken  directly  from  this  stream  has  been  used  during  the  past  year  for  the 
supply  of  dwelling  houses  in  the  village  of  Griswoldville,  and  that,  notwith- 
standing warnings  as  to  the  unsafe  character  of  the  water  for  drinking,  it 
has  been  used  for  that  purpose ;  and  tlie  occurrence  of  several  cases  of 
typhoid  fever  in  the  latter  part  of  last  year  at  the  village  of  Willis  Place, 
where  sewage  is  discharged  du'cctly  into  the  stream,  has  been  followed  by 
cases  of  typhoid  fever  in  the  village  of  Griswoldville. 

Considering  the  circumstances,  the  Board  would  advise  that  a  supply  of 
good  water,  adequate  for  tlie  needs  of  the  inhabitants  of  tliis  village  at  all 
times,  be  secured  ;  and  that,  while  the  sources  of  pollution  continue  to 
exist,  no  water  be  supplied  from  the  river  or  introduced  at  any  time  into 
any  of  the  pipes  used  for  conveying  water  which  is  intended  for  drinking 
or  may  be  so  used.  'I'he  Board  will,  if  you  desire,  assist  you  in  an  investi- 
gation for  a  source  of  water  supply,  by  making  such  analyses  of  samples 
of  water  as  may  be  necessary,  and  will  advise  you  as  to  the  suitability  of 
any  source  which  you  may  designate  for  the  supply  of  tlie  vilhige. 

Harwich.  An  application  was  received,  Oct.  26,  1891),  from  the 
eelectmcii    of  Harwich,  for  the  advice    of  the  lioard   relative  to 
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improving  the  sanitary  condition  of  Wychmere  harbor  at  Harwich- 
port.     The  Board  replied  to  this  application  as  follows  :  — 

Feb.  7,  1901. 

The  State  Board  of  Health  received  from  you,  on  Oct.  26,  1899,  an  appli- 
cation for  advice  as  to  improving  the  sanitary  condition  of  Wychmere 
harbor  at  Harwichport,  in  which  it  was  stated  that  a  deposit  of  seaweed  had 
gradually  accumulated  in  a  portion  of  the  harbor,  to  such  an  extent  that  it 
was  exposed  at  low  tide,  and  at  such  times  gave  off  a  very  offensive  odor, 
creating  a  serious  nuisance  in  the  summer  season. 

In  response  to  this  application,  the  Board  caused  the  locality  to  be 
examined  by  its  engineer  soon  after  the  application  was  received,  and 
further  investigations  have  been  made  since  that  time. 

About  the  time  your  application  was  made,  jetties  were  being  constructed 
at  the  mouth  of  the  harbor,  under  the  direction  of  the  Harbor  and  Land 
Commissioners,  the  object  being,  as  stated  by  the  commissioners  in  their 
report,  as  follows  :  — 

These  structures  are  designed  to  maintain  the  existing  width  and  depth  of  the 
channel,  and  to  prevent  obstruction  by  sand,  which  is  annually  driven  into  it  from 
the  beach  to  the  westward  by  the  winter  storms,  and  also  to  prevent  the  seaweed 
from  driving  into  the  harbor,  where  it  decays  and  settles,  shoaling  the  water  and 
emitting  odors  detrimental  to  health.  The  construction  of  the  timber  jetty  has 
already  substantially  accomplished  this  last  purpose,  and  it  is  anticipated  that  the 
portion  of  the  stone  jettj'  which  has  just  been  built  will  prevent  the  sand  from 
driving  in  to  any  extent  from  the  beach  to  the  westward,  and  that  both  structiu"es 
will  have  a  tendency,  by  training  the  ebb  and  flow  of  the  tides,  to  deepen  the 
channel. 

It  appears,  from  the  information  furnished  the  Board,  that  since  these 
structures  were  built  further  accumulation  of  seaweed  in  the  harbor  has 
largely  ceased,  and  the  deposit  already  there  has  settled  to  such  an  extent 
that  odors  from  it  were  far  less  noticeable  during  the  past  year  than  in  pre- 
vious years ;  and  it  does  not  now  appear  to  the  Board  that,  under  the  con- 
ditions which  exist,  serious  odors  are  caused  bj^  the  deposit  referred  to,  or 
that  it  is  necessary,  under  present  conditions,  to  take  further  action  in  the 
matter. 

Haverhill.  The  board  of  health  of  Haverhill  applied  to  the 
State  Board  of  Health,  July  15,  1901,  for  advice  upon  the  question 
"  whether  it  would  be  in  any  way  harmful  to  the  public  health  to 
use  for  topjjinij,  tilling  and  grading  the  public  streets  of  Haverhill, 
gravel  taken  from  the  bed  of  the  Merrimack  River  opposite  Hales' 
Island  below  Haverhill  bridge."  The  Board  replied  to  this  appli- 
cation as  follows  :  — 
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Arc.  1, 1901. 
The  Board  has  caused  the  gravel  and  the  locality  from  which  it  is  to  be 
taken  to  be  examined.  This  gravel  appears  to  be  clean,  and  free  from 
material  which  might  be  deposited  by  sewage,  and  is,  moreover,  taken  from 
a  channel  in  the  river  where  the  velocity  of  the  current  is  such  that  it  is 
not  likely  that  sewage  deposits  would  collect.  The  Board  sees  no  objection 
to  the  use  of  this  gravel  on  the  public  streets,  as  proposed. 

Ice  Supplies. 

The  following  is  the  substance  of  the  action  of  the  Board  during 
the  past  year  in  reply  to  applications  for  advice  relative  to  sources 
of  ice  supply  :  — 

.Brldgewater.  An  application  was  received,  Dec.  20,  1900,  from 
the  board  of  health  of  Bridgewater,  for  the  advice  of  the  Board 
relative  to  the  propriety  of  using  ice  from  a  pond  near  South  Street 
in  that  town.     The  Board  replied  to  this  application  as  follows  ;  — 

Feb.  7,  1901. 

The  State  Board  of  Health  has  considered  your  application  for  advice  as 
to  the  suitability  of  a  pond  near  South  Street  as  a  source  of  ice  supply,  and 
has  caused  the  pond  and  its  surroundings  to  be  examined  by  one  of  its 
engineers,  and  a  sample  of  the  water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  contains  a  large  quantity 
of  organic  matter,  and,  on  account  of  the  shallowness  of  the  pond,  weeds 
and  other  organic  matters  are  frozen  into  the  ice.  The  pond  is  exposed  to 
pollution  from  houses  and  barns  along  South  Street,  and,  considering  all 
the  circumstances,  the  Board  does  not  advise  the  use  of  ice  cut  from  this 
pond  in  drinking  water  or  in  any  place  where  it  would  come  in  contact  with 
food. 

Chicopee.  An  application  was  received  Aug.  14,  1901,  from 
the  board  of  health  of  Chicopee,  for  the  advice  of  the  State  Board 
of  Health  relative  to  tlio  quality  of  the  ice  cut  from  a  cove  upon  the 
Chicopee  River  above  Chicopee  Falls.  The  Board  replied  to  this 
application  as  follows  :  — 

Smi'T.  20,  1901, 

In  response  to  your  conunuuication  of  Aug.  14,  1901,  requesting  an, 
examination  of  ice  cut  from  a  cove  on  the  Chicopee  River,  about  a  mile 
above  Chicopee  Falls,  whicli  has  been  used  largely  as  a  source  of  ice 
supply  for  the  city  of  Chicopee,  the  Board  has  caused  the  locality  to  be 
examined,  and  samples  of  the  water  and  of  the  ice  from  two  large  ice- 
houses at  this  place  to  be  analyzed. 
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An  examination  of  the  river  in  the  neighborhood  of  the  place  from  which 
ice  is  taken  shows  that  most  of  the  water  passes  through  tlie  main  channel 
of  the  river,  but  that  there  is  a  free  communication  with  the  main  channel 
both  at  the  upper  and  lower  ends  of  the  arm  or  cove  of  the  stream  from 
which  ice  is  taken.  The  analysis  of  a  sample  of  the  water  collected  from 
this  place  gives  evidence  of  sewage  pollution,  and  analyses  of  the  ice  show 
that  it  contains  a  considerable  quantity  of  organic  matter.  The  circum- 
stances are  such  that  the  Board  does  not  regard  the  source  from  which  this 
ice  is  taken  as  a  safe  one  from  which  to  take  ice  for  domestic  purposes, 
and  advises  that  the  ice  collected  from  this  source  should  not  be  used 
where  it  may  come  in  contact  with  food  or  drinking  water. 

Daxveks.  The  board  of  health  of  Danvers  applied  to  the  State 
Board  of  Health,  Feb.  26,  1901,  for  advice  relative  to  the  use  of 
Putnam's  mill  pond  as  a  source  of  ice  supply.  The  Board  replied 
to  this  application  as  follows  :  — 

April  20,  1901. 

In  response  to  your  request  for  an  examination  of  the  water  and  ice  of 
Putnam's  mill  pond,  in  Danvers,  used  as  a  source  of  ice  supply,  the  Board 
has  caused  the  pond  and  its  surroundings  to  be  examined,  and  samples  of 
the  water  and  ice  to  be  analyzed. 

As  a  result  of  its  investigations,  the  Board  is  of  the  opinion  that  the  ice 
of  Putnam's  mill  pond,  as  formed,  cannot  be  safely  used  for  domestic 
purposes,  although  the  bottom  portion  of  the  ice,  when  it  is  clear  and  con- 
tains no  particles  of  foreign  matter,  might  safely  be  so  used.  The  only 
safety  in  using  such  ice  lies  in  a  proper  iuspection,  under  your  direction 
and  control,  to  insure  the  removal  from  the  ice,  when  it  is  harvested,  of 
the  first  inch  that  forms  upon  the  pond  and  all  of  the  ice  which  forms 
above  the  first  inch,  whether  by  snow  or  rain  or  flooding,  and  to  insure  the 
rejection  of  all  ice  containing  particles  of  foreign  matter. 

The  Board  would  advise  that  no  ice  be  cut  in  the  immediate  neighbor- 
hood of  the  feeders  of  the  pond,  the  flow  from  which  may  cause  matters  to 
become  entangled  in  the  ice,  or  at  any  place  in  the  pond  where  the  water 
is  shallow,  and  there  would  be  danger  that  weeds  or  organic  matters  from 
the  bottom  of  the  pond  might  be  taken  up  by  the  ice. 

HoLYOKE.  An  application  was  received  Dec.  18,  1900,  from  the 
board  of  health  of  Holyoke,  for  the  advice  of  the  State  Board  of 
Health  relative  to  the  quality  of  certain  proposed  sources  of  ice 
suppl}^  for  that  city.  The  Board  replied  to  this  application  as 
follows  :  — 

Jan.  21,  1901. 
The  State  Board  of  Health  has  considered  your  application  for  advice 
with  reference  to  the  character  of  the  water  of  two  ponds  which  it  is  iu- 
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tended  to  use  as  sources  of  ice  supply,  and  has  caused  the  ponds  and  their 
surroundings  to  be  examined  and  samples  of  their  waters  to  be  analyzed. 

One  of  the  ponds,  known  as  Haley's  Upper  Pond,  located  near  Cherry 
Street,  was  examined  last  year,  in  response  to  a  request  from  you,  and  the 
character  of  the  ice  was  such  that  the  Board  advised  that  the  use  of  water 
from  this  pond  should  be  prevented.  A  change  has  since  been  made  by 
laying  a  pipe  from  a  small  brook  in  order  to  supply  water  to  this  pond ; 
but.  while  this  improvement  was  made  several  months  ago,  the  pond  is  not 
yet  full,  and  is  so  shallow  that  it  is  not  likely  that  the  quality  of  the  ice 
cut  from  the  pond  will  be  materially  better  than  at  the  time  the  previous 
examination  was  made.  The  Board  does  not,  therefore,  advise  the  use  of 
this  pond  as  a  source  of  ice  supply. 

The  second  pond  indicated  by  you,  known  as  Murray's  Ice  Pond,  was 
formed  by  building  a  low  dam  to  store  water  in  a  swampy  area  near 
Cherry  Street.  This  pond  does  not  appear  to  be  exposed  to  danger  of 
serious  pollution,  but  the  water  is  very  shallow,  and  it  will  be  difficult  to 
obtain  ice  from  it  which  is  free  from  water  plants  and  organic  matter  from 
the  bottom  of  the  pond.  If  the  water  in  the  pond  is  sufficiently  high  so 
that  these  matters  are  not  taken  up  by  the  ice  in  freezing,  it  is  probable, 
in  the  opinion  of  the  Board,  that  ice  which  may  be  safely  used  for  domestic 
purposes  can  be  obtained  from  this  source. 

Melrose.  An  application  was  receive^  from  the  board  of  health 
of  Melrose,  Jan.  19,  1901,  for  the  advice  of  the  Board  relative  to 
the  quality  of  the  ice  supply  of  Ell  Pond,  Long  Pond,  Stilliuan's 
Pond,  Bennett's  Pond  and  Swain's  Pond,  in  Melrose.  The  Board 
replied  to  this  application  as  follows  :  — 

April  20,  1901. 

In  response  to  your  request  for  advice  as  to  the  quality  of  the  ice  of  Ell 
Pond,  Bennett's  Pond,  Long  Pond,  Stillman's  Pond  and  Swain's  Pond,  in 
Melrose,  the  Board  has  caused  the  various  sources  of  ice  supply  in  Melrose 
which  have  been  brought  to  its  attention  to  be  examined,  and  samples  of 
the  water  and  ice  to  be  analyzed. 

Ell  Pond  is  situated  in  the  central  portion  of  Melrose,  and  receives  the 
drainage  from  a  territory  containing  a  dense  population,  and  is  evidently 
considerably  polluted  by  sewage. 

Numerous  samples  of  ice  collected  from  various  parts  of  this  pond,  both 
during  the  winter  just  passed  and  the  previous  winter,  have  been  analyzed 
by  the  Board  ;  and,  judging  from  the  results  of  all  its  examinations,  the 
Board  is  of  the  opinion  that  the  ice  of  Ell  Pond,  as  formed,  cannot  be 
safely  used  for  domestic  purposes,  although  the  bottom  portion  of  the  ice, 
when  it  is  clear  and  contains  no  i)urticleH  of  foreign  matter,  might  safely 
be  so  used. 

Under  the  existing  conditions,  the  only  safety  in  using  such  ice  lies  in  a 
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proper  inspection,  under  your  direction  and  control,  to  insure  the  removal 
from  the  ice,  when  it  is  harvested,  of  the  first  inch  that  forms  upon  the 
pond  and  all  of  the  ice  which  forms  above  the  first  inch,  whether  by  snow 
or  rain  or  flooding,  and  to  insure  the  ^-ejection  of  all  ice  containing  particles 
of  foreign  matter. 

The  Board  would  advise  that  no  ice  be  cut  in  the  immediate  neighbor- 
hood of  the  feeders  of  the  pond,  the  flow  from  which  may  cause  matters  to 
become  entangled  in  the  ice,  or  at  any  place  in  the-  pond  where  the  water 
is  shallow,  and  there  would  be  danger  that  M'eeds  or  organic  matters  from 
the  bottom  of  the  pond  might  be  taken  up  by  the  ice. 

All  of  the  other  sources  examined  show  evidences  of  sewage  pollution, 
and  the  Board  is  of  the  opinion  that  the  only  safety  in  using  ice  from  these 
sources  also,  excepting  Dorr's  Pond,  is  to  provide  that  the  harvesting  of 
the  ice  shall  be  done  under  your  direction  and  control,  and  that  the  ice  be 
inspected  in  the  same  manner  as  recommended  in  the  case  of  Ell  Pond,  — 
that  is,  to  insure  the  removal  from  the  ice,  when  it  is  harvested,  of  the  first 
inch  that  forms  upon  the  pond  and  all  of  the  ice  which  forms  above  the 
first  inch,  and  to  insure  the  rejection  of  all  ice  containing  particles  of  foreign 
matter. 

Some  of  these  ponds  are  quite  shallow,  or  contain  large  areas  where  the 
depth  of  the  water  is  small.  The  Board  would  call  special  attention  to  the 
liability,  in  shallow  ponds  and  in  all  ponds  if  ice  is  cut  near  the  shore,  that 
weeds,  grass  or  other  foreign  matter  may  be  frozen  into  the  ice,  which 
would  render  it  entirely  unfit  for  domestic  uses.  This  was  the  case  with 
the  ice  examined  from  Dorr's  Pond ;  and  the  Board  would  advise  that  the 
ice  from  this  source  be  not  used  where  it  will  come  in  contact  with  food  or 
drinking  water. 

On  Feb.  11,  1901,  a  petition  was  received  from  twenty-eight 
citizens  of  jNIelrose,  consumers  of  the  ice  cut  from  Ell  Pond,  re- 
questing a  hearing,  under  the  provisions  of  chapter  287  of  the  Acts 
of  1886.  After  notice  had  l)een  given,  a  hearing  was  held  at  the 
office  of  the  Board,  on  April  4,  1901.  The  following  communication 
was  sent  to  the  petitioners  :  — 

April  20,  1901. 
In  response  to  a  complaint  to  this  Board,  in  your  petition  of  Feb.  11, 
1901,  alleging  that  the  ice  cut  from  Ell  Pond  or  Crystal  Lake,  in  the  city 
of  Melrose,  is  impure  and  injurious  to  health,  and  should  not  be  allowed  to 
be  cut,  sold  and  held  for  sale,  the  State  Board  of  Health  gave  a  hearing 
upon  your  petition  at  its  oflice  in  the  State  House  on  Thursday,  April  4, 
1901  ;  and,  after  considering  the  information  submitted  at  that  hearing  and 
the  results  of  investigations  which  it  has  caused  to  be  made  as  to  the  con- 
dition of  Ell  Pond  and  the  quality  of  the  ice  cut  from  it  during  the  past 
winter,  has  given  the  following  advice  to  the  board  of  health  of  Melrose  :  — 
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Ell  Pond  is  situated  in  the  central  portion  of  Melrose,  and  receives  the  drainage 
from  a  territory  containing  a  dense  population,  and  is  evidently  considerably  pol- 
luted by  sewage. 

Xumerous  samples  of  ice  collected  from  various  parts  of  this  pond,  both  during 
the  winter  just  passed  and  the  previous  winter,  have  been  analyzed  by  the  Board ; 
and,  judging  from  the  results  of  all  its  examinations,  the  Board  is  of  the  opinion 
that  the  ice  of  Ell  Pond,  as  formed,  cannot  be  safely  used  for  domestic  purposes, 
although  the  bottom  portion  of  the  ice,  when  it  is  clear  and  contains  no  particles 
of  foreign  matter,  might  safely  l)e  so  used. 

Under  the  existing  conditions,  the  only  safety  in  using  such  ice  lies  in  a  proper 
inspection,  under  yoiw  direction  and  control,  to  insure  the  removal  from  the  ice, 
when  it  is  harvested,  of  the  first  inch  that  forms  upon  the  pond  and  all  of  the  ice 
which  forms  above  the  first  inch,  whether  by  snow  or  rain  or  flooding,  and  to 
insure  the  rejection  of  all  ice  containing  particles  of  foreign  matter. 

On  March  6,  1901,  a  letter  was  received  from  the  city  clerk  of 
Melrose,  enclosing  a  vote  of  the  board  of  aldermen,  requesting  the 
State  Board  of  Health  to  make  an  examination  of  the  ice  of  Ell 
Pond  or  Crystal  Lake,  in  that  city.  The  Board  replied  to  this 
communication  as  follows  :  — 

April  20,  1901, 
In  response  to  your  request  to  this  Board  to  make  a  careful  examinatiou 
of  the  ice  in  different  parts  of  Ell  Poud  or  Crystal  Lake,  so  called,  and 
advise  you  as  to  the  use  of  the  ice  from  this  source  for  domestic  purposes, 
the  Board  has  caused  Ell  Poud  and  its  water-shed  to  be  examined,  and 
samples  of  the  water  aud  ice  to  be  analyzed,  and  has  to-day  sent  the  fol- 
lowing communication  to  the  board  of  health  of  the  city  of  Melrose,  rela- 
tive to  the  use  of  Ell  Pond  as  a  source  of  ice  supply  :  — 

Ell  Pond  is  situated  in  the  central  portion  of  Melrose,  and  receives  the  drainage 
from  a  territory  containing  a  dense  population,  and  is  evidently  considerably  pol- 
luted by  sewage. 

Numerous  samples  of  ice  collected  from  various  parts  of  this  ])ond,  both  during 
the  winter  just  passed  and  the  previous  winter,  have  been  analyzed  by  the  Board  ; 
and,  judging  Irom  the  results  of  all  its  examinations,  the  Hoard  is  of  the  oj)inion 
that  the  ice  of  Ell  Pond,  as  formed,  (;annot  l)e  safely  used  for  domestic  j)ur|)0ses, 
although  the  bottom  portion  of  the  ice,  when  it  is  clear  and  (contains  no  particles 
of  foreign  matter,  might  safely  be  so  used. 

Under  the  existing  conditions,  the  only  safety  in  using  such  ice  lies  in  a  proper 
in8|jection,  under  your  dinn^tion  and  control,  to  insure  the  removal  from  the  ice, 
when  it  is  harvested,  of  the  first  inch  tluit  forms  upon  tlie  pond  and  all  of  the  ice 
whic;h  forms  aliove  tlie  first  inch,  whether  l)y  snow  or  rain  or  Hooding,  and  to 
insure  the  rejection  of  all  ic(;  containing  particles  of  foreign  matt(!r. 

PiTTSF^iELi)  (Mor(!\vood  Lake  Ice  Company).  An  application 
was  received  from  the  Mon^wood  Lake  Ice  Com])any,  Aug.  19, 
1901,  i'ov  i\\(i  advice  of  the  Board  as  to  the  (juality  of  Morewood 
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Lake  as  a  source  of  ice  supply.     The  Board  replied  to  this  appli- 
cation as  follows  :  — 

Sept.  20,  1901. 
In  response  to  your  request,  received  August  19,  for  advice  with  refer- 
ence to  the  use  of  Morewood  Lake  as  a  source  of  ice  supply,  the  Board  has 
caused  the  lake  and  its  surroundings  to  be  examined,  and  samples  of 
the  water  and  of  ice  collected  from  the  lake  last  winter  to  be  analyzed.  The 
results  indicate  that  this  ice  is  of  satisfactory  quality.  The  limits  of  the 
water-shed  of  the  lake  are  somewhat  uncertain,  on  account  of  the  course 
of  Wanpeuuin  Brook,  which  flows  near  the  shore  of  the  lake,  and  is  sepa- 
rated from  it  only  by  low,  marshy  ground.  It  seems  possible  that  water 
from  this  brook,  which  is  exposed  somewhat  to  pollution,  may  find  its  way 
into  the  lake  at  times  of  high  flow  in  the  streams  when  the  water  in  the 
lake  is  low,  but  it  is  not  practicable  to  determine  definitely,  from  an  exami- 
nation made  at  this  season  of  the  year,  whether  such  is  the  case  or  not. 
If  no  water  from  this  brook  finds  its  way  into  the  lak3,  or  if  danger  of  pol- 
lution of  the  waters  of  the  lake  from  this  stream  shall  be  prevented,  the 
Board  is  of  the  opinion  that  Morewood  Lake  will  be  a  suitable  source  of 
ice  supply. 

Shelburne.  An  application  was  received  Jan.  10,  1901,  from 
the  board  of  health  of  Shelburne,  for  the  advice  of  the  Board  rela- 
tive to  the  quality  of  the  ice  cut  from  a  mill  pond  at  Shattuckville 
on  the  North  River  in  Colrain.  The  Board  replied  to  this  appli- 
cation as  follows  :  — 

Jan.  29,  1901. 

It  appears  from  this  examination  that  sewage  is  discharged  into  the 
stream  at  Willis  Place  and  Griswoldville,  two  villages  located  on  the 
stream  not  far  above  Shattuckville,  and  that  several  cases  of  typhoid  fever 
occurred  in  these  villages  in  the  latter  part  of  last  year. 

While  these  circumstances  continue,  the  Board  is  of  the  opinion  that  the 
luill  pond  at  Shattuckville  is  an  unsafe  source  from  which  to  take  ice  for 
use  in  drinking  water  and  for  other  domestic  purposes. 

The  river  above  the  village  of  Willis  Place  has  a  large  water-shed,  and 
the  population  upon  it  is  very  small.  If  precautions  should  be  taken  to 
prevent  injury  to  the  ice  from  anything  discharged  into  the  stream  from 
the  village  of  Colrain  or  from  one  or  two  places  whore  sawmills  are  said  to 
exist  above  Colrain,  the  Board  is  of  the  opinion  that  the  river  above  AVillis 
Place  would  be  a  good  source  of  ice  supply. 

South  Hadley.  An  apjiiication  was  received  from  Charles  Huot 
of  South  Iladley  Falls,  June  21,  1901,  for  advice  as  to  the  propriety 
of  using  Huot's  Pond  in  South  Hadley  as  a  source  of  ice  supply. 
The  Board  replied  to  this  application  as  follows  :  — 
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Aug.  1,  1901. 

The  State  Board  of  Health  has  considered  your  application  for  advice 
relative  to  the  use  of  Huot's  Pond,  so  called,  as  a  source  of  ice  supply,  and 
as  to  the  quality  of  ice  stored  in  the  ice-house  near  the  pond,  and  has 
caused  the  pond  and  its  surroundings  to  be  examined  by  one  of  its  engi- 
neers, and  samples  of  the  ice  to  be  analyzed.  The  results  of  these  analyses 
show  that  one  sample  of  ice  was  of  good  quality ;  but  the  other  was  of  very 
poor  quality,  and  contained  large  numbers  of  bacteria. 

The  water  of  the  brook  upon  which  the  pond  is  situated  was  also  analyzed, 
and  the  results,  as  compared  with  the  examination  at  a  previous  time,  show 
no  improvement  in  the  quality  of  the  water,  but  rather  a  deterioration ;  and 
it  is  evident  that  this  brook,  at  the  time  this  sample  was  collected,  was  being 
polluted  by  a  considerable  quautitj'  of  sewage. 

Considering  all  the  circumstances,  the  Board  is  of  the  opinion  that  this 
pond  is  not  a  suitable  source  from  which  to  take  ice  for  domestic  purposes. 

While  some  of  the  ice  at  present  stored  in  the  ice-house  near  the  pond  is 
of  good  quality,  portions  of  it  appear  to  be  of  poor  quality  ;  and,  in  the 
opinion  of  the  Board,  this  ice  should  not  be  used  where  it  may  come  in 
contact  with  food  or  drinking  water. 

On  Oct.  3, 1901,  Mr.  Huot  again  applied  to  the  Board,  submitting 
certain  plans  for  the  improvement  of  Huot's  Pond  as  a  source  of 
ice  supply.     The  Board  replied  to  this  application  as  follows  :  — 

Nov.  7,  1901. 
The  State  Board  of  Health  received  from  you,  on  Oct.  9,  1901,  an  appli- 
cation relative  to  improving  your  source  of  ice  supply  in  South  Hadley,  in 
which  you  state  that  you  have  received  suggestions  from  Mr.  Percy  M. 
Blake,  C.E.,  for  the  improvement  of  your  ice  pond,  and  that  you  propose 
to  carry  out  these  suggestions  in  every  detail ;  and  you  wish  to  know 
whether,  if  carried  out  strictly,  the  ice  of  this  pond  will  be  safe  for  domestic 
uses.     The  suggestions  are  as  follows  :  — 

1.  That  OUT  dwelling  house  and  those  in  its  immediate  vicinity  be  connected 
with  a  sewer,  to  V)e  constructed  in  the  highway  in  front  of  the  houses,  and  all 
drainage  from  all  the  houses  be  discharged  into  such  sewer.  We  understand  this 
sewer  is  to  V^e  constructed  at  an  early  day,  Init  in  case  it  is  not  constructed,  these 
houses  are  to  be  provided  with  absolutely  tight  cesspools  and  vaults,  the  accumu- 
lations in  which  shall  never  be  allowed  to  overflow,  but  shall  be  removed  and 
deposited  on  land  outside  the  water-shed  of  the  pond. 

2.  No  fertilizing  or  manuring  of  the  land  forming  the  water-shed  ol'  the  ice 
pond  should  be  done  before  fhc  first  day  of  April  nor  after  the  first  day  ofSeptcniljcr 
in  any  year,  and  no  fertilizing  or  nHuiuriiig  of  any  land  located  nearer  than  1500 
feet  from  any  water  course  or  channel  in  wiiich  water  is  collected,  or  through 
which  water  runs  into  the  ice  pond,  should  be  done  at  any  time  of  the  year. 

3.  The  keeping  of  pigs  and  cattle  in  bams  or  buildings  or  elsewhere  on  the 
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water-shed  should  be  discontinued,  but  cattle  may  be  allowed  to  graze  in  the 
fields,  provided  they  be  not  allowed  to  approach  nearer  any  water  course  or 
channel  throu<2:h  which  water  flows  into  the  pond  than  100  leet. 

4.  The  pond  should  be  entirely  emptied  and  thoroughly  cleaned  by  the  removal 
of  all  muck  and  vegetable  matter  over  the  entire  flowed  area.  The  pond  should 
be  emptied  every  year  by  April  first,  and  not  refilled  for  the  winter  Ijefore  the 
fifteenth  day  of  November.  In  cleaning  the  bottom  of  the  pond,  care  should  be 
taken  to  so  deepen  the  edges  of  the  basin  that  when  the  pond  is  flooded  the  water 
shall  be  at  least  2  feet  deep  around  the  entire  shore  line  of  the  pond.  After  the 
pond  is  thoroughly  cleaned  it  should  be  kept  clean,  and  every  year  the  growths 
on  the  bottom  should  be  removed  late  in  the  lall,  and  just  betbre  the  time  of  flooding 
(November  15)  arrives. 

5.  No  dumping  of  rubbish  of  any  sort  or  kind  should  lie  permitted  in  or  near  any 
of  the  water  courses  or  channels  conveying  water  into  the  i)ond,  and  no  wash  from 
the  highway,  barn  cellars  or  door  yards  should  be  allowed  to  get  into  the  pond. 

The  Board  has  carefully  considered  your  application  and  the  suggestions 
for  the  improvement  of  your  ice  pond  contained  therein,  and  concludes 
that,  if  these  suggestions  are  carried  out  as  proposed,  ice  of  suitable  quality 
for  all  don^estic  purposes  can  be  obtained  from  your  ice  pond  ;  but  the  first 
inch  of  ice  that  forms  and  all  above  the  first  inch  should  be  removed  and 
not  used,  and  all  ice  that  forms  within  one  foot  of  the  bottom  also  should 
not  be  used. 

The  Board  would  call  your  attention  to  the  necessity,  in  case  the  sewage 
shall  be  removed  from  the  water-shed  by  a  sewer  or  system  of  sewers,  that 
the  sewage  be  disposed  of  in  some  proper  manner,  so  that  it  may  not  cause 
the  pollution  of  another  pond,  stream  or  water  course. 

South  Hadley.  An  application  was  received  Jan.  11,  1901, 
from  H.  E.  Gaylord  of  South  Hadley  Falls,  for  the  advice  of  the 
Board  relative  to  the  use  of  certain  streams  in  that  town  as  sources 
of  ice  supply.     The  Board  replied  to  this  application  as  follows  :  — 

Feh.  7,  1901. 
In  response  to  your  application  of  .January  11,  for  advice  with  reference 
to  a  proposed  source  of  ice  supply,  to  be  formed  by  the  construction  of  a 
dam  and  the  creation  of  a  small  pond  a  short  distance  west  of  Newton 
Street  and  about  a  quarter  of  a  mile  north  of  Granby  road  in  South  Hadley, 
the  State  Board  of  Health  has  caused  the  locality  to  be  examined  by  one 
of  its  engineers,  and  several  samples  of  the  water  of  the  main  brook  and 
its  tributaries  to  be  analyzed.  The  results  of  the  analyses  indicate  that 
the  water  of  the  main  brook  is  considerably  polluted  by  sewage  or  animal 
wastes,  and  the  water  of  the  small  tributary  from  the  brickyard,  which 
enters  the  brook  near  the  proposed  dam,  is  polluted  to  a  considerably 
greater  degree. 
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The  examination  of  the  water-shed  of  the  main  brook  has  shown  that 
there  are  very  few  buildings  upon  it,  all  of  which  are  located  at  a  consid- 
erable distance  from  the  stream  or  its  tributaries,  and  there  is  no  evidence 
that  serious  pollution  was  entering  any  of  the  streams  from  these  buildings. 

It  is  difficult,  at  the  present  season  of  the  year,  to  make  a  sufficiently 
thorough  examination  to  determine  the  source  of  the  pollution  of  the  water 
which  is  indicated  by  the  analyses.  So  far  as  can  be  judged  from  the 
investigations  that  have  been  made,  it  is  possible  that  it  is  due  to  manure 
put  upon  the  lands  within  the  water-shed  recently  in  the  course  of  the 
cultivation  of  the  soil. 

Under  the  existing  conditions,  the  Board  does  not  advise  the  con- 
struction of  an  ice  pond  for  the  taking  of  ice  from  this  source  at  the 
present  time.  It  is  possible  that  the  present  pollution  of  the  bi'ook  is  due 
to  conditions  which  will  cease  to  affect  its  quality,  and  in  that  case  the 
proposed  pond  on  this  stream  would  be  a  suitable  source  of  ice  supply. 

The  Board  will,  if  j^ou  so  request,  make  an  examination  at  some  future 
time,  when  it  is  practicable  to  make  a  more  thorough  examination  of  the 
water-shed,  and  will  advise  you  again  concerning  your  proposed  plan  of 
constructing  a  pond  to  be  used  as  a  source  of  ice  supply. 

Later  in  the  year  (June  18)  another  application  was  received 
from  Mr.  Gaylord,  requesting  further  advice,  and  indicating  the 
sources  from  which  it  was  proposed  to  use  water  for  an  ice  supply. 
The  Board  replied  as  follows  :  — 

Aug.  1,  1901. 

In  response  to  your  request  of  June  18  for  further  advice  as  to  a  pro- 
posed source  of  ice  supply  in  South  Hadley,  the  Board  has  again  caused 
the  locality  to  be  examined,  and  samples  of  the  water  from  the  streams 
indicated  to  be  analyzed.  The  results  of  the  analyses  of  these  waters  do 
not  show  any  material  change  in  their  condition  from  that  found  earlier  in 
the  year,  and  all  of  the  streams  examined  show  considerable  pollution 
either  by  sewage  or  by  animal  wastes.  An  examination  of  the  water-shed 
makes  it  evident  that  the  chief  causes  of  the  pollution  of  the  main  stream 
and  its  tributary  from  the  south  arc  the  cattle  pastured  there,  and  the 
manure  put  upon  the  cultivated  land.  With  these  conditions,  it  does  not 
seem  to  the  Board  desirable  to  use  these  streams  as  sources  of  ice  supply. 

It  would  apparently  be  difficult  to  prevent  the  ])ollution  of  tlie  main 
stream  from  the  causes  indicated ;  but  the  water-shed  of  the  southerly 
tributary  is  smaller,  is  free  from  dwelling  houses  and  contains  but  little 
cultivated  land,  and  if  a  suitable  pond  can  be  constructed  on  this  stream, 
and  the  deposit  of  manure  upon  the  land  during  the  fall  and  winter  season 
can  be  prevented,  this  stream  can,  in  the  opinion  of  the  Board,  be  made  a 
suitable  source  oi  ice  sujjply. 
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Walpole.  An  application  was  received  from  J.  A.  Turner, 
Feb.  20,  1901,  for  the  advice  of  the  Board  relative  to  the  use  of 
Morey's  Pond  in  AValpole  as  a  source  of  ice  supply.  The  lioard 
replied  to  this  application  as  follows  :  — 

Ai'RiL  4,  1901. 

In  response  to  your  request  for  an  examination  of  Morey's  Pond  in 
Walpole,  and  advice  as  to  the  use  of  this  pond  as  a  source  of  supply,  the 
Board  has  caused  the  pond  and  its  \vater-shed  to  be  examined  by  one  of 
its  engineers,  and  samples  of  the  water  and  ice  to  be  analyzed. 

An  examination  of  the  water-shed  of  the  pond  shows  that  it  is  very 
sparsely  populated,  and  there  do  not  appear  to  be  any  sources  of  direct 
sewage  pollution  at  the  present  time.  The  results  of  the  analyses  show 
that  the  water  of  the  pond  contains  a  considerable  quantity  of  organic 
matter ;  l)ut  this  matter  is  doubtless  taken  up  by  contact  with  vegetable 
matter  in  swampy  lands  on  the  water-shed,  while  the  ice  was  found  to  be 
nearly  free  from  organic  matter. 

As  the  result  of  its  investigations,  the  Board  is  of  the  opinion  that  Morey's 
Pond  is  a  safe  source  of  ice  supply. 

Warren.  An  application  was  received  from  the  board  of  health 
of  Warren,  Jan.  17,  1901,  for  the  advice  of  the  Board  relative  to  the 
quality  of  the  ice  of  certain  sources  in  that  town.  To  this  report 
the  Board  replied  as  follows  :  — 

Feb.  7, 1901. 

In  response  to  your  communication  of  January  17,  for  advice  as  to  the 
quality  of  the  ice  of  two  sources  in  West  Warren,  from  which  you  state 
that  ice  v.hich  will  be  used  for  the  supply  of  the  town  during  the  coming 
summer  will  be  taken,  the  Board  has  caused  the  two  ice  ponds  indicated 
by  you  to  be  examined,  and  samples  of  their  waters  to  be  analyzed. 

One  of  the  sources  indicated  bj'  you  is  a  mill  pond  on  the  Quaboag  River, 
formed  by  a  dam  about  a  quarter  of  a  mile  west  of  the  village  of  West 
Warren.  This  mill  pond  has  an  area  of  about  two  acres,  and  the  flow  of 
the  Quaboag  River  passes  through  it.  Near  the  shore  of  the  pond  is  a 
factory  from  which  much  sewage  is  discharged  directly  into  it,  and  there 
are  several  stables  and  privies  located  along  the  stream  and  its  tributaries 
not  far  from  the  pond,  some  of  which  are  directly  over  the  streams.  In 
the  opinion  of  the  Board,  ice  cut  from  this  pond  should  not  be  used  for 
domestic  purposes  where  it  is  liable  to  come  in  contact  with  food  or  drinking 
water. 

The  second  source  indicated  by  you  is  the  pond  of  George  Bliss,  located 
near  South  Street,  a  short  distance  south  of  the  village  of  West  Warren. 
An  examination  of  the  water-shed  of  this  stream  indicates  that  it  is  free 
from  possible  sources  of  pollution,  and  this  pond  would  naturally  be  a  good 
source  of  ice  supply.     The  Board  is  informed,  however,  that  a  field  just 
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south  of  the  pond,  the  natural  drainage  from  which  is  in  the  direction  of 
the  pond,  was  used  in  the  latter  part  of  last  year  as  a  place  of  deposit  for 
night  soil.  An  examination  of  the  water  of  the  pond,  on  January  22, 
showed  only  very  slight  traces  of  sewage  pollution ;  but,  considering  the 
circumstances,  the  Board  is  of  the  opinion  that  ice  should  not  be  cut  or 
taken  from  this  pond  for  domestic  purposes  during  the  present  winter,  nor 
at  any  future  time  while  the  deposit  or  disposal  of  night  soil  within  its 
water-shed  is  continued. 

Rules  and  Regulations  for  the  Purpose  of  preventing  the 
Pollution    and    securing    the    Sanitary    Protection    of 
Sources  of  Water  Supply,  in  Compliance  with  Requests 
from  the  Authorities  of  Cities  and  Towns  under  the 
Provisions  of  Chapter  510  of  the  Acts  of  1897. 
Under  the  provisions  of  chapter  510  of  the  Acts  of  1897,  author- 
izing the  State  Board  of  Health  to  make  rules  and  regulations  for 
preventing  the  pollution  and  securing  the  sanitary  protection  of 
sources  of  water  supply,  requests  were  received  during  the  year  from 
the  following  authorities  for  such  rules  and  regulations  :  from  the 
water  board  of  Danvers,  March  6,  1901,  and  from  the  water  board 
of  Haverhill,  Aug.  3,  1901,  with  reference  to  the  protection  of  the 
water-shed  of  Kenoza  Lake,  one  of  the  sources  of  water  supply  of 
that  city ;  and  copies  of  the  rules  and  regulations  made  by  the  State 
Board  of  Health  were  forwarded  to  these  authorities,  as  provided 
by  the  act. 

Public  Institutions  (Chapter  101,  Acts  of  1886,  Section  4). 
Massachusetts  State  Board  of  Insanity.  An  application  was 
received  from  the  State  Board  of  Insanity,  Aug.  1,  1901,  for  the 
approval  by  the  State  Board  of  Health  of  a  tract  of  land  situated  in 
the  towns  of  Gardner  and  Westminster  as  a  location  for  a  State 
colony  for  the  insane.  The  tract  comprises  over  1,400  acres  of 
land,  lying  in  the  easterly  part  of  Gardner  and  the  westerly  part 
of  Westminster,  and  partly  in  the  watcr-slied  of  the  Whitman  River, 
a  tributary  of  the  Nashua  River,  and  partly  in  tiic  water-shod  of  the 
Miller's  River.     The  Board  approved  the  location,  Sept.  5,  1901. 


Examination  of  Water  Supplies. 


[115] 


EXAMINATION  OF  WATER  SUPPLIES. 


EXPLANATORY  NOTE. 

The  systematic  examination  of  the  water  supplies  of  Massachusetts  was  begun 
by  the  State  Board  of  Health,  June  1,  1887,  and  has  been  continued  up  to  the  present 
time.  The  results  of  the  investigations  which  were  made  during  the  first  two  years 
were  published  in  the  special  report  of  the  Board  upon  the  Examination  of  Water 
Supplies  (1890),  and  the  results  of  the  examinations  made  In  succeeding  years  have 
been  published  in  the  annual  reports  of  the  Board,  beginning  with  the  twenty- 
second  (1890). 

The  special  report  upon  the  Examination  of  "Water  Supplies  (1890)  contains 
descriptions  of  each  of  the  public  water  supplies  in  the  State  existing  at  the  time  of 
that  report,  and  the  results  of  chemical  and  microscopical  examinations  of  samples 
of  water  collected  from  the  principal  sources  of  supply.  The  annual  reports  begin- 
ning with  the  report  for  the  year  1890  contain  descriptions  of  all  new  works  and  the 
important  changes  in  existing  works,  together  with  the  results  of  the  chemical  and 
microscopical  examinations  which  have  been  made  of  the  various  sources  of  supply. 
In  the  annual  report  for  the  year  1898  a  brief  description  of  the  source  of  supply 
was  given  in  cases  where  a  knowledge  of  the  conditions  and  surroundings  of  the 
source  would  assist  materially  in  understanding  and  interpreting  the  analyses. 

In  previous  reports  the  results  of  practically  all  of  the  analyses  which  have  been 
made  of  the  various  sources  of  supply  have  been  presented  in  full ;  in  the  present 
report  the  results  of  the  individual  analyses  are  omitted  in  most  cases,  and  only  the 
average  of  the  analyses  made  during  the  year  is  given.  In  a  few  cases,  however,  in 
which  the  analyses  made  during  the  year  are  of  special  interest  from  some  cause,  or 
iu  which  there  has  been  a  marked  change  in  the  character  of  the  water  during  the 
year,  tlie  analyses  of  all  of  the  samples  collected  during  the  year  are  given  in  full. 
Wherever  analyses  have  been  made  regularly  iu  previous  years,  the  mean  of  the 
averages  of  previous  years  is  given  for  comparison ;  but  in  some  cases  where  there 
has  been  a  change  from  year  to  year  in  the  character  of  the  water,  the  average 
analysis  for  each  previous  year  is  given  in  the  tables. 

Microscopical  examinations  have  been  made  of  nearly  all  of  the  samples  from 
surface  water  sources  which  have  been  examined  chemically ;  but  the  results  of  these 
examinations  are  omitted  from  this  report,  except  in  cases  where  certain  organisms 
which  are  known  to  have  given  trouble  in  water  supplies  have  been  found  in  con- 
siderable numbers. 

In  this  report,  as  In  former  reports,  an  alphabetical  arrangement  by  towns  has 
been  adopted  in  presenting  the  analyses  of  all  sources  of  water  supply,  the  source 
being  tabulated  under  the  name  of  the  town  supplied,  except  that  the  analyses  of 
the  sources  used  for  the  supply  of  the  metropolitan  water  district  are  placed  at  the 
beginning.  The  analyses  of  samples  collected  from  rivers  not  used  directly  as 
sources  of  water  supply  are  given  In  a  subsequent  chapter  on  the  "  Examination  of 
Rivers,"  and  the  results  are  tabulated  alphabetically  by  the  name  of  the  river. 
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The  method  of  making  chemical  examinations  has  not  been  changed  during  the 
past  year.  All  surface  waters  and  such  samples  of  ground  water  as  contain  sus- 
pended matter  are  filtered  through  filter  paper  before  determining  the  color,  residue 
on  evaporation,  albuminoid  ammonia  in  solution  and  oxygen  consumed.  Some 
ground  waters  which  are  practically  clear  and  colorless  when  drawn  from  the 
ground  become  turbid  on  standing,  in  consequence  of  the  oxidation  of  the  iron 
which  they  contain ;  in  these  waters  the  residue  on  evaporation  is  determined  with- 
out filtration. 

The  color  of  the  water  is  expressed  by  numbers,  which  inci'ease  with  the  amount 
of  color.  The  standards  used  are  natural  waters,  the  color  of  which  has  been  accu- 
rately determined  by  comparing  them  with  the  uesslerized  ammonia  standards  which 
were  described  on  page  531  of  the  special  report  on  the  Examination  of  Water 
Supplies  (1S90),  and  on  page  329  of  the  annual  report  for  1892.  By  using  natural 
waters  as  standards  of  comparison,  an  apparent  rather  than  an  actual  color  is 
obtained,  as  a  natural  water  nearly  always  has  a  greater  or  less  degree  of  turbidity, 
which  gives  the  water  an  appearance  of  having  a  greater  color  than  it  would  have 
if  there  were  no  turbidity. 

The  rainfall  during  the  year  1901  was  greatly  in  excess  of  the  normal.  During 
January,  February,  June,  October  and  November  it  was  considerably  less  than 
normal  for  those  months,  but  during  the  remaining  months  of  the  year  the  rainfall 
was  unusually  high.  The  efiect  of  this  high  rainfall  and  its  distribution  was  to 
make  the  flow  of  the  streams  during  the  spring  and  summer  months  unusually 
high,  and  to  keep  the  ground  water  from  reaching  as  low  a  level  as  in  an  ordinary 
year. 

Tables  showing  the  rainfall  at  various  places  in  the  State,  the  average  rainfall 
for  a  large  number  of  years  and  the  flow  of  some  of  the  streams  in  the  State,  are 
given  in  a  chapter  entitled  "  "Water  Supply  Statistics  and  Flow  of  Streams." 
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EMMINATION  OF  WATEE  SUPPLIES. 


^^'ATER  Supply  of  the  jSIetropolitax  Water  District. 
During  the  year  1901  water  was  supplied  from  the  INIetropolitau 


Water  Works  to  the  following  cities  and  towns 


CITY  OR  TOWN. 


Population  In 
1900. 


Boston, 

Somerville, 

Chelsea, 

Maiden, 

Arlington, 

Quincy, 

Everett, 

Medford,* 

Melrose, 

"Watertown, 

Revere, 

Winthrop, 

Belmont, 

Nahant, 

Stoneham,* 

Swampscott, 

Total  population  of  cities  and  towns  supplied, 


560,892 

61,643 

34,072 

33,664 

8,603 

23,899 

24,336 

18,244 

12,962 

9,706 

10.395 

6,058 

3,929 

1,152 

6,197 

4,548 

820,300 


Partially  supplied  from  local  aources. 


The  town  of  Stoneham  was  added  to  the  ^Metropolitan  A\'ater 
District  in  the  year  1901,  liy  an  act  of  the  Legislature.  This  town 
was  supplied  with  water  by  the  AVaketield  Water  Company  until 
October  21,  after  wliich  date  the  entire  supply  M'as  taken  from  the 
Metropolitan  Water  District. 

The  principal  source  of  supply  of  the  district  during  the  year 
has  been  Framingham  Keservoir  No.  3,  which  obtains  its  supply 
mainly  from  the  Sudbury  Keservoir,  which  in  turn  receives  through 
the  Wachusett  Aqueduct  the  "water  of  the  South  Branch  of  the 
Nashua  Kivor.  Water  was  drawn  from  Framingham  Reservoir  No. 
2   from  the  middle  of  February  to  the  middle  of  ]March,  and  from 


120 


STATE   BOARD   OF   HEALTH.         [Pub.  Doc. 


METROPOLITAN  WATER  DISTRICT. 

the  middle  of  June  to  the  first  of  August.  Water  from  Framing- 
ham  Reservoir  Xo.  1  was  used  for  a  few  days  in  March  and  a  few 
days  in  July.  Lake  Cochituate  was  drawn  on  during  the  greater 
part  of  the  year. 

Chemical  Examination  of  Water  from  the  Sources  of  Supply  of  the 
Metropolitan  Water  District. 

Quinepoxet  River,  Holden, 

[Parts  per  100,000.] 


Average  of  6  samples  collected  in  1901,  . 
Average  of  nine  previous  years, 


Residoe  on 

1 

Evapora- 

Ammonia. 

XlTROGEN 

tion. 

AS 

H 

^ 

ALBUMINOID. 

1    "^ 

■d 

CO 

^ 

u 

<0 
0 

"S 

^y. 

6  . 

B 

3 

,  c 

2. 

2 

T. 

^ 
g 

1^ 

§1 

iJ9 

^ 

rH 

Q 

oa 

0 
.26 

Zi 

» 

0 

! 
3.69 

1.68 

.0015 

.0229]. 0192 

.0037 

.0065 

.0002 

.65  0.5 

3.82 

1.64 

1 

.0024 

.0245 

.0202 

.0043 

.22 

.0053 

.0001 

r" 

0., 

Odor  in  1901,  vegetable  or  unpleasant. 


Stillivater  River,  Sterling. 


Average  of  6  samples  collected  in  1901,  . 
Average  of  nine  previous  years, 


3.33 
3.29 


1.48  1.0015. 0184 

t 
1.331.0012  .0168 


,0164  .0020 


.0043 
.0037 


.0001  |.57 
.0000 '.53 


0.7 
0.8 


Odor  in  1901,  vegetable  or  unpleasant. 


South  Branch  of  Nashua  River,  above  Clinto7i. 


Average  of  12  samples  collected  in  1901, 
Average  of  seven  prevloas  years,    . 


.35 

3.75 

1 
1.44' 

.0017 

.0183 

.0152 

.0031 

.22 

.0070 

.0001 

.46 

.42 

3.73 

1.36; 

.0016 

.0187 

.0158 

.0029 

.22 

1 

.0054 

.0000 

.47 

Odor  in  1901,  vegetable  or  none. 

Sudbury  Reservoir,  Surface. 


Average  of  52  samples  collected  in  1001, 
Average  of  three  previous  years,  . 


4.03 
3.78 


1.61 
1.29 


.0025.0169 
.0027.0170 


.0143 
.0141 


.0026 
.0029 


.0131 
.0078 


.OOOlH 
.OOOlP 


,401.4 
381.2 


Odor  In  1901,  generally  faintly  vegetable,  becoming  stronger  on  heating. 

Sudbury  Reservoir,  Mid-depth. 


Average  of  52  samples  collected  in  1001, 
Average  of  three  previous  years,  . 


.26! 

4.08 

1.52! 

.0034 

.0154 

.0136 

.0018 

.24 

.29 

4.06 

1.41 

.0041 

.0156 

.0137 

.0019 

.25 

.0145.0001 
.0097'. 0001 


1.6 
1.3 


Odor  Id  1901,  generally  faintly  vegetable,  becoming  stronger  on  heating. 
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metropolitax  water  district. 

Chemical  Examination  of  Water  fuom  the  Sources  of  Supply  ok  the 
Metropolitan  Water  District — Continued. 

Sudbury  Reservoir,  Bottom. 

[Parts  per  100,000.] 


S 

o 
O 

Kksidck  on 
Evapora- 
tion. 

Ammonia. 

o 
O 

.26 
.25 

Nitrogen 

AS 

•3 

2 

c 

ALBCMIMOID. 

hi 

s 

ss 

2 

o 

•d 
> 

o 

■      'S 

■o 
,  e 

a  a. 

CD 

O    ■    3 

Average  of  52  samples  collected  in  1901, 
Average  of  three  previous  years,  . 

.25 
.29 

4.14 
4.18 

1.54 

1.42 

1 

.0038 
.0048 

.0152 
.0153 

.0136 
.0135 

.0016 
.0018 

.0157 
.0119 

.0001 
.0001 

.41 

.39 

1.5 
1.4 

Odor  in  1901,  generally  faintly  vegetable,  becoming  stronger  on  heating. 

Framingham  Reservoir  No.  3. 


Average  of  12  samples  collected  in  1901,    .24  1  4.49     1.57 
Average  of  three  previous  years,  .        .  I  .26|!  3.92     1.32 


.0021  .0164  .0142 
.0018  .Oies'. 0143 


.0022 
,0025 


25   .0156 


.0001     .421.5 
.0001,   .39'l.3 


Odor  in  1901,  generally  vegetable. 

Indian  Brook,  at  Head  oj  Hopkinton  Reservoir. 


Average  of  6  samples  collected  in  1901, 
Average  of  seven  previous  years,  . 


1.78 

1.46; 


7.24 
5.95 


4.07 
3.00 


.0049 
.0017 


.0423  .0408  .0015 
.0327  .0303  .0024 


.0080  .0001:1.60  1.7 
.0031  .0000  1.50  1.5 


Odor  in  1901,  distinctly  vegetable.    The  color  ranged  from  .82  in  March  to  2.85  in  July. 

Hopkinton  Reservoir,  Surface. 


Average  of  6  samples  collected  in  1901, 
Average  of  seven  previous  years,  . 


4.12 
3.79 


I.77I  .0039  .0249 

1.68  .0017  .0207 


.0222 
.0181 


.0027 
.0026 


.0055 
.0039 


.ooor 

.0001 


.781.1 
.68  1.0 


Odor  in  1901,  vegetable,  becoming  frequently  unplcisant  and  fishy  on  heating.    Large  numbers  of 
the  organism  Dinobryon  were  found  in  the  samples  collected  iu  March  and  April. 

Hopkint07i  Reservoir,  Bottom. 


Average  of  6  samples  collected  in  1901, 
Average  of  seven  previous  years,  . 


4.42 
3.82 


1.82 
1.67 


.0046 
.0036 


.0224 
.0182 


.0195 
.0161 


.00291 
.0021 


.0080 
.0061 


.0001:    .761.1 
.0001  !  .661.0 


Odor  in  1001,  faintly  vegetable,  becoming  stronger  on  heating. 

Cold  Spring  Brook,  at  Head  of  Ashland  Reservoir. 

Average  of  6  samples  collected  lo  1001, 
-Vverage  of  ten  previous  years, 


1.66 

6.36 

3.42 

.0062 

.0440 

.0407 

.0033 

.27 

.0055 

.0001 

1.20 

4.85 

2.30 

.0000 

.0281 

.0255 

.0026 

.28 

.0045 

.0000 

1.78'1.4 

I 
1.10,1.2 


Odor  in  1901,  vegetable.    The  color  ranged  from  .70  in  March  to  3.00  In  September. 
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metropolitan  ttater  district. 

Chemical  Examination  of  Water  from  the  Sources  of  Supply  of  the 
Metropolitan  Water  District — Conliyiued. 

Ashland  Reservoir,  Surface, 

[Parts  per  100,000] 


o 

Kesidde  on 

EVAPOKA- 
TION. 

Ammonia. 

o 

s 

o 
.24 
.26 

Nitrogen 

AS 

§ 

a 

a 
o 

U 
a 

o 

"3 
o 

Eh 

§1 

o 

ALBUMINOID. 

1 

t 

o 

■a 
> 

o 

s 

,  c 

3  P. 
00 

c 

Average  of  6  samples  collected  in  1901, 
Average  of  ten  previous  years, 

.65 
.68 

4.07 
8.69 

1.77 
1.69 

.0026 
.0013 

.0251 
.0214 

.0232 
.0190 

.0019 
.0024 

.0037 
.0040 

.0001 
.0000 

.82 

.75 

1.0 

0.9 

Odor  in  1901,  faintly  vegetable,  becoming  stronger  on  heating. 

Ashland  Reservoir,  Bottom. 


Average  of  6  samples  collected  in  1901, 
Average  of  nine  previous  years,    . 


.59 

4.21 

1.80 

.0029 

.0227 

.0206 

.0021 

..,1 

.0062 

.0001 

.76 

.67 

I  3.67 

1.63 

.0017 

.0190 

.0170 

.0020 

■H 

.0067 

.0000 

.73 

1.0 

1.1 


Odor  in  1901,  faintly  vegetable,  becoming  stronger  on  heating. 

Sudbury  River,  at  Head  of  Framingham  Reservoir  No.  2. 


Average  of  6  samples  collected  in  1901, 
Average  of  ten  previous  years. 


1.01 

5.56 

2.46 

.0042 

.0320 

.0292 

.0028 

.36 

.0115 

.0002 

1.16 

0.93 

4.49 

2.00 

.0013 

.0254 

.0226 

.0028 

.31 

.0071 

.0001 

0.89 

Odor  in  1901,  faintly  vegetable,  becoming  stronger  on  heating.    The  color  ranged  from  .47  in  March 
to  1.70  in  September, 


Framingham  Reservoir  No.  2. 


Average  of  6  samples  collected  in  1901, 
Average  of  ten  previous  years, 


.90 

5.27 

2.27 

.0050 

.0274 

.0253 

.0021 

.33 

.0106 

.0001 

1.02 

.83 

4.20 

1.87 

.0011 

.0228 

.0200 

.0028 

.29 

.0065 

.0001 

0.83 

1.3 

1.0 


Odor  in  1901,  vegetable,  becoming  stronger  on  heating. 

Lake  Cochituate,  Wayland. 


Average  of  12  samples  collected  in  1901, 
Average  of  ten  previous  years. 


.26 

5.17 

1.86 

.0042 

.0239 

.0200 

.0039 

.41 

.0102 

.0002 

.48 

.23 

4.79 

1.59 

.0017 

.0189 

.0157 

.0032 

.47 

.0104 

.0001 

.41 

2.1 

2.0 


Odor  Id  1901,  vegetable  or  none. 


Chestnut  Hill  Reservoir. 


Average  of  11  eamples  collected  in  1901, 
Average  of  three  previous  years,  .       . 


.27 

4.02 

1.47 

.0020 

.0165 

.0147 

.0018 

.25 

.0169 

.0001 

.42 

.29 

3.94 

1.44 

.0023 

.0169 

.0138 

.0021 

.24 

.0072 

.0001 

.40 

Odor  In  1001,  faintly  vegetable  or  none.    A  vegetable  odor  was  developed  in  all  of  the  samplos  on 
heating. 
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mktuopolitax  tvater  district. 

Chemical  Examination  of  Water  fkom  the  Souhces  of  Supply  of  the 
Metropolitan  Water  District —  Concluded. 

Spot  Pond,  Sloneham, 

[Parts  per  100,000.] 


Average  of  12  samples  collected  in  1901, 
Average  of  two  years,  1898-99, 


Kesiol'e  on 

EVAPOBA- 
TIOM. 


4.73 
5.30 


1.50 
1.84 


.0014 
,0055 


ALBUMINOID. 


.0171 
.0250 


•a      €        -        £ 


,0146 
,0202 


.0025 
,0048 


NiTBOGBN 

•d 

AS 

a 

a 

s 

O 

B 

OD 

c 

o 

S5 

55 

o 

.28 

.0042 

.0001 

.31 

i.42 

.0031 

.0000 

.48 

12.0 
12.0 


Odor  in  1901,  frequently  unpleasant  and  fishy ;  at  other  times,  vegetable  or  none.    Large  numbers  of 
the  organism  Dinobryon  were  found  in  the  samples  collected  during  the  winter  months. 

Faucet  at  State  House,  Boston. 


Average  of  12  samples  collected  in  1901, 
Average  of  three  previous  years,  . 


.24 

4.43 

1.64 

.0013  .0158 

.0142 

.0016 

.30 

.0173 

.0001 

.42 

.29 

3.90 

1.37 

.0009  .0148 

.0132 

.0016 

.«! 

.0103 

.0001 

.39 

1.7 
1.3 


Odor  in  1901,  vegetable  or  none.    The  color  ranged  from  .14  in  October  and  November  to  .32  in 
•January. 

Faucets  in  Revere. 


Average  of  12  samples  collected  in  1901, 
Average  for  1900 


4.67 
3.81 


1.47 
1.16 


.0012 
.0013 


,0154 
,0150 


.0135  .0019  .28 
.0138.0012   .26' 


I  >i        I 

.0082  .OOOlj  .30  2.0 

.0053.0001     .35  1.5 


Odor  in  1901,  faintly  vegetable  or  none.    The  color  ranged  from  .00  in  September  to  .22  in  March. 

Faucets  in  Quincy. 


Average  of  12  samples  collected  in  1901, 


.24 


1.68  .0010 


,0152  .0134  .0018 

I  I 


,0183 


Odor,  generally  vegetable.    The  color  ranged  from  .13  in  November  to  .32  in  March. 

Water  Supply  of  AinxcxoN  and  Rockland. 

Big  Sandy  Po7id  in  Pembroke. 

[Parts  per  100,000.] 


Kksidl'k  on 

EVAl'ORA- 

Amuonia. 

:  Nitrogen 

o 

TIOK. 

o 

c 

o 

b 

B 

c 
o 
O 

c 

m 

C 
■a 

k. 

"5 

e 
o 
3 

r 

£ 

ALBOMINOID. 

1     « 
1 

■ 

3 

■s 

> 
o 

CO 

m 

•a 
,  c 

O 

H 

u. 

E- 

a 

X 

1  ^ 

.63 

K 

s 

o 

" 

Average  of  4  samples  collected  in 

.09 

3.09 

1.22 

.0028 

.0103 

.0146  .0017 

.0030  .0000 

.28 

o.s 

^ 

1901. 

Average  of  sis  previous  years. 

.10 

3.18 

1.11 

.0008 

.0167 

.0146  .0021 

.65 

.0018  .0000 

.22 

0.6 

Odor  in  1901,  occasionally  vegetable. 
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ada]ms  fire  district. 

"Water  Supply  of  Adams  Fire  District. 

Bassett  Brook. 

[Parts  per  100,000.] 


Residue  on 

Evapora- 

Ammonia. 

Nitrogen 

* 

tion. 

h 

a 
o 
O 

c 

ALBUMINOID. 

•a 

ri 

o 

o 

OS 

o 

=j 

"5 

> 

o 

1    <3 
a  Pi 

c 

j3 

S 

1 

11 

f 

03 

a 
o 

U 

Eh 

a 

b 

b* 

a 

CC 

o 

!z; 

^ 

1  o 

'Ji 

a 

Average 

of  3  samples 

collected  in 

.01 

1              i 

3.38!  0.95 

.0003 

.0040 

.0036 

.0004 

.08 

.0180 

.0000 

1.10 

2.4 

_ 

1901. 

1 

i 

Average 

of  five  previo 

as  years, 

.05 

3.52i  0.88 

.0003 

.0044.0037 

.0007 

.08 

.0158 

.0000 

.13 

2.2 

- 

Dry  Brook. 


Average  of  4  sacaples  collected  in 

1901. 
Average  of  five  previous  years, 


.22 

6.72 

2.06 

.0015 

.0104 

.0087 

.0017 

.10 

'.oioo'.oooiLse 

4.8 

.24 

6.75 

1.75 

.0008 

.0100 

.0090 

.0010 

.10 

.0097  .0000'l.37 

4.4 

Odor  in  1901,  generally  vegetable. 

Water  Supply  of  Amesbury.  —  Powow  Hill  Water 

Company. 

Wells  near  Main  Street. 


Average  of  6  samples  collected  in 
1901. 

.10 

10.73 

- 

.0009 

.0013 

- 

- 

.60 

.0390 

.0001 

.04 

4.7J.0408 

Wells  near  Market  Street. 

Average  of  5  samples  collected  in 
1901. 

.03 

24.20 

- 

.0039 

.0043 

- 

- 

1.28 

.0028 

,0001 

.07 

8.8 

.01.34 

Water  Supply  of  Amherst.  —  Amherst  Water  Company. 

Amethyst  Brook  Reservoir. 


Average  of  4  samples  collected  In 
1901. 


Odor,  Bometimes  faintly  vegetable. 


.40 

3.39 

1.44 

.0039 

.0129 

.0116 

.0013 

.15 

.0047 

.0000 

.69  0.4 

Water  Supply  of  Andover.      (Sec  also  page  5.) 
Haggetfs  Pond. 


Average  of  6  eamples  collected  in 

1901. 
Average  of  ten  previous  years. 


8.25 
3.61 


1.32 
1.80 


.0018 
.0009 


.0171 
.0164 


.0164 
,0133 


.0017 
.0021 


.0026 
.0027 


,0000 
,0000 


Odor  in  1901,  occaalonally  faintly  vegetable  or  unpleaeant.    The  organism  Anabana  was  found  in 
tlie  sample  collected  In  August. 
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ARLINGTON'. 

Water  SurPLV  of  Arlington. 
(See  Metropolitan  Water  District,  pages  120-123  ) 

The  Following  Waters  were  examined  iji  Connection  loith  Advice  to  Town  Authorities. 

(See  also  page  7.) 

[Parts  per  100,000.] 


1  )ate  of 

Collection. 

Appeabakce. 

1   § 

111 

1 

Ahvoxia. 

i 

1 
O 

NiTBOOEN 
AS 

1 

c 

1 

00 

s 
■O 

a 

m 

B 

a 

2 
3 

1 
•5 

CO 

c 

o 
"a 
U 

1 

•d 
o 

< 

s 
s 

1 

c 

2 

1901. 

36162 

June  28 

None. 

None. 

.00 

43.30 

.0000 

.0102 

1.60 

3.2000 

.0000 

.03 

13.7 

.0060 

36163 

June  28 

None. 

V.  slight. 

- 

35.30 

.0024 

.0150 

1.44 

2.2800 

.0000 

.06 

10.2 

.0050 

37666 

Oct.   22 

None. 

Slight. 

.00 

7.10 

.0002 

.0020 

0.46 

jo.  1280 

.0000 

.01 

3.3 

.0050 

No.  36162  was  collected  from  a  spring  located  on  Summer  Street,  and  used  for  the  supply  of  the  town 
almshouse;  No.  36163  was  collected  from  a  spring  on  Pine  Street;  No.  37666  was  collected  from  a  spring 
which  it  was  proposed  to  use  as  a  source  of  supply  for  the  Stephen  Symnes  Uospitai. 

Water  Supply  of  Atiiol.  —  Atiiol  Water  Company. 

Large  Beservoir  in  Phillipston. 


[Parts  per  100,000.] 

o 

Residue  on 
Evapora- 
tion. 

Ammonia. 

c 

O 
.14 
.14 

NiTBOOEN 
AS 

■d 

i 

9 

C 
O 

o 

B 

K 
O 

CO 

« 

a 

1 

5 

l! 

3 

i 

ALBrMlNOID. 

OD 

s 

2 

1 

"3 
1 

> 
o 

Q 

■a 

•o 

,  c 

So, 

s 

Average  of  5  samples  collected  In 

1901. 
Average  of  seven  previous  years,  . 

.66 

.67 

3.81 
3.78 

l.»7 
1.74 

.0060 
.0033 

.0315 
.0365 

.0259 
.0212 

.0056 
.0153 

.0052 
.0059 

.0000 
.0000 

.82 
.78 

0.7 
0.7 

- 

Odor  iu  1901,  generally  unpleasant.  The  samples  collected  in  June  contained  a  large  number  of 
organisms,  consisting  chietly  of  J/clonira,  Tabellaria  and  Protococaia.  The  organism  Uroglena  was 
found  in  the  sample  collected  in  December. 

Buckman  Brook  Reservoir. 


March,  1901 

Average  of  three  previous  years,  . 


3.35 
3.35 


0.80 
1.64 


.0028 
.0014 


,0254 
,0196 


.0228 
.0171 


.0026 
.0025 


,0080  .0000 
,0040.0000 


.38 


Odor  in  1901,  vegetable.    The  organisms  Peridinium  and  Synxtra  were  found  In  this  sample. 

Water  Supply  of  Attleborough.     (See  also  page  8.) 

Well. 


Average  of  12  samples  collected  in 

1901. 
Average  of  eight  previous  years,  . 


3.79 
4.02 


.0001 
.0002 


.0028 
.0021 


.0125  .0000 
.0142  .0000 


.O2I1.7  .0068 

I 

.0411.8.0037 
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ATTLEBOROUGH. 

Waters  examined  in  Connection  with  Advice  to  Corporations  in  the  Town. 
(See  also  page  10.) 

[Parts  per  100,000.] 


= 

APPEARAKCE. 

o 

Ammonia. 

Nitrogen 

AS 

■d 
1 

1 

S 

c 

i 
5 

o 

II 

2W 

6 

■a 
o 

c 

6 

c 

o 

1 

1 

§ 

2< 

a 

H 

I3Q 

Q 

M 

b 

< 

O 

2 

•A 

o 

a 

1901. 

35353 

April  9 

None. 

None. 

.00 

21.40 

.0010 

.0006 

2.80 

.0040 

.0000 

.01 

9.9 

.0050 

37119 

Sept.   9 

None. 

V.  Blight. 

.00 

22.00 

.0010 

.0004 

2.72 

.0020 

.0000 

.04 

8.9 

.0110 

No.  35353  was  collected  from  tubular  wells  upon  the  estate  of  E.  A.  Robinson;  No.  37119  was 
collected  from  a  well  used  as  a  source  of  supply  for  the  factory  of  J.  M.  Fisher  &  Co. 

Water  Supply  of  Avon. 

Well. 

[Parts  per  100,000.] 


o 

Rksidue  on 
Evapora- 
tion. 

Ammonia. 

c 

o 
!c 

.34 
.36 

Nitrogen 

AS 

•s 

OS 

B 

"5 

albuminoid. 

g 

2 

"5 

o 

El 

■a 
> 
o 

5 

■S 
,  c 

CO 

o 

c 
>.. 
O 

B 

O 

Average  of  6  samples  collected  in 

1901. 
Average  of  three  previous  years,  . 

.00 
.01 

3.90 
3.37 

- 

.0004 
.0003 

.0015 
.0006 

- 

- 

.0363 
.0188 

.0000 
.0000 

.01 
.02 

1.0 
1.0 

.0058 
.0038 

Water  Supply  of  Ayer. 

Well. 


Average  of  6  samples  collected  In 

1901. 
Average  of  two  previous  years, 


5.58 
'5.78 


.0006 
.0003 


.0027 
.0014 


.0405 
.0440 


.0000 
.0000; 


.02  2.3 
.032.5 


,0083 
.0049 


Odor  In  .June,  1901,  distinctly  unpleasant. 

Water  Supply  of  Barre.  —  Bai{RE  Water  Company. 

Reservoir. 


Bepteraber,  1901 

Average  of  four  previone  years,    . 


2.75 
3.82 


1.10 
1.09 


.0028 
.0080 


,0366 
,0203 


.0268 
.0160 


.0098 
.0043 


,0020  .0000 
,0083'.  0000] 


Odor  In  1901,  vegetable. 

AVater  Supply  of  Belmont. 
(Sec  Metropolitan  Water  District,  pages  120-123.) 
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BEVERLY. 


Water  SurPLY  of  Beverly. 
(See  Salem.) 

Water  SurrLY  of  Billerica. 

Tubular  Wells. 

[Parts  per  100,000.] 


Average  of  13  samples  collected  in 

1901. 
Average  of  two  previous  years, 


Evapora- 
tion. 

Ammonia. 

XlTBOOEN 
AS 

i 

3 

- 

ALBITHINOID. 

S 

S.  1 

^ 

U       n 

c? 

<u 

s 

CD 

"a 

Zs 

o 

a 

o 

■a 
,  c 

3  O. 

s  : 

S 

H 

u 

b 

H 

a 

00 

6 
.27 

SQ 

S 

o 

—        — 

6.23 

_  1 

. 0007 L 0026 

- 

- 

.0113 

.0000 

.06  2. 2'. 0280 

5.92 

_ 

.0005  .0016 

^ 

_ 

.26  1 

.0082 

.0000 

.042.1  .017& 

1 

' 

Water  SurrLY  of  Boston. 
(See  Metropolitan  Water  District,  pages  120-123.) 

Water  Supply  of  Braintree.      (See  also  pages  11,  12.) 

Filter  Gallery. 

[Parts  per  100,000.] 


c 
o 

o 

Appearance. 

s 
o 

a 

n 
p 

Ammonia. 

o 

c 

1 

JJlTROGEN 
AS 

■3 

i 

s 
m 

c 

o 

i 

o 

c 

•3 
u 
a 

a 

3 

25 

5 

1 
m 

o 

o 
O 

o 

£ 

"S 

B 

1 

1 

1001. 

34313 

Jan.     1 

V.  slight. 

None. 

.04 

6.00 

.0022 

.0092 

.80 

.1160 

.0000 

.11 

2.1 

.oiia 

34659 

Feb.    5 

V.  slight. 

V.  slight. 

.06 

5.10 

.0018 

.0082 

.86 

.0500 

.0000 

.18 

1.7 

.0070 

34993 

Mar.    5 

None. 

V.  slight. 

.02 

5.80 

.0018 

.0100 

.96 

.0780 

.0002 

.16 

2.2 

.0050 

35309 

Apr.    2 

V.  Blight. 

V.  slight. 

.19 

4.70 

.0016 

.0156 

.68 

.0600 

.0002 

.31 

1.7 

.oioa 

35565 

Apr.  30 

V.  slight. 

V.  Blight. 

.11 

5.10 

.0028 

.0116 

.76 

.0820 

.0000 

.25 

2.0 

.0090 

35S58 

June    5 

V.  slight. 

V.  slight 

.22 

4.40 

.0008 

.0138 

.69 

.0500 

.0002 

.40 

1.4 

.Olio 

36223 

July    2 

V.  slight. 

V.  slight. 

.20 

5.20 

.0010 

.0182 

.70 

.0100 

.0002 

.26 

1.6 

.0260 

36656 

Aug.    6 

None. 

V.  slight. 

.03 

4.90 

.0002 

.0042 

.82 

.0660 

.0001 

.09 

1.4 

.0130 

37064 

Sept.  3 

Slight. 

Slight. 

.22 

8.50 

.0022 

.0306 

.64 

.0060 

.0002 

.62 

1.3 

.0120 

37441 

Oct.     1 

None. 

None. 

.00 

4.20 

.0004 

.0066 

.77 

.0210 

.0001 

.03 

1.7 

.0050 

37507 

Oct.     8 

None. 

None. 

.00 

4.70 

.0000 

.0096 

.77 

.0300 

.0000 

.13 

2.1 

.0070 

37618 

Oct.    15 

None. 

None. 

.01 

5.40 

.0000 

.0064 

.88 

.0600 

.0000 

.01 

2.0 

.oosa 

37619 

Oct.   15 

None. 

None. 

.02 

4.50 

.0002 

.0078 

.76 

.0200 

.0000 

.02 

1.8 

.0080 

37856 

Nov.    5 

None. 

None. 

.02 

4.90 

.0022 

.0066 

.77 

.0130 

.0003 

.15 

1.8 

.0100 

38209 

Dec.    3 

None. 

None. 

.02 

6.50 

.0014 

.COM 

.86 

.0500 

.0001 

.08 

1.8 

.0050 
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BEAIXTREE. 


Filter  Gallery  —  Concluded. 
Averages  by  Tears. 
[Parts  per  100,000.] 


=    ! 
■3 

Appearance. 

c 
§1 

Ammonia. 

c3 

a 

0 

Nitrogen 

AS 

s 
c 

0 

•a 

o 

.0 
6 

3 

c 
0 
E 

i 

6 

i 

c 

2 
2 

L. 

2 

- 

1892 

- 

- 

.02 

4.69 

.0002 

.0030 

75 

.0192 

.0001 

- 

1.8 

.0343 

- 

1893 

- 

- 

.03 

4.72 

.0002 

.0049 

83 

.0363 

.0001 

.10 

1.8 

.0037 

- 

1894 

- 

- 

.04 

5.19 

.0004 

.0048 

86 

.0338 

.0001 

.10 

1.7 

.0135 

- 

1895 

- 

- 

.12 

5.32 

.0004 

.0060 

89 

.0369 

.0002 

.13 

2.0 

.0417 

- 

1896 

- 

- 

.08 

5.55 

.0006 

.0051 

86 

.0329 

.0000 

.12 

1.7 

.0095 

- 

1897 

- 

- 

.04 

5.20 

.0010 

.0058 

90 

.0287 

.0001 

.10 

2.0 

.0059 

- 

1898 

- 

- 

.07 

5.22 

.0013 

.0049 

88 

.0482 

.0000 

.12 

2.0 

.0059 

- 

1899 

- 

- 

.04 

5.20 

.0020 

.0044 

81 

.0363 

.0000 

.09 

1.9 

.0051 

- 

1900 

- 

- 

.10 

4.89 

.0014 

.0120 

76 

.0431 

.0001 

.23 

1.4 

.0112 

- 

1901 

1 

- 

.09 

5.40 

.0015 

.0109 

78 

.0501 

.0001 

.21 

1.7 

.0104 

Little  Pond. 

[Parts  per  100,000.] 


■3 

Kksidue  on 
Evapora- 
tion. 

Ammonia. 

d 

c 

*u 
0 

2 

.67 
.76 

NiTROGBN 
AS 

•d 

i 
5 

c 

u 
>. 

M 
0 

c 
■a 

c 
0 

0 

ALBUMINOID. 

1 

0 

EH 

■c 
"3 

s 

•6 
•a 

a  0. 
00 

2 

Average  of  7  eamples  collected  io 

1901. 
Average  of  five  previous  years,     . 

.25 
.22 

4.24 
4.04 

1.75 
1.47 

.0040 
.0016 

.0250 
.0247 

.0218 
.0214 

.0032 
.0033 

.0087 
.0033 

.0001 
.0000 

.45 
.43 

1.0 
1.0 

- 

Odor  in  1901,  generally  faintly  vegetable,  becoming  stronger  and  occasionally  unpleasant  on  beating. 


Water    Supply    of    Bridgewateii    and    East   Bridgewater.  — 
The  Bridgewaters  Water  Company.     (See  also  page  13.) 

Tubular  Wells. 


Average  of  7  samples  collected  in 

leoi. 


.16. 


7.64 


- 

- 

.41 

.0036 

.0000 

.03 

2.8 

.0877 
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BRLDGE'SVATER  AXD  EAST  BRIDGEWATEB. 

Large  Well  East  of  Pumping  Slatio7i. 

[Parts  per  100,000.] 


Residuk  on 

Evapora- 

Ajimosia. 

NlTBOOEX 

s 

tion. 

a 

a 

c 
0 

B 
O 

ALBDHINOID. 

•3          ■a 

i 

S 

I-" 

5; 

« 

<3           1    C 

0 

1 

c 

■E 

c 

o 

f-     i^^ 

h 

H 

Q    1  <n 

0 
.42 

X 

^i 

0 

s 

Averag 

e  of  7  samples  collected  in 

.01 

3.67 

_ 

.00O5,.O018 

_ 

.0072 

.0000 

.010.7 

.0089 

1901. 

1 

! 

Odor  In  June,  distinctly  nnpleasant. 

Large  Well  West  of  Pumping  Station. 


Average  of  7  samples  collected  in    .IS    6.54 
1901. 


.43 


.06  2.3  .0522 


Water  examined  in  Connection  with  Advice  relative  to  a  Source  of  Ice  Supply. 

(See  also  page  104.) 

[Parts  per  100,000.] 


1 

Uksidue  on 

B 

Appeabasce. 

Evapora- 

Ammonia. 

Nitrogen 

1      CJ 

% 

■ 

tion. 

1   s 

i     3 
C 

c 

ALBDUINOIO. 

. 

0 

h               ^ 

•a 

09 

;  0 

00 

.a 
Q 

0 

bldl 
Irac 

ih 

> 
0 

■a 
1  c 

c 

n 

S 

^  s 

C 

•a 

!?. 

^ 

b'                 « 

0 

H 

^ 

Eu 

H 

Q 

m 

0 

X 

X 

!  0 

a 

1901. 

i 

54487 

Jan.  16 

Decided. 

Slight. 

.31 

3.10 

1.20 

.0020 

.0388 

.0256 

.0132 

.24 

.00301 .0001 

1 

.69 

0.5 

Odor,  distinctly  unpleasant. 
Street. 


•  The  sample  was  collected  from  Chlsholm's  ice  pond,  near  South 


Water  Supply  of  Brockton. 
Salisbury  Brook  Storage  Reservoir. 

[Parts  per  100,000.] 


Average  of  11  samples  collected  in 

1901. 
Average  of  ten  previous  years. 


Rbsiddb  on 
Evapora- 
tion. 


4.23 
3.57 


2.01 


ALBDHINOID. 

^ 

"P 

> 

■S 

% 

& 

m 

,  c 
«>  S 

0 

b* 

H 

5 

m 

.0025  .0267  .0236 


1.62  .0009  .0231. 0191 


.0032 
.0040 


Kitroobn 

^ 

AS 

c 

0 

U 

m 

OQ 

« 

c 

03 

ic 

>. 

e 

2 

S 

0 

S 

.0025|.0000 

.77 

0.8 

.0023 

.0000 

.09 

0.7 

Odor  in  1901,  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating.    The  organism  Uroglena 
'Was  found  In  the  sample  collected  in  April. 
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"Water  Supply  of  Brookline. 
Faucet  at  Low-service  Pumping  Station. 

[Parts  per  100,000.] 


o 

o 
O 

Residuk  on 
Evapora- 
tion. 

Ammonia. 

d 

c 

o 
Ic 
O 

.55 
.58 

NiTBOGBN 
AS 

•a 

1 
a 

c 
o 

c 

>, 

O 

S 

■3 

d 

s 

=  3. 

o 

2 

ALBUMINOID. 

41 
g 

2 

5 

2 

> 
o 

■d 

■a 
,  c 

CO  V 

s  a 

d 

2 

Average  of  7  Bamples  collected  In 

1901. 
Average  of  seven  previous  years,  . 

.03 
.03 

8.70 
8.92 

- 

.0033 
.0014 

.0048 
.0032 

- 

- 

.0359 
.0338 

.0002 
.0001 

1        ' 
.08  4.4.0070 

.09  4.4.0030 

1       1 

Water  Supply  of  Cambridge. 

Fresh  Pond, 


Average  of  12  aamples  collected  in 

1901. 
Average  of  ten  previous  years, 


.18 

6.48 

2.10 

.0026 

.0229 

.0187  .0042 

.54 

.0322  .0003 

.37 

3.1 

.26 

7.21 

1.94 

.0067 

.0231 

.0178  .0053 

1 

.64 

.0269  .0005 

.42 

3.3 

Odor  in  1901,  generally  vegetable  or  unpleasant,  becoming  stronger  on  heating. 

Stony  Brook  Storage  Reservoir,  Waltham. 


Average  of  12  samples  collected  in 

1901. 
Average  of  ten  previous  years, 


.42 

5.78 

2.28 

.0030 

.0221 

.0201 

.0020 

.46 

.0255 

.0003 

.61 

2.2 

.61 

5.55 

2.03 

.0018 

.0242 

.0210 

.0032 

.43 

.0183 

.0001 

.63 

2.1 

Odor  in  1901,  vegetable  or  unpleasant,  becoming  stronger  on  heating. 

Upper  Basin  on  Eobbs  Brook. 


Average  of  12  samples  collected  in 

1901. 
Average  of  two  prevloas  years. 


.69 

6.22 

2.79 

.0051 

.0380 

.0328 

.0052 

.34 

.0134 

.0001 

.89  2.3 

.37 

6.24 

2.08 

.0023 

.0349 

.0277 

.0072 

.83 

.0042 

.0000 

.68  1.8 

Odor  in  1901,  vegetable  or  unpleasant,  becoming  stronger  on  heating.    The  color  ranged  from  0.41 
In  November  to  1.40  In  June. 

Lower  Basin  on  Hobbs  Brook,  at  Surface. 


.16 

6.07 

1.80 

.0044 

.0298 

.0254 

.0044 

.35 

.0037 

.0001 

.46 

2.2 

.11 

4.69 

1.65 

.0016 

.0264 

.0224 

.0040 

.36 

.0044 

.0000 

.40 

1.8 

Average  of  12  samples  collected  in 

1901. 
Average  of  two  previoai  years. 


Odor  in  1901,  vegetable  or  unploaHunt,  becoming  stronger  on  heating.    The  color  ranged  from  0.03 
in  January  to  0.31  in  June. 


Lower  Basin  on  Hobbs  Brook,  at  Bottom. 


Average  of  12  samples  collected  in 

1901. 
Average  of  two  previooi  years, 


6.17 
4.81 


1.92 
1.62 


.0035 
.0009 


,0268 
.0233 


.0230 
.0190 


.0038 
.0043 


.0039 
.0051 


.0001 
.0000 


Odor  In  1901,  vegetable  or  unpleasant,  becoming  stronger  on  heating. 
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Waters  examined  in  Connection  with  Advice  to  Corporations 
(See  also  pages  14,  15.) 

[Parts  per  100,000.] 


CAMBRIDGE. 

in  the  City. 


c 
o 
Q 

Appbabancb. 

c 

o 

si 

Ammonia. 

'     1 
o 

NITBOOEN 

AS 

1 

s 
c 

1 

s 
1 

s 

2 
2 

1 

1 

to 

i 
8 

2 
o 

c 

< 

1 

2 

n 

i 

i 

84633 

1901. 

Jan.   30 

Decided. 

Cons. 

_ 

54.50 

.0080 

.0076 

1.81 

.0000 

.0001 

.13 

2.9 

.4200 

85S97 

Apr.  12 

Decided. 

Cons. 

- 

54.10 

.0070 

.0014 

2.09 

.0030 

.0000 

.12 

1.3 

.0900 

85494 

Apr.  22 

Decided. 

Cons. 

.10 

42.60 

.0096 

.0018 

2.28 

.0040 

.0000 

.06 

.0660 

85695 

May     1' 

Decided. 

Cone. 

.02 

34.60 

.0110 

.0018 

2.68 

.0010 

.0000 

.02 

.0300 

86660 

May     9 

Decided. 

Cons. 

.05  i 

52.50 

.0104 

.0012 

3.94 

.0020 

.0000 

.06 

.0360 

85719 

May  17 

Decided. 

Cons. 

.02 

44.80 

.0112 

.0020 

3.26 

.0020 

.0000 

.05 

.0280 

86768 

May  22 

Decided. 

Cons. 

.12 

45.00 

.0114 

.0028 

3.96 

.0030 

.0000 

.05 

.0650 

85035 

Mar.    9 

None. 

None. 

.02 

16.80 

.0064 

.0006 

0.84 

.0030 

.0000 

.03 

8.1 

.0050 

The  first  seven  samples  were  collected  from  a  tubular  well  on  the  premises  of  the  Reversible 
Collar  Company;  the  last,  from  a  tubular  well  on  the  premieesof  the  Randall  Hall  Association.  Several 
of  the  samples  collected  from  the  well  of  the  Reversible  Collar  Company  had  an  unpleasant  odor,  and  a 
mineral  analysis  of  the  water  of  this  well  showed  that  it  contained  27.7  parts  per  100,000  of  sodiom 
carbonate. 


Water  Supply  of  Canton. 

Springdale  Well. 

[Parts  per  100,000.] 


Average  of  6  samples  collected  in 

1901. 
Average  of  two  previous  years, 


Kksidoe  on 

EVAPORA- 
TIOM, 

AMMONIA. 

6 

a 
t^ 
o 

O 
.32 

NiTBOQEH 
AS 

•a 
a 

a 

3 
O 

U 

e 
o 

M 
O 

•5 

a 

"3 
o 

B 

§1 

1 

ALBUMINOID. 

2 

s 

"3 
1 

•d 
> 
o 

5 

1 

1 

3.73 

_ 

.0003 

.0012 

- 

- 

.0043 

.0000 

Loi 

1.0 

.0068 

3.74 

.0001 

.0008 

- 

- 

.33 

,0052 

.0000 

.02 

0.8 

.0093 

Well  near  Henry^s  Spring. 


Average  of  6  samples  collected  in 

1901. 
Average  of  two  previous  years. 


3.80 
5.06 


.0004 
.0003 


.0030 
.0046 


,37    |.0158 
,39     .0131 


.0000 
.0000 


1.3.0062 
1.5.0094 


Water  Supply  of  Chelsea. 
(See  Metropolitan  Water  District,  pages  120-123.) 
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CHESBnrRE. 

Water  Supply  of  Cheshire.  —  Cheshire  Water  Company. 

Old  Reservoir. 

[Parts  per  100,000.] 


o 
o 

Residue  on 

EVAPORA- 
1          TION. 

Ammonia. 

c 
o 
S 
o 

.07 
.07 

Nitrogen 

AS 

•d 

i 

c 

5 

c 

X 

o 

1 
K 

1     S 

i     - 

c 
o 

ll 

o 

i 
1 

1    1 

ALBUMINOID. 

1 

2 

O 

•d 
> 
o 

5 

•a 

V 

•o 

c 
o 

November,  1901 

Average  of  three  previous  years,   . 

.00 
.04 

4.55 
4.23 

0.90 

.0006 
.0006 

.0066 
.0032 

.0062 

.0004 

.0070 
.011] 

.0001 
.0000 

.08 
.07 

3.5 
2.9 

- 

iVew  Reservoir. 


July  and  November,  1901,       .        .    .00     5.82     1.10  .0000  .0038  .0032  .0006  1.07     .0045.0002.06  4.4 


Water  Supply  of  Chester. 
Austin  Brook  Reservoir. 


August,  1901, 


04    2.85     0.65  .0004  .0048  .0038  .0010|    .08  .0050.0001   .12  1.4 


Water  Supply  of  Chicopee. 

Morton  Brook  Reservoir. 


Average  of  4  samples  collected  In 

1901. 
Average  of  seven  previous  years,  . 

.02 
.06 

3.45 
3.64 

0.79 
0.76 

.0008 
.0008 

.0034 
.0051 

.0026 
.0041 

.0008 
.0010 

.12 
.13 

.0062 
.0072 

.0000 
.0000 

.09 
.08 

0.6 
0.8 

- 

Cooley  Brook  Reservoir. 

Averukie  of  4  samples  collected  in 

1901.' 
Average  of  seven  previous  years,  . 

.53 
.70 

4.04 
4.21 

1.47 
1.41 

.0023  .0156 
.0013  .0147 

.0115 
.0114 

.004] 
.0033 

.12 
.11 

.0035 
.0042 

.0000 
.0000 

.55 
.61 

0.9 
1.1 

- 

Odor  in  1901,  generally  faintly  vegetable.    The  color  in  April  was  1.46. 

Water  examined  in  Connection  with  Advice  to  the  City  Authorities.     (See   also 

page  15.) 

[Parts  per  100,000.] 


c 
o 

Appeabamcb. 

1 

Ahhomia. 

NiTBOOBN 
AS 

o 

B 

8 
"S 

if 

*; 

§1 

H 

a> 

a 
_  o 

s 

1 

s 
85 

• 
Q 

s 

1 

i 

o 

a  > 
2W 
S 

03 

i 

a 

c 

6 

2 

1 

1 

i 

1901. 

84459 

.Jan.   16 

V.  slight. 

V.  slight. 

.20 

4.25 

.0000 

.0102 

.27 

.0300 

1 

.0000 

.35 

1.4 

.0160 

Odor,  diHtinclly  unpleasant  and  musty. The  sample  was  collected  from  a  spring  at  the  works  of 

the  Lamb  Manufacturing  Company. 
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CHICOPEE. 

Water  and  Ice  examined  in  Connection  with  Advice  to  the  City  Authorities. 
(See  also  page  104.) 

Water. 
[Parts  per  100,000.] 


Kesiduk  on 

. 

1 

AFPKARA.MCB. 

Evapora- 
tion. 

Ahuonia. 

NiTBOGEN 
AS 

1 

3 

o 

(J 

o 

s 

3 

c 

(U 

a 

■3 

2 

a 
1 

6 

ALBtrUINOID. 

a 
o 

g 

Ti 

O 

1 

s 

"3 

■a 
>• 

1 

•a 
1  c 

3  o. 

■3 

5 

iz; 

Q 

H 

00 

o  1 

H 

b^ 

^ 

a 

00 

a 

s 

''^    , 

^ 

a 

1901. 

1 

86016 

Aug.  23 

Slight. 

CODB. 

.68  j 

4.80 

2.25 

.0064 

.0316 

.0240 

.0076 

.220 

.0050 

.00021  .66 

1.8 

/ee. 


36045 

Aug.  26 

[  None. 

Slight. 

.00 

1.16 

- 

.0038 

.0040 

- 

- 

.003 

.0010 

.0002 

.01 

0.0 

36046 

Aug.  26 

'  None. 

V.  Blight. 

.00 

0.48 

- 

.0024 

.0024 

- 

- 

.000 

.0030 

.0005i 

1 

.01 

0.0 

8604T 

Aug.  26 

None. 

V.  Blight. 

.00 

0.88 

- 

j.0036 

.0014 

- 

.007 

.0020  .0005 

.04 

0.0 

86048 

Aug.  26 

None. 

V.  slight. 

.00 

0.76 

- 

j.0040 

.0026 

- 

.005 

.  0010 1. 0003 

.01 

0.0 

Odor  of  No.  36916,  distinctly  unpleasant. The  sample  of  water  was  collected  from  an  arm  of  the 

Chicopee  River,  above  Chicopee  Falls,  from  a  point  where  ice  is  harvested.  The  first  two  samples  of 
ice  were  taken  from  the  Ice-house  of  E.  H.  Munsell,  the  first  being  from  the  top  of  the  cake  and  the 
second  from  the  bottom  of  the  cake;  the  last  two  sampleB,  from  the  icehouse  of  .Joseph  Boudrean, 
the  first  being  from  the  top  of  the  cake  and  the  second  from  the  bottom  of  the  cake.  The  ice  in  both 
ice-houses  was  harvested  from  the  Chicopee  River. 

Bacteria  per  cubic  centimeter  In  No.  36945,  34;  in  No.  36946,  45;  in  No.  36947,  43;  In  No.  3694S,  27. 


Water  Supply  of  Clinton  and  Lancaster. 

Faucet  in  Clinton. 

[Parte  per  100.000.] 


KSSIDDE    ON 

1 

EVAPOBA- 

AUUONIA. 

NlTBOOKN 

t 

TION.    . 

a 

3 

a 

ALBUMINOID. 

a 

• 

i. 

S 

!l 

tal. 
solved. 

•a 

a 

i 

d 

5 

2  i 
1  ^ 

g 

O 

o 

3  O, 

J3 

X    £ 

g 

O 

H 

ij 

fa 

H 

Q 

a> 

0.18 

2i 

2 

O    K 

A 

October,  1901 

.08 

3.00 

1.60 

.0002 

.0058 

.0068 

.0000 

.0070 

.0000 

.18 

1.8 

- 

Water  Supply  of  Cohasset.  —  Cohasset  Water  Cojipany. 
Tubular  Wells  West  of  the  Main  Village  (Old  System). 


Average  of  8  samples  collected  in 

1901. 
Average  of  eight  previous  years,   . 


.05  14.73 

-       .0003 

.0027 

- 

- 

1.74 

.0203 

.0000 

.0116.4 

.13  15.49 

-      .0003 

1 

.0016 

- 

- 

1.83 

.0234 

.0000 

.047.2 

.0207 
048S 
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COHASSET. 


Tubular  Wells  in  Ellms  Meadow. 

[Parts  per  100,000.] 


Kesidue  on 

EVAPOBA- 
TION. 

Ammonia. 

NiTKOGBN 
AS 

•a 

§ 

s 

.; 

ALBUMINOID. 

B 

T5 

o 

flO 

u 

§a 

o5 

"3 

O 

■a 
,  c 

c 
o 

a 

" 

Sc 

c 
■a 

8 

I 

2 

& 

5 

CO 

.a 
1.25 

s 

5 

K 

o 

a 

2 

Average  of  3  samples  collected  in 

.00 

12.33 

_ 

.0000 

.0013 

_ 

_ 

.0530 

.0000 

.01 

4.7 

.0048 

1901. 

Average  of  three  previouB  years,  . 

.01 

12.27 

~ 

.0001 

.0011 

~ 

~ 

1.38 

.0598 

.0000 

.02 

4.8 

.0039 

Waiers  examined  in  Connection  with  Advice  relative  to  Additional  Water  Supply. 

(See  also  page  16.) 

[Parts  per  100,000.] 


5 

Appearance. 

Residde  on 
Evapora- 
tion. 

Ammonia. 

Nitrogen 

AS 

i 

3 

1 
o 
S 

3 

1 

o 
o 

3 
B 

B 
O 

g| 
o 

l-I 

albuminoid. 

a 
O 

0.97 

M 

» 

S 

s 

B 

1 

o 

1 

a 
S5 

a 
o 

■a 
1 

a 

■2 

•a 
3  o. 

CO 

c 

ta 

83290 

1900. 

Oct.    12 

V.  Blight. 

Slight. 

0.95 

5.85 

2.85 

.0036 

.0360 

.0340 

.0020 

.0070 

.0001 

1.28 

0.8 

33291 

Oct.   12 

None. 

Slight. 

0.83 

11.55 

4.30 

.0056 

.0404 

.0384 

.0020 

1.45 

.0030 

.0001 

1.28 

2.B 

33293 

Oct.  12 

V.  slight. 

Slight. 

0.80 

11.35 

3.85 

.0076 

.0380 

.0352 

.0028 

1.46 

.0060 

.0001 

1.31 

2.7 

S3292 

Oct.   12 

None. 

V.  Blight. 

1.26 

13.05 

5.35 

.0088 

.0440 

.0420 

.0020 

1.46 

.0030 

.0000 

1.90 

2.7 

33294 

Oct.   12 

None. 

V.  slight. 

1.75 

12.35 

5.60 

.0100 

.0496 

.0464 

.0032 

1.40 

.0060 

.0000 

2. 55 

2.7 

84092 

Dec.  15 

None. 

V.  slight. 

0.40 

4.75 

1.40 

.0014 

.0098 

.0094 

.0004 

1.02 

.0000 

.0000 

0.64 

0.8 

84091 

Dec,  15 

None. 

V.  Blight. 

1.50 

7.25 

3.45 

.0032 

0234 

.0226 

.0008 

1.22 

.0020 

.0000 

1.89 

l.fl 

Odor  of  most  of  the  samples,  distinctly  vegetable. No.  3S290  was  collected  from  Lily  Pond,  near 

the  northerly  shore;  No.  33291,  from  Bound  Brook  at  the  old  saw  mill  above  North  Bcituate;  No.  33293, 
from  Bound  Brook  in  North  Bcituate  near  the  road  from  Cohasset  to  Scituate;  No.  33292,  from  Bound 
Brook  at  Beech  wood  Street;  No.  33294,  from  Bound  Brook  at  Doane  Street;  No.  34092,  from  Turkey 
Hill  Brook;  No.  34091,  from  Scituate  Hill  Brook. 


COLRAIN. 

Waters  examined  in  Connection  with  Advice  to  the  Oriswoldville  Manufacturing 
Company.     (See  also  page  18.) 


35452 

1901. 

Apr.  18 

None. 

None. 

1 
0.04 

4.50 

0.90 

.0000 

.0044 

.0044 

.0000 

.09 

.0050 

.0000 

.10 

3.6 

85468 

Apr,  IS 

None, 

None. 

0.04 

4.60 

1,26 

.0000 

.0044 

.0044 

,0000 

.09 

.0020 

.0000 

,18 

2.0 

Odor  of  both  Ramplei,  very  faintly  vegetable  when  heated. The  first  sample  was  collected  from 

the  east  branch  of  McOlellan  Brook  In  Griewoldvlllo;  the  last,  from  MoClellan  Brook  above  its  Juuotlon 
with  the  east  branch. 
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concord  and  lincoln. 

Water  Supply  of  Concord  and  Lincoln. 

Sandy  Pond. 

[Parts  per  100,000.1 


u 

o 

5 

Kesidck  on 

EVAPOltX- 
TION. 

Ammonia. 

1 

c 

.25 

.27 

Nitrogen 

AS 

i 

c 

6 

c 

1 

o 

s 
S 

"5 
o 

e 
o 

it 

1 

1 

ALBUMINOID.      | 

1 

o 

•a 
> 
o 

5 

•o 

,  c 
=  o.  ' 

c 
2 

Average  of  7  samples  collected  Id 

1901. 
Average  of  four  previous  years,    . 

.01 
.05 

2.23 
2.59 

0.82 
0.91 

.0011 
.0008 

.0156 
.0127 

.0130 
.0114 

.0026 
.0013 

.0014 
.0027 

.0000 
.0000 

.18 
.18 

0.5 
0.8 

- 

Odor  in  February,  1901,  distinctly  unpleasant.    The  organism  Uroglena  was  found  In  thU  sample. 


Water  Supply  of  Cottage  City. 

Company. 

Springs. 


Cottage  City  Water 


Average  of  6  samples  collected  in 
1901. 


.99     .0122 


,0122 


Water  Supply  of  Dalton  Fire  District. 
Lotver  Reservoir. 


April,  1901, 


.29    1.90 


i|  i  !  I 

0.85  .0012  .0130,. 0126,. 0004J. 05     .0170 


.0000: 


Waters  examined  in  Connection  with  Advice  relative  to  Additional  Water  Supply. 

(See  also  page  19.) 

[Parts  per  100,000.] 


■3 
0 

0 

a 
a 

Appbarance. 

KK^jIDCII  ON 
EVAPO  RA- 
TION. 

Ammonia. 

I 
0 

B 
0 
g 

NiTBOGBN 
AS 

t 

a 

a 

c 
0 
U 

s 
es 
>% 

H 
0 

a 
a 

c 

1 

■a 

CO 

0 
0 
0 

0 

i 

i| 

J 

1 

albuminoid. 

0 
1 

u 

.0 

a 

a 
'A 

i 

•a 

> 
0 

V 
B 

a 

1 

,   B 
GO 

m 
09 

1901. 

85435 

Apr.  17 

None. 

V.  Blight. 

.26 

2.50 

0.90 

.0006 

.0094 

.0086 

.0008 

.04 

.0020 

.0000 

.41 

1.1 

85436 

Apr.  17 

V.  Blight.  V.  slight. 

.62 

2.50 

1.00 

.0008 

.0168 

.0162 

.0006 

.05 

.0070 

.0000 

.78 

0.8 

S6437 

Apr.  17 

None.         V.  slight. 

.27 

2.45 

0.80 

.0010 

.0122 

.0118 

.0004 

.06 

.0050 

.0000 

.44 

1.3 

A  vegetable  odor  was  developed  in  all  of  the  samples  on  heating. The  first  sample  was  collected 

from  May  Brook  in  Windsor,  about  1,000  feet  above  Windsor  Reservoir;  the  second,  from  Whitmarsh 
or  Tyler  Brook  In  Windsor,  at  the  old  road  from  Dalton  to  Windsor;  the  last,  from  Cady  Brook,  near 
Ita  entrance  to  Windsor  Reservoir. 
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danvers  a^td  middleton. 

Water  Supply  of  Danvees  and  Middleton. 

Middleton  Pond. 

[Parts  per  100,000.] 


o 
o 

Kksidue  on 
Evapora- 
tion. 

Ammonia. 

o 

S 
o 

.31 
.35 

NITROQBN 
AS 

§ 

s 

c 
o 

c 

o 

c 
■a 

X 

"3 

S 

!    £ 

ALBUMINOID. 

1 

2 

5 
2 

3 

> 
o 

a 

■a 

,   B 
BO. 
50 

a 

Average  of  4  samples  collected  in 

1901. 
Average  of  five  previous  years, 

.58 
.61 

4.15 
3.77 

1.91 
1.6S 

.0017 
.0011 

.0212 
.0201 

.0172 
.0182 

.0040 
.0019 

.0007 
.0028 

.0000 
.0000 

.78 
.73 

1.3 
1.1 

-   ■ 

Odor  in  1901,  vegetable  or  unpleasant. 

Water  and  Ice  examined  in  Connection  with  Advice  to  the  Toiuyi  Authorities. 
(See  ^Iso  page  105.) 

Water. 
[Parts  per  100,000.] 


c 
o 

'         Appeabancb. 

Evapora- 
tion. 

Ammonia. 

NITROOEN 

AS 

1 

3 

o 
O 

o 

2 

S 

o 

c 

o 

o5i 

ALBUMINOID. 

c 
o 

1 

*E 

n 
o 
O 

bo 

u 

a 

"3 

■d 
o 

•o 
,  a 

a 
•2 

Szi 

Q 

H 

00 

U 

H 

■J 

fa 

H 

O 

03 

O 

2 

s?; 

O 

M 

1901. 

L.  34934 

Mar.    1 

Slight. 

Slight. 

.31 

9.40 

2.70 

.0118 

.0248 

.0212 

.0036 

1.2b 

.1040 

.0010 

.38 

3.& 

7ce. 


29789  Mar.    1     None.     V.  slight.  .03 


.0008  .0008     - 


0.00   .0000  .0002  .03     0.0 


Odor  of  No.  34934,  faintly  unpleasant,  becoming  stronger  on  heating. The  sample  of  water  was 

collected  from  I'utnam's  ice  pond,  opposite  the  ice-house.    The  sample  of  ice  was  taken  from  the  ice- 
house.   Number  of  bacteria  per  cubic  centimeter  In  top  of  cako,  39;  in  bottom  of  cake,  8. 

Water  Supply  of  Dediiam. — Dedham  Water  Company. 

Large  Well. 

[Parts  per  100,000.] 


KKSIDUK   ON 

Evapora- 
tion. 

Ammonia. 

i 

o 
2: 
O 

.77 
.86 

NiTROOBN 

AS 

1 

s 
c 

o 

■5 

i 

o 

fa 

ALBUMINOID. 

.1 

2 

2 
r 

2 

"3 

■a 

o 

13 

•a 

Average  of  12  samples  collected  in 

1901. 
Average  of  nine  previous  years,    . 

.01 

.01 

9.01 

9.84 

- 

.0010 

.0004 

1 

,0067 
.0026 

- 

- 

.1738 
.2026 

.0000 
.0000 

.04 
.04 

3.7 
4.0 

.0067 
.0017 
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DEDHAM, 


Tubular  Well. 

[Parts  per  100,000.] 


i 

o 
O 

Kksidue  on 

EVAPOBA- 
TION. 

AUMONIA. 

c 
•s 

o 

s 

1.10 
1.10 

Nitrogen 

A3 

1 

c 
o 
O 
= 

5 

= 

■a 

a 

"3 

O 

c 
o 

!l 

3 

ALBCMINOID. 

5 

S 

> 
o 

s 

■a 
So. 

CO 

a 

Average  of  7  eamples  collected  in 

190!. 
Average  of  12  samples  collected  in 

1900. 

.00 
.00 

11.84 
12.31 

- 

.0008 
.0001 

.0017'    - 
.0010     - 

- 

.3407 
..3679 

.0003 
.0001 

.01 
.02 

4.3 
4.6 

.0086 
.0036 

Water  Supply  of  Dracut.  —  American  Woolen  Company. 

Well. 


Average  of  6  samplea  collected  in 
1901. 


00    4.17 


.0007  .0018 


I 


.22 


.021.4 


.0057 


Water  Supply  of  East  Bridgewater. 

(See  Bridgetvaler.) 

Water  Supply  of  Easthampton. 

Bassett  Brook. 


Avernge  of  4  samplea  collected  in 

1901. 
Average  of  seven  previous  years,  . 


.21 

3.60 

1.21 

.0002 

.0100 

.0077 

.0023 

.10 

.0040 

.0001 

.34  1.31 

.25 

3.85 

1.10 

.0005 

.0085 

.0071 

.0014 

.11 

.0064 

.0000 

.281.5 

Odor  in  1901,  occasionally  faintly  vegetable. 

Waters  examined  in  Connection  with  Advice  relative  to  Additional  Water  Supply. 

(See  also  page  20.) 

[Parts  per  100,000.] 


RBSrODE  ON 

1 

c 

Appearance. 

Evapora- 
tion. 

Ammonia. 

Nitrogen 

AS 

a 

a 

0 

>. 

e 
0 

ALBUMINOID. 

c 
s 

■? 

•a 

m 

.0 

a 

s 
St; 

•a 

a 

a 

CO 

0 

a 

3 

9 
■i. 

"3 

1 

> 
0 

IS 

ca 

5 

■a 
,  s 

c 
0 

0 

a 
1 

r 
S 

1 

M 
0 

a 
■0 

lOOI. 

37567 

Oct.    11 

None. 

V.  slight. 

.14 

4.15 

1.70 

.0002 

.0058 

.0054 

.0004 

.07 

.0050 

.0000 

.21 

1.7 

37568 

Oct.   11 

None. 

V.  Blight. 

.13 

4.05 

1.60 

.0000 

.0050 

.0046 

.0004 

.10 

.0030 

.0001 

.22 

1.8 

37569 

Oct.   11 

None. 

V.  slight 

.13 

3.95 

1.60 

.0000 

.0060 

.0052 

.0008 

.12 

.0020 

.0001 

1.24 

1.8 

The  first  sample  was  collected  from  iho  norih  branch  of  tbo  Manhan  River,  just  above  Kingsley 
Bridge;  the  second,  from  North  Brook,  iibovc  ItH  junction  -with  Sodden  Brook;  the  last,  from  Sodden 
Brook,  above  a  brook  flowing  from  Wcsthnmpton. 
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EASTOX. 

Water  Supply  of  Easton.  —  North  Easton  Village  District. 

Well. 

[Parts  per  100,000.] 


KESiDnK  on; 

Evapora- 

Ammonia. 

Nitrogen 

tion. 

a 

3 

S 
O 

B 

O 

ALBUMINOID. 

■d 

o 

"3 

=  g) 

6 

S 

o 

,| 

c 

o 

*n 

c 

T3 

a 

O 

H 

t^ 

h 

in 

Q 

tn 

u 

izi 

^ 

o 

K 

Average  of  6 

eamplee  collected  in 

.00 

4.52 

.0002 

.0018 

.50 

.0616 

.0000 

.00 

1.6 

.0047 

1901. 

Water  Supply  or  Everett. 

(See  Metropolitan  Water  District,  pages  120-123.) 

Water  Supply  of  Fairhaven.  —  Fairhaven  Water  Company. 

Tubular  Wells. 


Average  of  6  samples  collected  in 

1901. 
Average  of  seven  previous  years,  . 


.20 

6.57 

- 

.0002 

.0072 

- 

- 

.83 

.0443 

.0001 

.28 

2.1 

.16 

5.69 

- 

.0003 

.0047 

- 

- 

.91 

.0463 

.0001 

.23 

1.7 

.0088 
0113 


Water  Supply  of  Fall  River. 

North  Watuppa  Lake. 


Average  of  12  samples  collected  in 

1901. 
Average  of  sis  previous  years, 


.16 

3.31 

1.39 

.0013 

.0187 

.0160 

.0027 

.50 

.0023 

.0001 

.37 

0.7 

.19 

3.30 

1.19 

.0011 

.0174 

.0153 

.0021 

.56 

.0042 

.0000 

.38 

0.6 

Odor  in  1901,  occasionally  faintly  vegetable.  A  fishy  or  unpleasant  odor  was  developed  in  many  of 
the  samples  on  heating.  Large  numbers  of  the  organism  Dmobryon  were  found  in  the  samples  collected 
Id  Jauiiary  and  February,  and  the  organism  Anahtena  was  found  in  the  samples  collected  in  July  and 
November. 


South  Watuppa  Lake, 


Average  of  12  samples  collected  in 

1901. 
Average  of  three  previous  years,   , 


.19 

4.85 

1.60 

.0020 

.0207 

.0176 

.0031 

.70 

.0026 

.000) 

.37 

1.3 

.25 

4.28 

1.43 

.0014 

.0214 

.0190 

.0024 

.66 

.0020 

.0000 

.43 

1.0 

Odor  in  1901,  occasionally  faintly  vegetable.  A  fishy  or  unpleasant  odor  was  developed  In  many  of 
the  Bamples  on  heating.  Large  numbers  of  ihe  organism  Ditiobryon  were  found  in  the  samples  collected 
in  February  and  March,  and  the  organism  A7iub<T.na  was  found  in  the  sample  collected  iu  July.  This 
lake  Is  not  used  as  a  source  of  water  supply. 

Water  Supply  of  Falmouth.  —  Falmouth  Water  Company. 

Tubular  Wells. 


Average  of  12  samples  collected  In 

1901. 
Average  of  12  samples  collected  in 

1900. 


2.88 
2.82 


.0006 
.0003 


,0086 
.0089 


.0016 
.0014 


.0000 
.0000 


.0046 
.0042 
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FALMOUTH. 

Long  Pond. 

[Parts  per  100,000.] 


o 

Kesidde  on 

EVAPOBA- 
TION. 

AUMOKIA. 

o 

c 

o 
a 

.92 

NITBOGEN 
AS 

1 

3 
■> 

e 
o 
O 

1 
»^ 
M 

O 

•s 

2 

c 
o 

3 

ALBOUIKOID. 

2 

Tu 

•a 
o 
C 

•3 

■a 

s  » 
3  a. 

CO 

e 

Average  of  12  samples  collected  in 
1901. 

.00 
1 

2.88 

1.13 

.0014 

.0111 

.0099 

.0012 

.0014 

.0000 

.08 

0.2 

- 

This  pond  is  not  used  directly  as  a  source  of  water  supply. 

Water  Supply  of  Fitchbutig. 

Scott  Reservoir. 


Averaee  of  4  samples  collected  in 

1901? 
Average  of  ten  previous  years, 


2.39 
2.46 


0.90 
1.04 


,0023 
.0014 


,0202 
.0202 


.0144 
.0149 


,0058 
,0063 


,12  11.0030 

II 
,16    1.0036 


.0000 
.0000 


Odor  In  1901,  generally  vegetable  or  unpleasant.     The  organism  Dinobi-yon  was  found  in  large 
numbers  in  the  sample  collected  in  January. 


Meetinghouse  Pond  in  Westminster. 


Average  of  4  samples  collected  Id 

1901, 
Average  of  eight  previous  years,   . 


.051    2.37   0.84 
.09!    2.51    0.99 


,0020  .0137 
.0012.0154 


.0115 
,0130 


.0022 
,0024 


.0025 
.0027 


.0000 

.ooool 


,260. 

,260. 


Odor  in  1901,  generally  vegetable.    The  organism  Dinobryon  was  found  in  large  numbers  in  the 
sample  collected  in  January. 


Water  Supply  of  Foxborough  Water  Supply  District. 

Tubular  Wells. 


Average  of  6  samples  collected  in 

1901. 
Average  of  four  previous  years,    . 


.00'  3.62 

I 
Ooi  3.41 


'.0000 
.0001 


.0009 
.0004 


,0458 
.0421 


,0000 
.0000 


,0052 
,0014 


Water  Supply  of  Framingham.  — Framingham  Water  Cojipany. 

Filter  Gallery. 


Average  of  6  samples  collected  in 

1901. 
Averakre  of  nine  previous  years,    . 


8.13 
7.02 


.0031 
.0025 


.0050 
.0048 


,85 


.0322 
.0382 


.0004 
.0001 


,0087 
.0135 
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FRAIVnXGHAM. 

Water  examined  in  Connection  with  Advice  to  the  Dennison  Manufacturing 
Company.     (See  also  page  21.) 

[Parts  per  100,000.] 


§ 

Appearance. 

B 

Ammonia. 

NiTBOGEN 

•d 

26q 

s 

1 

a 

s 

.a 

1 
■5 

o 

6 

"2 
'3 

is 

s 

1 

1 

*s 

CD 

ca 
C 

•2 

d 
g 

S5 

Q 

Eh 

cc 

O 

M 

b. 

<; 

o 

^ 

65 

o 

SI 

A 

1901. 

37028 

Aug.  30 

Decided. 

Cons. 

.04 

21.80 

.0020 

.0010 

.38 

.0020 

.0000 

.02 

6.9 

.2840 

Odor,  distinctly  unpleasant. The  sample  was  collected  from  a  tubular  well  in  the  yard  of  the 

Dennieon  Manufacturing  Company  at  South  Framingham. 

Water  Supply  of  Franklin. — Franklin  Water  Company. 

(See  also  page  22.) 
Wells. 


84604 

1901. 

Feb.    5 

V.  Blight. 

V.  slight. 

.30 

6.60 

.0018 

.0142 

.63 

.1380 

.0000 

.46 

2.1 

.0180 

85306 

Apr.    2 

V.  Blight. 

V.  slight. 

.48 

5.30 

.0020 

.0174 

.40 

.0800 

.0001 

.62 

1.6 

.0180 

868S3 

June    4 

None. 

V.  Blight. 

.62 

4.60 

.0014 

.0142 

.35 

.0620 

.0000 

.70 

1.4 

.0100 

86658 

Aug.    6 

V.  slight. 

V.  slight. 

.48 

5.20 

.0002 

.0162 

.44 

.0850 

.0002 

.69 

2.1 

.0150 

87470 

Oct.     2 

V.  Blight. 

V.  slight. 

.45 

6.50 

.0008 

.0182 

.48 

.0800 

.0001 

.60 

2.2 

.0140 

88214 

Doc.    3 

V.  Blight. 

V.  Blight. 

.40 

8.00 

1.0014 

.0130 

.76 

.2000 

.0000 

.46 

2.9 

.0140 

Av... 

.45 

6.02 

.0013 

.0155 

.51 

.1076 

.0001 

.57 

2.0 

.0148 

Odor,  gen«!rally  vegetable  or  earthy.    All  of  the  samples  probably  contain  surface  water  drawn 
from  Beaver  Pond. 

Water  examined  in  Connection  with  Advice  to  the  Town  Authorities.     (See  also 

page  22.) 


1901. 

35152    Mar.  18 


None. 


Slight. 


.00 


19.50 


The  sample  was  collected  from  a  well  on  the  premises  of  Waldo  Daniels,  Union  Street,  used  as  a 
source  of  drinking  water  for  the  pupils  in  the  Thayer  ucboolhouse. 

Water  Supply  of  Gardner.  —  Gardner  Water  Company. 

Crystal  Lake. 


[Pa 

rts  per  100,000.] 

i 
5 

Kksidub  on 

EVAT-OBA- 
TIOH. 

Ammonia. 

a 
o 
O 

.29 
.33 

NITKOOBN 
AS 

•a 

i 

c 

o 

k. 

>^ 
O 

a 

"2 
« 

3 

s 
o 

|l 

1 

6 

ALBUMINOID. 

2 

'A 

« 

"3 

> 
O 

5 

•d 
1  c 

3  O. 

d 

Average  of  4  samples  collected  in 

1901. 
Average  of  eight  prevlona  years,  . 

.02 
.06 

3.75 
3.03 

1.12 
1.02 

.0026 
.0014 

.0153 
.0161 

.0136 
.0137 

.0018 
.0024 

.0127 
.0055 

.0000 
.0000 

.20 
.19 

1.3 
1.0 

- 

Odor  Id  March,  1901,  faintly  unpleasant  when  heated. 
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georgetown. 

Georgetown. 

Water  examined  in  Connection  with  Advice  to  the  Town  Authorities.     (See  also 

page  23.) 

[Parts  per  100,000.] 


The  sample  was  collected  from  a  well  at  the  Perley  Free  School. 


Water  Supply  of  Gloucester. 
Dike''s  Brook  Storage  Reservoir. 


[Parts  per  100,000.] 

o 
I 

Kksidck  on 
Evapora- 
tion. 

Ammonia. 

_o 

.84 

.88 

Nitrogen 

AB 

■d 

1 

s 

go 

C 

e 

00 

>. 
K 

o 

1 

"3 

o 

£ 

ALBUMINOin.      t 

00 

CD 

1 

Dissolved. 

Sus- 
pended. 

Average  of  6  samples  collected  in 

1901. 
Average  of  nine  previous  years,    . 

.31 
.42 

3.61 
4.04 

1.63 
1.48 

.0022 
.0027 

.0196 
.0192 

.0163 
.0161 

.0033 
.0031: 

.0016 
.0049 

.0000 
.0000 

.45 
.43 

0.3 
0.4 

- 

Odor  in  1901,  generally  unpleasant.    Large  numbers  of  the  orgunisma  Dinohryon  and  Peridinium 
were  found  in  manj'  of  the  samples  examined. 

Wallace  Pond. 


Average  of  6  samples  collected  in 

1901. 
Average  of  eight  previous  years,  . 


Odor  in  1901,  unpleasant.    Large  numbers  of  the  organisms  Dinobryon  and  Peridinium  were  found 
in  many  of  the  samples  examined. 


.43 

4.50 

1.99 

.0045 

.0243 

.0174 

.0069 

1.07 

.0016 

.0001 

.54 

0.4 

.52 

4.56 

1.73 

.0016 

.0274 

.0199 

.0075 

1.10 

.0037 

.0000 

.55 

0.5 
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Goshen. 


Waters  examined  in  Connection  with  Advice  to  the  Proprietors  of  the  Highland 
House.     (See  also  page  24.) 

[Parts  per  100,000.] 


c 

Appeahance. 

c 

Ammonia. 

NiTBOaEN 

■d 

S 

a 

o 

>, 

ia 

!S 

„  O 

cr: 

5 

s 

2 

a 

o 

3  > 

■0  65 

c 

B 

•c 

o 

^ 

r 

gU 
^ 

C 

d 

2; 

a 

f- 

cc 

o 

i     ^ 

Ut 

<! 

u 

» 

» 

o 

ta 

1901. 

\ 

S6297 

Apr.    1 

None. 

None. 

.00 

i  73.70 

.0000 

.0062 

25.05 

.8400 

.0001 

.05 

20.3 

.0060 

35133 

Mar.  14 

None. 

V.  Blight. 

.00 

17.50 

.0002 

.0018 

5.70 

.0050 

.0000 

.04 

5.6 

.0050 

86261 

Mar.  27 

None. 

None. 

.02 

17.00 

.0002 

.0024 

4.65 

.0070 

.0000 

.01 

6.6 

.0030 

The  first  eample  wae  collected  from  a  well  situated  under  the  Highland  House;  the  last  two,  from  a 
well  in  the  rear  of  the  Highland  House  Annex. 

Water  Supply  of  Grafton.  —  Grafton  Water  Company. 

Filter  Qallery. 

[Parts  per  100,000.] 


o 

6 

Kesiduk  on 
Evapora- 
tion. 

Ammonia. 

B 
O 

s 

o 
1.37 

NITBOGBN 
AS 

1 

c 
o 
O 

B 

o 

B 

o 
E-c 

c 
_o 

°   t£ 
tnt-i 

O 

£ 

ALBUMINOID. 

s 

2 

o 

■d 

'c 

5 

■6 

■a 

1    B 
3  O. 

a 
2 

Average  of  4 

BamplcB 

collected  In 

.01 

10.45 

_ 

.0004 

.0032 

_ 

_ 

.2487 

.0000 

.03 

4.0 

.0072 

1901. 

Water  Supply  of  Great  Barrington  Fire  Dlstrict. 

Qreen  River. 


Average  of  6  eamples  collected  in 

1901. 
Average  of  4  Bamples  collected  In 

1900. 


8.58 
7.41 


1.87 
1.11 


.0006 
,0006 


.0036 
.0028 


,0026 
.0024 


.0010 
.0004 


.0408 
.0226 


,0000 
,0000 


Odor  in  March,  1901,  nnpteasant;  in  September,  1901,  dlatlnctly  vegetable. 


Water  Supply  of  Greenfield  Fire  District. 
Olen  Reservoir  in  Leyden. 


Average  of  4  Bamples  collected  In 

1901. 
Average  of  two  prcvlouB  years,     . 


4.80 
6.13 


1.09 
0.80 


.0001 
.0012 


,0039 

,0071 


,0037 
,0068 


.0002 
.0008 


,0132 
,0086 


.0000 
.0000 


Odor  in  October,  1901,  falDtly  vegetable,  becoming  stronger  on  beating. 
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Water  Supply  of  Groton. 

Well. 

[Parte  per  100,000.] 


GROTOX. 

Groton  Water  Company. 


EVAPOHA- 
TIOH. 

Ammonia. 

NiTROOEN 
AS 

1 

s 

c 
o 

s 

ALBUMINOID. 

1      ^ 

o 

i 

°§, 

£ 

"3 

> 

■a 
1  o 

a 
•E 

s 

1 

OD 

c 

•5 

S 

O 

&- 

1-9 

fa 

t- 

Q 

m 

.16 

iz; 

O 

a 

— 

Average  of  6  samples  collected  in 

.00 

4.00 

. 

.0002 

.0010 

. 

_ 

.0082 

.0000 

.01 

2.0 

.0050 

1901. 

Average  of  three  previous  years,   . 

.02 

4.38 

- 

.0002 

.0012 

- 

~ 

.17 

1 

.0072 

.0000 

.02 

2.1 

.0066 

Water  Supply  of  Hatfield. 
Reservoir. 


Average  of  4  samples  collected  in 

1901. 
Average  of  three  previous  years,  . 


.19 

3.82 

1 
1.29 

.0046 

.0069 

.0060 

.0009 

.13 

.0065 

.0000 

.40 

1.5 

.18 

3.92 

1.13 

.0008 

.0075 

.0064 

.0011 

.12 

.0050 

.0000 

.28 

1.6 

Odor  Id  September,  1901,  distinctly  vegetable,  becoming  unpleasant  on  heating. 


Water  Supply  of  Haverhill. 

Crystal  Lake. 


Average  of  4  samples  collected  in 

1901. 
Average  of  eight  previous  years,   . 

.19 
.18 

3.15 
3.03 

1.72 
1.20 

.0013 
.0010 

.0193 
.0190 

.0170 
.0160 

.0023 
.0030 

.22 
.27 

.0020 
.0022 

.0000 
.0000 

.41 
.35 

0.9 
1.0 

- 

Odor  in  1901,  vegetable  or  unpleasant. 

Kenoza  Lake. 

January  and  October,  1901,    . 
Average  of  eight  previous  years,    . 

.04 
.09 

3.92 

3.69 

1.60 
1.11 

.0012 
.0010 

.0167 
.0167 

.0152 

.0150 

.0016 

.0017 

.37 
.40 

.OOM) 
.0017 

.0000 
.0000 

.242.0 
.251.7 

- 

Odor  in  1901,  vegetable  or  unpleasant. 

Lake  Saltonstall. 

Average  of  4  samples  collected  in 

1901. 
Average  of  eight  previous  years,   . 

.04 
.08 

6.54 
5.65 

2.06 
1.36 

.0019 
.0022 

.0184 
.0170 

.0148 
.0151 

.0036 
.0019 

.69 
.68 

.0047 
.0044 

.0001 
.0000 

.31 
.22 

3.3 
2.4 

- 

Odor  in  1901,  generally  unpleasant. 

Lake  Penlucket. 

Average  of  4  samples  collected  In 

1901. 
Average  of  eight  previous  years,   . 

.03 

3.60 
3.84 

1.34 
1.21 

.0010 
.0007 

.0165 
.0192 

.0146 
.0172 

.0019 
.0020 

.88 
.43 

.0023 
.0014 

.0000 
.0000 

.22 
.25 

1.7 
1.6 

Odor  in  1001,  occasionally  faintly  vegetable. 
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HAVERHILL. 

Johnsoii's  Pond  in  Boxford  and  Groveland. 

[Parte  per  100,000.] 


o 

a 

Kksidcb  on 

EVAPORA- 
TIOS. 

Ammonia.           | 

6 
c 
"u 
0 

0 
.32 
.37 

Nitrogen 

AS 

•a 
1 

c 

c 

0 

c 
■0 

■     .. 

ALBCMINOID.      | 

1 

g 

"a 
o 

o 

1 

•6 
o 

5 

li 

2 

Average  of  4  eamples  collected  in 

1901. 
Average  of  five  previous  years, 

.10 
.15 

4.00 
4.15 

1.67 
1.30 

.0014 
.0008 

.0196 
.0186 

.0177 
.0166 

.0018 

.0020' 

1 

.0030 
.0028 

.0000 
.0000 

.33 
.32 

1.9 
2.0 

- 

In  1901,  a  vegetable  odor  was  developed  in  all  of  the  Bamples  on  beating, 

Millvale  Reservoir  on  East  Meadow  River. 


Average  of  4  samples  collected  in 

1901. 
Average  of  five  previous  years, 


4.84 
4.73 


2.16 
1.94 


.0021 
,0009 


.0237 
.0217 


,0210 
.0194 


.0027 
,0023 


.0040 
.0031 


.0000 
.0000 


Odor  in  1901,  vegetable  or  unpleasant. 

"Watee  Supply  of  Hingham. — Hingham  Water  Company. 

Accord  Pond. 


Average  of  13  samples  collected  in 

1901. 
Average  of  eight  previous  years,   . 


Odor  in  the  first  four  and  last  two  months  of  1901,  vegBtable  or  unpleasant.  The  organism  Uvoglena 
was  found  in  the  samples  collected  in  February  and  March,  and  the  organism  Dinobryon  was  found  in 
large  numbers  in  the  sample  collected  in  November, 


.21 

2.92 

1.25 

.0009 

.0139 

.0127 

.0012 

.58 

.0027 

.0000 

.39 

0.2 

.22 

3.08 

1.19 

.0006 

.0141 

.0121 

.0020 

.64 

.0034 

.0000 

.36 

0.3 

Fulling  Mill  Pond. 


Average  of  5  samples  collected  in 

1901. 
Average  of  eight  previous  years,   . 


...i 

4.62 

1.09 

.0010 

.0052 

.0047 

.0005 

.76 

.0134 

.0000 

.12 

1.5 

.2o| 

4.86 

1.27 

.0024 

.0113 

.0072 

.0041 

.72 

.0143 

.0000 

.22 

1.3 

Odor  in  March  and  November,  1901,  faintly  vegetable. 

Water  Supply  of  Hinsdale  Fire  District. 

Storage  Reservoir. 


February  and  April,  1901, 
Average  of  eight  prevlons  years, 


2.05 
2.50 


1,02 
1,24 


,0071 
.0012 


.0219 
.0205 


.0134 
.0138 


.0085 
.0067 


,06     .0065 
.06     .0016 


.0000 
.0000 


Odor  In  1901,  distinctly  unpleasant,  becoming  stronger  on  heating.    The  organism  PeHdinium  was 
found  in  both  of  the  Bamples. 

Water  Supply  of  Holbrook. 
(See  Randolph.) 
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Water   Sltply   of   Hollistox.  —  Holliston 

Well  and  Pond. 
[Parte  per  100,000.] 


holliston. 
Water   Company. 


o 

Appeabanck. 

s 
_o 

a 

s| 

3  >      i 

Ammonia. 

a 

1  § 

NiTKOOBN 
AS 

■i 

1 

3 

c 
o 

c 

•3 

1 

3 

S5 

3 

c 
o 

a 

■5 

o 
"c 

2 
o 

s 

< 

2 

so 

i 

1901. 

84674 

Jan.  23 

None. 

None. 

.23 

4.50 

.0006 

.0110 

.38 

.0060 

.0001 

.25 

1.6 

.0100 

85265 

Mar.  27 

V.  slight.  V.  slight. 

.42 

3.50 

.0006 

.0160 

.23 

.0080 

.0000 

.41 

0.8 

.0150 

85801 

Mny  29 

V.  slight. 

Slight. 

.52 

3.50 

.0004 

.0160 

.23 

.0010 

.0001 

.53 

0.8 

.0110 

86609 

July  31 

Slight. 

V.  slight. 

.54 

4.10 

.0004 

.0274 

.  ,23 

.0010 

.0000 

.66 

0.9 

.0560 

87399 

Sept.  26 

V.  slight. 

None. 

.25 

4.40 

.0004 

.0118 

.24 

.0040 

.0001 

.42 

1.4 

.0180 

38157 

Nov.  25 

None. 

None. 

.22 

3.20 

.0002 

.0082 

.30 

1 

.0040 

.0000 

.20 

1.3 

.0150 

Averages  by  Tears. 


1892 

- 

- 

1 
.05 

4.16 

.0001 

.0043 

.27 

.0108 

.0000 

- 

2.1 

1894 

- 

- 

.10 

4.60  , 

.0001 

.0035 

.32 

.0155 

.0001 

.08 

2.4 

1895 

- 

- 

.25 

4.28 

.0006 

.0097 

.31 

.0117 

.0000 

.29 

1.6 

1896 

- 

- 

.28 

3.68 

.0003 

.0114 

.28 

.0052 

.0000 

.30 

1.0 

1897 

- 

- 

.25 

3.92 

.0008 

.0093 

.33 

.0103 

.0000 

.22 

1.5 

1898 

- 

- 

.38 

3.82 

.0011 

.0123 

.28 

.0045 

.0000 

.34 

1.2 

1899 

- 

- 

.21 

3.88 

.0008 

.0077 

.26 

.0043 

.0000 

.22 

1.1 

1900 

- 

- 

.21 

3.78 

.0006 

.0090 

.28 

.0042 

.0001 

.24 

1.2 

1901 

1 

- 

- 

.36 

3.87 

.0004 

.0151 

.20 

.0040 

.0000 

.41 

1.1 

.0480 
.0218 
.0095 
.0087 
.0016 
.0248 
.0168 
.0276 
.0207 


Odor  in  January,  March  and  May,  1901,  vegetable  or  unpleasant. 

AVater  Supply  of  Holyoke. 
Whiting  Street  Storage  Beservoir, 


[I'drts  per  100,000.] 

i 

o 

Kbsidcb  on 

EVAPOBA- 
TION. 

Amuonia. 

1 
o 

.11 

.13 

NlTBOQBS 
AS 

•3 

a 

a 

c 
o 

o 

c 

ft 

K 

o 

■5 
a 

a 

s 
o 

3 

1« 

ALBCMIDOID. 

eo 

s 

a 

i 

i 

o 
« 
Q 

,  e 

So, 

09 

1 

Average  of  6  samples  collected  in 

1901. 
Average  of  ten  previous  years. 

.09 
.22 

4.68 
5.08 

1.64 
1.57 

.0022 
.0044 

.0234 
.0278 

.0168 
.0199 

.0066 
.0079 

.0020 
.0072 

.0001 
.0001 

.26 
.31 

2.6 
2.7 

- 

Odor  in  1901,  generally  vegetable  or  nnpleaeant.    Large  nnmbers  of  organisms  were  found  Id  all  of 
the  samples,  coiiBisiing  ciiiefly  of  SyneJra  and  Dinohryon.    In  July  a  large  number  of  the  organism 

Anabirna  was  observed. 
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HOXrYOKE. 


Famar  Reservoir  on  Manhan  Biver  in  Southampton. 

[Parts  per  100,000.] 


o 

Kesidck  on 

EVAPOBA- 
TION. 

Ammonia. 

n 
'£^ 

o 

§ 
.10 
.10 

NiTBOGEN 
AS 

I 

c 
c 

o 

c 

o 

c 

"5 
o 

c 

o 

o 

ALBUMINOID. 

1 

1 

•a 
> 

S 

■d 

■a 

1  c 

3  P, 

50 

2 

Average  of  6  samples  collected  in 

1901. 
Average  of  three  previous  years,  . 

.21 
.34 

3.66 
3.65 

1.29 
1.35 

.0020 
.0006 

.0115 
.0130 

.0087 
.0108 

.0028 
.0022 

.0033 
.0023 

.0000 
.0000 

.34 

.46 

1.4 
1.3 

- 

Odor  in  1901,  vegetable;  in  July,  also  unpleasant. 


Wright  and  Ashley  Ponds. 


Average  of  6  samples  collected  in 

1901. 
Average  of  three  previous  years,  . 


4.34 
4.25 


1.53 
1.22 


,0025 
,0033 


,0185 
,0199 


,0148 
.0164 


.0037 
,0035 


.0043  .0001 
,0038  .0001 


Odor  in  1901,  generally  faintly  vegetable,  becoming  stronger  on  heating;  in  July,  faintly  unpleasant. 
The  organism  Aphanizomenon  was  found  in  large  numbers  in  the  sample  collected  in  July. 


Water  examined  in  Connection  with  Advice  to  the  Chemical  Paper  Comjyany. 

(See  also  page  24.) 

[Parts  per  100,000.] 


e 
o 

3 

Appeabance. 

Ammonia. 

NiTHOOBN 
AS 

■d 

>> 

c 
.1 

fe 

^  a 

!5 

"3 
a 

c 
■g 

m 
'im 

e 
•2 

a 

ia 

a 

H 

w 

o 

K 

(h 

<i 

O 

^25 

Izi 

o 

n 

1901. 

36393 

July  17 

Decided. 

V.  Blight. 

.16 

13.00 

.0138 

.0034 

.69 

.1160 

.0003 

.11 

7.6 

.0780 

The  sample  was  collected  from  a  tubular  well  on  the  premises  of  the  Oheraical  Paper  Company. 


Water  examined  in  Connection  with  Advice  to  the  City  Authorities.     (See  also 

page  26.) 


34227 


1900. 

Uec.  26 


V.  Blight. 


None. 


.06 


.0700 


,0000 


The  sample  was  collected  from  a  tap  in  Elmwood  supplied  from  Crystal  Bpring, 
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HOLYOKE. 

Waters  examined  in  Connection  xvith  Advice  to  the  City  Authorities  relative  to 
Sources  of  Ice  Supx>ly.     (See  also  page  105.) 

[Parts  per  100.000.] 


o 

a 

a 

ArPRABANCE. 

Residue  on 

EVAPORA- 
TIOK. 

ASIMOKIA. 

e 

s 

0 

.15 
.16 

NiTBOGBN 
AS 

•6 

1 

s 

X 

c 

5 

s 

60 

5 

>. 

5 

1 
■3 

9 
CO 

o 

6 

■5 

1 

e - 
05, 

0 

6 

&4 

ALBUMINOID.      { 

1 

s 

a 

Total. 
Dissolved. 

J! 

CO 

B 

s 

1 

S4229 
34230 

1900. 

Dec.  26 

Dec.  26  ' 

1 

V.  Blight. 
Slight. 

None. 
Slight. 

.09 
.41 

1 

!  4.10 

6.30 

1.26 
2.05 

.0014 
.0030 

.0090  .0072 
.0570.0284 

.0018 

.0286 

.0030 
.0030 

.0000 
.0001 

1 

.25 

.76 

2.1 
3.4 

Odor  of  both  samples,  nnpleasaat. The  first  sample  was  collected  from  Marray's  ice  pond,  near 

Cherry  Street;  the  last,  from  Haley's  upper  ice  pond,  near  Cherry  Street. 


Water  Supply  of  Hopedale. 
(See  Milford.) 


Water  Supply  of  Hopkinton. 

Tubular  Wells. 

[Parts  per  100,000.] 


Average  of  6  samples  collected  in 

1901. 
Average  of  5  samples  collected  In 

1900. 


Residub  oh 

KVAPOKA- 
TION. 


12.15 
11.06 


.0004 
.0002 


ALBDKINOID. 


.0017 
.0015 


1.16 

1.25 


.3926 
.3298 


.0000 
.0001 


.014.8 
.024.6 


.0065 
.0182 


Water  Sutply  of  Hudson. 

Gates  Pond  in  Berlin. 


Average  of  6  samples  collected  in 

1901. 
Average  of  nine  previous  years,     . 


2.42 
2.40 


1.00  .0039 
0.94!  .0025 


,0157 
.0158 


0141 
.0134 


.0016 
.0024 


.0032 
.0031 


,0000 
,0000 


Odor  In  1901,  occasionally  faintly  vegetable. 


148 


STATE   BOARD   OF   HEALTH.         [Pub.  Doc. 


HUDSOX. 


Fosgaie  Brook  in  Berli?i. 

[Parts  per  100,000.] 


1 
o 

U 
o 

O 

Appearance. 

Kesidue  on 
Evapora- 
tion. 

Ammonia. 

c 

o 
S 
O 

Nitrogen 

AS 

•d 

a 

3 

s 

6 

g 

o 

f 

1 
•3 

"3 

"3 
o 

o 

3 

ALBUMINOID. 

2 

S 

9. 

fa 

■a 
> 
o 

a 

•d 

•a 

a  a 

00 

a 

» 

1901. 

34453 

Jan.   15 

V.  slight. 

None. 

0.60 

4.65 

1.65 

,0010 

.0182 

.0174 

.0008 

.17 

.0300 

.0000 

0.88 

1.7 

34871 

Feb.  26 

NoDe. 

V.  slight. 

0.80 

5.40 

2.50 

.0040 

.0226 

.0216 

.0010 

.19 

.0230 

.0000 

1.06 

1.3 

35195 

Mar.  22 

V.  Blight. 

V.  slight. 

0.34 

2.50 

1.00 

.0018 

.0138 

.0124 

.0014 

.15 

.0150 

.0000 

0.33 

1.0 

35414 

Apr.  16 

V.  slight. 

V.  slight. 

0.22 

3.05 

1.00 

.0010 

.0076 

.0068 

.0008 

.17 

.0180 

.0000 

0.30 

1.0 

35693 

May  15 

V.  slight. 

V.  slight. 

0.30 

2.95 

1.15 

.0010 

.0126 

.0112 

.0014 

.17 

.0300 

.0000 

0.36 

0.6 

36152 

Jane  27 

V.  slight. 

Slight. 

0.46 

5.10 

1.90 

.0028 

.0184 

.0162 

.0022 

.28 

.0740 

.0002 

0.52 

1.7 

37672     Oct.   22 

V.  slight. 

V.  slight. 

0.34 

5.35 

1.95 

.0006 

.0160 

.0138 

.0022 

.22 

.0680 

.0002 

0.57 

1.7 

38004     Nov.  18 

V.  slight. 

Slight. 

1.70 

6.00 

2.60 

.0042 

.0426 

.0412 

.0014 

.15 

.0030 

.0000 

2.35 

1.7 

38356    Dec.  18 

None. 

V.  Blight. 

0.76 

3.85 

1.60 

.0008 

.0184 

.0152 

.0032 

.16 

.0070 

.0000 

0.98 

O.fl 

Averages  by  Years. 


1899 
1900 
1901 


- 

0.31 

3.66 

1.26 

.0030 

.0125 

.0106 

.0019 

.18 

.0060 

.0001 

0.40 

- 

0.36 

4.03 

1.51 

.0011 

.0145 

.0133 

.0012 

.20 

.0179 

.0000 

0.49 

- 

0.61 

4.32 

1.71 

.0019 

.0189 

.0173 

.0016 

.18 

.0298 

.0000 

0.82 

0.9 
1.0 
1.3 


Odor  in  1901,  generally  vegetable  and  occasionally  unpleasant. 

Water  Supply  or  Hull. 
(See  Bingham.) 

Water  Supply  of  Huntington  Fire  District. 

Cold  Brook  Reservoir. 

[Parts  per  100,000.] 


o 
O 

ItKSIDUK    ON 

Evapora- 
tion. 

Ammonia. 

•c 

o 

3 
o 

.09 
.12 

Nitrookn 

AS 

•d 

□ 
o 
O 

a 

be 

(-, 

H 
O 

.37 

.27 

c 
■g 

M 

0.9 
0.9 

3 

o 
H 

e 
o 

1 

AUniMINOID. 

9, 

2 

> 
g 

i 

•a 

1   o 

a  o. 

i 

Average  of  4  sampleB  collected  In 

1001. 
Average  of  two  previous  years. 

.21 

3.24 
3.24 

1.22 
1.01 

.0009 
.0010 

.0081 
.0097 

.0077 
.0085 

.0004 
.0012 

.0045 
.0028 

.0000 
.0000 

- 

Odor  In  Septenabor,  1901,  vegetable. 
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hyde  park  and  milton. 
Water  Supply  of  Hyde  Park  and  Milton.  —  Hyde  Park 
Water  Company. 

Tubular  Wells  near  the  Neponset  River. 

[Parle  per  100,000.] 


Date  of 

Collection. 

Appbarakce. 

c 
.2 

§1 
a  « 

3  > 

Ahuonia. 

o 

e 

o 

6 

NiTBOGBN 
AS 

1 

5 

•5 

1 

s 

a 

5 

a 

1 

•a 

CO 

o 

o 

is 

< 

i 

60 

1 

i 

1901. 

34518 

Jan.   21 

V.  slight. 

Slight. 

.11 

10.30 

.0160 

.0048 

1.76 

.0880 

.0002 

.08 

5.1 

.0120 

34858 

Feb.  25  j 

V.  Blight. 

V.  Blight. 

.03 

12.60 

.0144 

.0042 

1.73 

.1360 

.0008 

.09 

4.6 

.0220 

36230 

Mar.  25  j  V.  Blight. 

Slight. 

.02 

10.70  I 

.0098 

.0046' 

1.28 

.1360 

.0002 

.03 

4.7 

.0200 

85468 

Apr.  22  I  None. 

None. 

.01 

8.10 

.0070 

.0042 

0.94 

.1250 

.0002 

.08 

3.5 

.0100 

35727 

May  20 

None. 

V.  Blight. 

.02 

8.90 

.0096 

.0046 

0.97 

.1060 

.0001 

.06 

3.6 

.0060 

36099 

June  24 

Slight. 

Cons. 

.07 

12.50  ; 

.0138 

.0052 

1.05 

.0940 

.0006 

.11 

5.0 

.0980 

36439 

July  22  i 

None. 

None. 

.00 

11.30 

.0208 

.0044 

1.15 

.1400 

.0001 

.13 

4.7 

.0120 

86943 

Aug.  26 

V.  Blight. 

Slight. 

.00 

11.60 

.0190 

.0056 

1.02 

.1000 

.0005 

.09 

4.3 

.0150 

37311 

Sept.  23 

None. 

Slight. 

.04 

12.30  i 

.0212 

.0066 

1.20 

.0960 

.0003 

.06 

4.7 

.0420 

37639 

Oct.   21 

Slight. 

Cons. 

.09 

11.40 

.0222 

.0082 

1.39 

.0960 

.0002 

.07 

4.7 

.0800 

88100 

Nov.  25 

Slight. 

Slight. 

.15 

10.80 

.0184 

.0060 

1.40 

.0880 

.0003 

.09 

4.3 

.0280 

88425 

Dec.  23 

V,  alight. 

Slight. 

.11 

11.00 

.0162 

.0078 

1.21 

.0880 

.0004 

.06 

4.7 

.0300 

Averages  by  Tears. 


- 

1893 

- 

- 

.02 

8.62 

.0031 

.0032 

1.19 

.0879 

.0002 

.10 

3.7 

•oiia 

- 

1894 

- 

- 

.03 

9.68 

'.0040 

.0039 

1.37 

.0843 

.0001 

.09 

3.9 

.0176 

- 

1895 

- 

- 

.04  i 

9.44 

.0063 

.0035 

1.31 

.0867 

.0001 

.09 

4.0 

.0149 

- 

1896 

- 

- 

.03 

9.68 

'.0084 

.0046 

1.21 

.0882 

.0003 

.11 

4.1 

.0141 

- 

1897 

- 

- 

.04  1 

9.94 

.0093 

.0037 

1.30 

.1170 

.0002 

.08 

4.2 

.0089 

- 

1898 

- 

- 

.08  ' 

10.28 

.0120 

.0046 

1.17 

.1271 

.0003 

.12 

•1.4 

.0113 

- 

1899 

- 

- 

.04  j 

10.39 

.0122 

.0041 

1.24 

.1043 

.0002 

.10 

4.2 

.0107 

- 

1900 

- 

- 

.05 

11.04 

.0153 

.0043 

1.64 

.1086 

.0002 

.10 

4.6 

.0340 

- 

1001 

- 

- 

.05  1 

10.96 

.0167 

.0055 

1.26 

.1077 

.0003 

.08 

4.6 

.0312 

For  the  reaults  of  esaminationB  of  water  from  the  Neponset  River  opposite  the  wells  of  the  Hyde 
Park  Water  Company,  eee  "Neponset  River"  in  the  chapter  on  the  Examination  of  Rivers. 
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STATE   BOARD    OF   HEALTH.  [Pub.  Doc. 


HYDE  PARK  AJSD  MILTON. 

Tubular  Wells  near  Mother  Brook. 

[Parts  per  100,000.] 


5 

APPKAEANCE. 

1 

Ammonia. 

Nitrogen 

AS 

•6 

a 

1 

a 

o 
o 

o 

"3 

3 

1 
■3 

o 

hi 
o 

X 

c 

■H 

i 

iz; 

C-, 

^ 

o 

K 

^ 

< 

U 

5 

25 

o 

a: 

1901. 

34519 

Jan.   21 

1  None. 

None. 

.04 

8.20 

.0008 

.0036 

0.93 

.2450 

.0000 

.08 

2.6 

.0070 

34859 

Feb.  25 

{  None. 

None. 

.00 

9.00 

.0004 

.0026 

1.04 

.2600 

.0000 

.04 

2.7 

.0070 

36231 

Mar.  25 

1  None. 

None. 

.00 

9.60 

.0008 

.0032 

1.01 

.3000 

.0003 

.05 

4.0 

.0060 

35469 

Apr.  22 

'  None. 

None. 

.00 

9.80 

.0006 

.0028 

1.14 

.4400 

.0002 

.06 

3.9 

.0060 

35728 

May   20 

None. 

None. 

.00 

11.50 

.0026 

.0022 

I.IS 

.5000 

.0002 

.01 

4.4 

.0040 

38100 

June  24 

1  None. 

None. 

.00 

10.30 

.0010 

.0018 

0.89 

.2900 

.0004 

.08 

4.2 

.0050 

38438 

July  22 

i  None. 

None. 

.00 

8.40 

.0012 

.0048 

0.77 

.1700 

.0002 

.13 

3.6 

.0090 

38944 

Aua.  26 

i  None. 

None. 

.04 

8.00 

.0008 

.0060 

,  0.69 

.0960 

.0005 

.14 

2.9 

.0100 

37312 

Sept.  23 

None. 

None. 

.01 

8.00 

.0006 

.0092 

i  0.72 

.1340 

.0002 

.09 

3.3 

.0070 

37640 

Oct.    21 

None. 

None. 

.03 

7.50 

.0000 

.0068 

'  0.81 

.1500 

.0000 

'  .10 

3.1 

.0060 

S8101 

Nov.  25 

None. 

V.  slight. 

.01 

8.40 

.0004 

.0044 

'  0.85 

.2000 

.0000 

!  .08 

3.4 

.0060 

S8426 

Dec.  23 

i  None. 

None. 

.02 
.01 

9.70 

.0026 

.0034 

i  1.03 

.2900 

.0001 

j  .08 

3.8 

.0090 

Av 

9.03 

.0010 

.0042 

0.92 

.2662 

.0002 

.08 

3.5 

.0067 

Water  Supply  of  Ipswich. 

Dovfs  Brook  at  Entrance  to  Storage  Reservoir. 

[Parts  per  100,000.] 


1 

1 

o 

Appeabanck. 

Evapora- 
tion. 

Ammonia. 

c 
o 

Nitrogen 

AS 

'a! 
a 

s 

1 
a 

Us 

1 

fe 

5 

o 

albuminoid. 

£ 

1 

tal. 
solved. 

•d 
1  = 

a 

m 

a 

H 

IK 

o 

H 

I-) 

u. 

H   1    a 

cc 

O 

y. 

'A 

o 

a 

1901. 

34430 

Jan.  10 

None. 

V.  slight. 

0.10 

4.60 

1.16 

.0004 

.0058 

.0054 

.0004 

.45 

.0050 

.0001 

0.22 

1.8 

35159 

Mar.  19 

V.  slight. 

Slight. 

0.50 

4.75 

1.75 

.0008 

.0162 

.0136 

.0026 

.44 

.0050 

.0000 

0.68 

1.4 

35424 

Apr.  16 

V.  slit'ht. 

Slight. 

0.43 

3:85 

1.80 

.0006 

.0098 

.0090 

.0008 

.42 

.0050 

.0000 

0.52 

1.0 

35691 

May  14 

V.  sllKht. 

Slight. 

0.84 

4.15 

1.90 

.0010 

.0188 

.0170 

•0018 

.44 

.0010 

.0000 

0.80 

0.8 

36047 

June  18 

V.  Bl)«ht. 

Hllght. 

0.25 

4.00 

1.50 

.0008 

.0086 

.0076 

.0010 

.49 

.0020 

.0001 

0.25 

1.6 

36372 

July  15 

V.  elK'ht. 

Slight. 

0.21 

4.55 

1.40 

.0060 

.0208 

.0176 

.0032 

.44 

.0030 

.0000 

0.43 

1.6 

36846 

Aug.  20 

V.  Blight. 

HIight. 

0.11 

4.30 

1.30 

.0000 

.0070 

.0062 

.0014 

.42 

.0030 

.0002 

0.18 

2.2 

37321 

Sept.  24 

None. 

Slight. 

0.11 

5.00 

1.65 

.1)010 

.  009R 

.0082 

.0014 

.39 

.0030 

.0001 

0.23 

2.5 

37695* 

Oct.    15 

V.  Blight. 

V.  Blight. 

1.40 

9.20 

4.50 

.0048 

.0424 

.0396 

.0028 

.82 

.0040 

.0000 

2.48 

3.1 

38111 

Nov.  23 

None. 

V.  slight 

0.18 

4.40 

1.60 

.0000 

.0058 

.0052 

.0006 

.49 

.0010 

.0000 

0.31 

2.0 

38362 

Dec.  17 

V.  Blight. 

V.  slight. 

0.42 

5.05 

1.85 

.0008 

.0126 

.0120 

.0006 

.53 

.0070 

.0001 

0.58 

1.6 

Averages  by  Tears. 


1895 
1896 
1897 
1898 
1899 
1901 


0.47 

4.74 

1.62 

.0005 

.0129 

.0111 

.0018 

.61 

.0042 

.0001 

0.46 

0.38 

4.45 

l..'i9 

.0009 

.0122 

.0105 

.0017 

.57 

.0046 

.0000 

0.46 

1. 

0.44 

4.66 

1.62 

.0022 

.0131 

.0112 

.0019 

.65 

.0086 

.0000 

0.40 

0.63 

4.25 

1.78 

.0007 

.0183 

.0134 

.0049 

.47 

.0029 

.0000 

0.69 

0.28| 

5.00 

1.52  ! 

.0004 

.0121 

.0098 

.0023 

.49 

.0056 

.0000 

0.37 

0.4ll 

1 

4.90 

1.85 

1 

.0015 

.0144 

.0129 

.0015 

.48 

.0036 

.0001 

0.61 

Odor  in  1901,  generally  vegetable,  becoming  atronger  on  heating. 

*  ThiB  Rsmplc  was  collected  after  a  very  heavy  rainfall. 
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IPSTV^ICH. 


Dow'^s  Brook  Storage  Reservoir. 

[Parte  per  100,000.] 


o 

o 

o 

Appearakcb. 

Kbsidub  on 

EVAPOEA- 
TION. 

Amhokia. 

6 

= 

s 

.62 

NiTBOQBK 
AS 

•6 

a 

m 

s 

1 

0 

■a 
"3 

s 
o 

a 

■5 

o 
o 

r 

1 

ALBUMINOID. 

Nitrates. 
Nitrites. 

a 

a 
Szi 

■3 

•a 
> 
0 

5 

•a 

■a 
1  a 
i  0. 

XI 

BO 

■2 

a 

1901. 

34431     Jan.   10 

None. 

V.  Blight. 

.25 

5.15 

1.75 

.0050 

.0202 

.0186 

.0016 

.0100 

.0001 

.55 

2.0 

34432  '  Jan.   10 

None.       ;V.  slight. 

.38 

5.75 

1.75 

.0052 

.0154 

.0140 

.0014 

.65 

.0130  .0001 

.46 

2.1 

34809  '  Feb.  18 

V.ellght. 'v.  slight. 

.25 

5.20 

1.40 

.0036 

.0188'. 0172 

.0016 

.71 

.0160  .0000 

.33 

2.0 

35160     Mar.  19 

Decided. 

Cons. 

.34 

3.95 

1.40 

.0024 

.0232  .0172 

.0060 

.40 

.0080 

.0001 

.60 

1.0 

35425  ,  Apr.  16 

Slight. 

Slight. 

.43 

4.35 

1.75 

.0024 

.0122.0104 

.0018 

.45 

.0180 

.0000 

.52 

1.0 

35692    May  14 

V.  slight.    Cons. 

.40 

4.65 

2.05 

.0030 

.0186  .0162  .0024 

1 

.50 

.0070 

.0001 

.52 

1.1 

36048  1  June  18 

Slight.        Slight. 

.36 

4.25 

1.60 

.0040 

.0154!  .0128  .0026 

.53 

.0030 

.0001 

.45 

1.4 

36373  \  July  15 

V.  slight.   V.  slight. 

.20 

4..')0 

1.50 

.0042 

.0176'. 0162  .0014 

.45 

.0010 

.0000 

.41 

1.6 

36847  1  Aug.  20 

V.  slight.!  V. slight. 

.18 

4.80 

1.75 

.0004 

.0252.02361.0016 

.48 

.0050 

.0001 

.39 

1.8 

37216  j  Sept.  13 

V.  slight. 

Slight. 

.11 

5.40 

2.45 

.0002 

.0170 

.0136 

.0034 

.55 

.0040 

.0000 

.39 

1.8 

37250     Sept.  18 

V.  slight. 

Slight. 

.12 

5.10 

2.35 

.0012 

.0224 

.0180 

.0044 

.56 

.0020 

.0000 

.41 

2.0 

37322 

Sept.  24 

V.slight. 

Slight. 

.10 

5.80 

2.10 

.0010 

.0224 

.0168 

.0056 

.45 

.0010 

.0000 

.36 

2.2 

37869 

Sept.  25 

V.  slight. 

Slight. 

.11 

4.60 

1.95 

.0006 

.0230 

.0206 

.0024 

.46 

.0020 

.0001 

.86 

1.8 

37421 

Sept.  30 

Slight. 

Slight. 

.14 

4.60 

2.00 

.0016 

.02921.0264 

.0028 

.47 

.0010 

.0000 

.40 

2.0 

37495 

Oct.     7 

None. 

V.slight. 

.14 

4.50 

1.85 

.0010 

.0236  .0226 

.0010 

.47 

.0020 

.0000 

.40 

3.1 

37682  j  Oct.    14 

V.slight. 

Slight. 

.14 

4.65 

2.05 

.0006 

.0214 

.0200 

.0014 

.56 

.0020 

.0000 

.39 

2.0 

37648  1  Oct.    21 

Slight. 

Slight. 

.17 

4.45 

2.10 

.0010 

.0248 

.0218 

.0030 

.59 

.0010  .0002 

.37 

3.0 

^7754     Oct.   28 

Slight. 

Cons. 

.17 

4.90 

2.15 

.0010 

.0252 

.0198 

.0054 

.57 

.0020 

.0001 

.41 

1.8 

37831 

Nov.    4 

V.  slight. 

V.slight. 

.15 

4.35 

1.55 

.0020 

.0248 

.0232 

.0016 

.58 

.0020 

.0001 

.45 

1.8 

37894 

Nov.    9 

V.slight. 

V.slight. 

.13 

4.35 

1.60 

.0006 

.0222 

.0184 

.0038 

.59 

.0020 

.0001 

.38 

1.6 

37991 

N'ov.  15 

V.  slight. 

V.slight. 

.12 

4.60 

1.75 

.OOI4L02IO 

.0184 

.0026; 

.60 

.0050 

.0000 

.39 

2.0 

38353 

Dec.  17 

V.slight. 

Slight. 

.28 

5.40 

2.30 

.0020  .0198  .0182 

.0016! 

1 

.63 

.0080 

.0001 

.46 

1.7 

Averages  by 

Years 

• 

- 

1895 

- 

- 

.45 

6.25 

1.89 

.0022  .0194 

.0169 

.0025 

.76 

.0072 

.0001 

.60 

1.9 

- 

1896 

- 

- 

.32 

4.60 

1.64 

.0017  .0178 

.0147 

.0031 

.67 

.0058 

.0001 

.41 

1.7 

- 

1897 

- 

- 

.33 

4.64 

1.S4 

.0023  .0106 

.0169 

.0027 

.62 

.0058 

.0000 

.39 

1.6 

- 

1898 

- 

- 

.46 

4.74 

1.79 

.0020  .0191 

.0160 

.0031 

.65 

.0048 

.0001 

.49 

1.6 

- 

1S99 

- 

- 

.17 

4.23 

1.44 

.OOllj.0204 

.0180 

.0024 

.48 

.0034 

.0000 

.36 

1.4 

- 

1900 

- 

- 

.29 

4.68 

1.34 

.0024 

.0230 

.0204 

.0026 

.54 

.0060 

.0001 

.47 

1.5 

- 

1901 

- 

- 

.26 

4.72 

1.78 

.0025 

.0198 

.0173 

.0025 

.53 

.0070 

.0001 

1 

.46 

l.S 

Odor  in   1901,  generally  faintly  vegetable,  becoming  stronger  on  heating.    The  odor  of  No.  34431 
was  distinctly  unpleasant;  of  No.  35160,  faintly  vegetable,  becoming  unpleasant  on  beating. 
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STATE   BOARD    OF   HEALTH.  [Pab.  Doc. 


IPSWICH. 


Bull  Brook. 

[Parts  per  100,000.] 


o 

i 

o 

s 

Appearancb. 

Residue  on 
Evapora- 
tion. 

Ammonia. 

a 
o 
O 

Nitrogen 

AS 

1 

§0 

o 

S 

§ 

•a 

CO 

o 
o 

o 

i 

Is 

o 

.J 

i 

albuminoid. 

S 

1 

s 

3 

> 

s 

•3 
■§ 

1   c 

a 
■a 

33 

1901. 

35158 

Mar.  19 

V.  slight. 

Slight. 

1.02 

6.50 

3.00 

.0022 

.0266 

.0242 

.0024 

.52 

.0090 

.0001 

1.22 

2.0 

35423 

Apr.  16 

V.  slight. 

Slight. 

1.20 

5.25 

2.55 

.0020 

.0232 

.0214 

.0018 

.49 

.0050 

.0000 

1.14 

1.* 

35690 

May  14 

V.  slight. 

Slight. 

1.90 

5.85 

3.15 

.0048 

.0348 

.0314 

.0034 

.52 

.0030 

.0000 

1.52 

1.4 

36046 

June  18 

Slight. 

Cons. 

2.04 

6.95 

3.50 

.0026 

.0296 

.0266  .0030 

.62 

.0060 

.0001 

,1.56 

2.1 

36371 

July  15 

V.  slight. 

V.  slight. 

1.40 

8.25 

3.70 

.0026 

.0322 

.0302 

.0020 

.55 

.0070 

.0000 

1.46 

2.3 

36845 

Aug.  20 

V.  slight. 

V.  slight. 

0.35 

7.10 

2.00 

.0002 

.0126 

.0110 

.0016 

.57 

.0050 

.0002 

0.44 

2.6 

37320 

Sept.  24 

None. 

V.  slight. 

0.73 

7.70 

3.00 

.0014 

.0202 

.0170 

.0032 

.58 

.0060 

.0001 

0.78 

3.0 

37594 

Oct.   15 

V.  slight. 

Slight. 

2.10 

9.50 

5.00 

.0075 

.0525 

.0495 

.0030 

.87 

.0160 

.0000 

2.72 

3.1 

38U2 

Nov.  23 

V,  slight. 

V.  slight. 

0.78 

7.65 

3.50 

.0044 

.0224 

.0200 

.0024 

.76 

.0050 

.0000 

1.02 

2.fr 

38351 

Dec.  17 

V.  slight. 

V.  slight. 

1.96 

7.90 

4.40 

.0030 

.0376 

.0356 

.0020 

.67 

.0160 

.0000 

2.02 

1.7 

Averages  hy  Tears, 


1896 

- 

- 

1.23 

6.96 

2.80 

.0010 

.0252 

.0227 

.0025 

.74 

.0075 

.0001 

1.28 

1897 

- 

~ 

1.44 

6.87 

2.99 

.0018 

.0258 

.0247 

.0011 

.72 

.0068 

.0001 

1.11 

1901 

- 

1.35 

7.26 

3.38 

.0031 

.0292 

.0267 

.0025 

.61 

.0078 

.0000 

1.39 

2.4 
2.3 

2.2 


Odor  in   1901,  generally  vegetable,  becoming  stronger  on  heating.    The  odor  of  No.  36046  vsrae 
distinctly  vegetable,  becoming  unpleasant  on  heating;  of  No.  36845,  distinctly  unpleasant. 


Water  Supply  or  Kingston. 

Tubular  Wells. 

[Parts  per  100,000.] 


o 

Uksidub  on 

EVAI'OBA- 
TION. 

Ammonia. 

a 
o 

s 

o 
.74 

NiTROGKN 
AS 

1 

3 

o 
u 
a 
F* 
5" 
o 

c 

eg 

P3 

1 

c 
o 

c- 
=  5)  - 

r 

ALBUMINOID. 

>5 

•a 
> 

5 

•a 

1  a 
3  o. 

Average  of  6  samples  collected  In 
1901. 

.00 

4.55 

- 

.0003 

.0010 

- 

- 

.0066 

.0000 

.02 

0.9 

.0050 
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LiANCASTER. 


Water  Supply  of  Lancaster. 

(See  CUnlo7i.) 

Water  Supply  of  Lawrence. 

Merrimack  River  above  Lawrence. 

[Parts  per  100,000.] 


1     . 

c 

Appbabakce. 

Evapora- 
tion. 

Ammonia. 

NlTKOGBS 
AS 

1 

o 

O 

o 
e 

a 

E-" 

1 

1 
CO 

c 

o 

8 

"5 
o 

a 
o 

1 

ALBimiNOID.      j 

a 

o 

6 

Nitrates. 
Nitrites. 

c 

5 

1 
>% 

X 

O 

u 

CI 

.a 

s 

3 

is 

Total. 

Dissolved. 

Sus- 
pended. 

00 

s 

s 
s 

1901. 

1 

34552 

Jan.   23 

V.  slight. 

Slight. 

.26 

4.40 

1.50 

.0134  .0208  .0180  .0028 

.28 

.01.50  .0002 

0.49 

1.4 

34872 

Feb.  26 

Slight. 

V.  slight. 

.21 

4.25 

1.40 

.0216.0234  .0192  .0042 

.31 

.0160  .0003 

0.38 

1.4 

35236 

Mar.  26 

Decided. 

Cons. 

.42 

3.35 

1.25 

.0048  .0238  .0182. 0056 

.16 

.0110  .0000 

0.651  0.8 

35485 

Apr.  23 

Decided. 

Uons. 

.34 

2.75 

1.35 

.0014  .0210  .0182  .0028 

.13 

.0050  .0000 

0.541  0.8 

35738 

May  21 

Decided. 

Cons. 

.54 

3.60 

1.70 

.0014  .0222  .0176  .0046! 

.12 

.OU.=iO  .0001 

0.641  0.8 

36134 

June  26 

Slight. 

Cons. 

..30 

4.10 

1.40 

.0058  .0214  .0142. 0072 

.32 

.0100  .0004 

0.461  1.4 

36453 

July  23 

Sliaht. 

Cons. 

.26 

4.40 

1.55 

.0056  . 0:576. 02.3S  .0138 

.24 

.0090  .00M3 

0.54'  1.8 

36988 

Aue.  28 

Sliu'ht. 

Cons. 

.40 

4.45 

2.00 

.0136  .0252  .0192  .0060 

.29 

.0060  .0013 

0.79i  1.6 

37375 

Sept.  25 

Slight. 

Cons. 

.32 

5.10 

2.05 

.0106J.0246.0206  .004u; 

.29 

.0050  .0011 

0.43    1.7 

37700 

Oct.    23 

Slishl. 

Cons. 

.85 

5.25 

2.60 

.0076  .(13.32  .0242i.0090 

.25 

.0030  .0003   l.Oi:  1.1 

38144 

Nov.  27 

HIight. 

Cona. 

.60 

5.10 

1.80 

.0170  .0258  .0210  .0048; 

.32 

.0090  .0004   0.67 

1.4 

38482 

Dec.  26 

Slight. 

Slight. 

.56  1 

1 

4.65 

2.15 

.0074  .O2ia;.0170  .0046 

.19 

i.0050  . 0001  j  0.75 

1                    II 

1.1 

Averages  by  Tears. 


1888 
1889 
1890 
1891 
1892 
1893 
1894 
1895 
1896 
1897 
1898 
1899 
1900 
1901 


.30 

3.68 

1.08 

.0026 

.0180 

_ 

.30 

3.09 

0.87 

.0030 

.0176 

.0144 

.0032 

.33 

4.19 

1.48 

.0046 

.0166  .0132 

.0034' 

.27 

3.79 

1.32 

.0040 

.01521.0121 

.0031 

.43 

4.12 

1.47 

.0042 

.01811.0152 

.0029 

.42 

3.86 

1.48 

.0057 

.01811.0141 

.0040 

.37 

3.70 

1.30 

.0062 

.0167  .0141 

.0026 

.51 

4.34 

1.75 

.0064 

.0249  .0186 

.0064 

.42 

3.98 

1.62 

.0068 

.0220  .0183 

.0037 

.56 

3.84 

1.54 

.0049 

.0228  .0186 

.0042 

.46 

3.90 

1.63 

.0060 

.0212  .0169 

.0043' 

.29 

3.99 

1.49 

.0088 

.0232  .0175 

.0057 

.30 

3.96 

1.38 

.0089 

.0224  .0180 

.0044 

.41 

4.27 

1.73 

.0092 

.0251 

.0193 

.0068,1 

il 

18 

'.0094 

.0002 

17 

.0072 

.0003 

- 

17 

.0089 

.0001 

- 

IS 

.0110 

.0001 

_ 

IS 

.0105 

.0001 

_ 

20 

.0081 

.0002 

.53 

23 

.006:^ 

.0001 

.44 

28 

.0071 

.0002 

.59 

24 

.0087 

.0003;  1.53 

20 

.0067 

.OOOlil.54 

22 

.0058 

.0003' 1.53 

24 

.0056 

.0003  .47 

2o 

.0060 

.0002   .50 

24 

.0082 

1 

.0004 

1 

.60 

1 

1.6 
1.3 
1.4 
1.1 
1.2 
1.4 
1.2 
l.l 
1.1 
1.0 
1.1 
1.3 


Odor  In  1901,  unpleasant,  becoming  stronger  on  heating. 

Merrimack  River  after  Filtration. 


1901. 

34553 

Jan.  23 

34873 

Feb.  26 1 

35237 

Mar.  26 

3.5486 

Apr.  23 

35739 

May   21 

36135 

June  26 

36454 

July  23 

36980 

Au){.  28 

37401 

Sept.  28  ! 

37701 

Oct.    23 

38145 

Nov.  27 

38483 

Dec.  26 

1 

None. 
V.  Plight, 
Sllehi. 
V.  Flight 
V.  slight, 
Slight. 
V.  Hllght. 
Decidfd. 
V.  uliyht. 
V.  Rlight. 
V.  slight. 
V.  slight. 


V.  slight. 

.35 

4.86 

1.35 

.0162 

.0104 

.0100 

.0004 

!  V.  Blight. 

.34 

4.90 

1.76 

.0176 

.0106 

.0106 

.0000 

V.  slight. 

.49 

4.25 

1.40 

.0136 

.0122 

.0118 

.0004! 

None. 

.36 

3.40 

1.50 

.00,84 

.0106 

.0098 

.00081 

V.  slight. 

.51 

3.90 

1.86 

.0110 

.0100 

.0090 

.0010' 

Cons. 

.28 

4.16 

1.55 

.0052 

.0102.0074 

.0028 

None. 

.22 

4.60 

1.50 

.0OIV2 

.0046  .0042 

.0004 

Cons. 

.30 

4.66 

1.65 

.0248 

.01201.0076  .0044  . 

V.  slight. 

.28 

6.05 

1.75 

.0054 

.01101.0094  .0016 

V.  slight. 

.70 

5.15 

2.20  , 

.0092 

.01721. 01681. 0004'; 

None. 

.35 

5.35 

1.85  1 

.0152 

.0100'. 0090 

.ooioi 

V.  slight. 

.65 

4.85 

2.00 

.0104 

.0142'  0132 

1 

.00101 

0490 

.0000 

.39 

0460 

.0002 

.30 

0400 

.0000 

.42 

0370 

.0000 

.40 

04001.0000,  .42 

0420.0001    .28 

0270. 00001. 36 

0110  .0006! .56 

0140!. 00011  .49 

00901.0000  1.62  1 

0290|.0000 

.36 

0310 

.0001 

.69 

1.8 
1.8 
1.4 
1.0 
1.4 
1.7 
1.8 
2.0 
2.0 
1.0 
1.8 
1.0 
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I.AWREXCE. 


Merrimack  River  after  Filtration  —  Concluded. 
Averages  by  Tears. 
[Parts  per  100,000.] 


jtlon. 

Appearance. 

Kesidce  on 
Evapora- 
tion. 

Amuonia. 

Nitrogen 

AS 

a 

1 

o 

s. 

a 

a 

1 

■5 

CO 

u 
o 

o 

1 

1.1 

ALBDMINOID. 

6 

a 

o 
Q 

.80 

g 

a 
o 

y 

a 

1 
o 

f 

3 

tz; 

"3 

•a 
I* 
o 

O 

13 

■a 
>  c 

3  o. 

CO 

1894 

.39 

6.10 

1.41 

.0103 

.0094 

.0081 

.0013 

.0309 

.0002 

.29 

2.8 

_ 

1895 

_ 

_ 

..TO 

5.95 

1.70 

.0146 

.0108 

.0094 

.0014 

.31 

.0274 

.0001 

.36 

2.7 

- 

1896 

_ 

_ 

.40 

5.43 

1.64 

.0121 

.0099 

.0079 

.0020 

.25 

.0319 

.0004 

.32 

2.4 

- 

1897 

- 

- 

.^a 

5.17 

1.68 

.0123 

.0108 

.0095 

.0013 

.25 

.0317 

.0002 

.38 

2.0 

_ 

1898 

_ 

_ 

.4.3 

4.66 

1.69 

.0107 

.0090 

.0084 

.0006 

.26 

.0324 

.0001 

.35 

1.9 

- 

1899  , 

- 

_ 

.27 

4.44 

1.42 

.0087 

.0089 

.0083 

.0006 

.28 

.0205 

.0001 

.30 

1.6 

- 

1900 

_ 

_ 

.28 

4.30 

1.28 

.0123 

.0108 

.0099 

.0009 

.27 

.0173 

.0001 

.35 

1.5 

~ 

1901  ! 

1 

- 

- 

.40 

4.59 

1.69 

.0119 

.0111 

.0099  .0012 

.28 

.0312 

.0001 

.43 

1.7 

Odor  in  1901,  occaeionally  faintly  vegetable;  in  January  and  February,  faintly  unpleasant. 


Distributing  Reservoir. 


34554 
34874 
35238 
35487 
35740 
86136 
86455 


37376 
37702 
38146 
38484 


1901. 

.Ian. 

23 

Feb. 

26  : 

Mar. 

26 

Apr. 
May 
June 

23 
21 

26  , 

July 
Aug 
Sept 
Oct. 

23 

28! 
25  1 
23 

Nov. 

27 

Dec. 

26 

V.  Blight. 
V.  slight. 
Slight. 
Decided. 
V.  slight. 
V.  slight. 
V.  slight. 
V.  slight 
V.  slight. 
V.  slight. 
V.  slight. 
Slight. 


V.  slight. 
V.  slight. 
V.  slight. 
Slight. 
Slight. 
V.  Blight. 
V.  slight. 
Slight. 
Slight. 
V.  slight 
V.  Blight. 
Slight. 


4.85 

1.40 

.0098 

.0136 

.0114 

.0022 

.32 

.0310 

.0000 

.37 

4.60 

1.60 

.0118 

.0120 

.0114 

.0006 

.37 

.0380 

.0001 

.29 

4.35 

1.40 

.0088 

.0122 

.0120 

.0002 

.27 

.0360 

.0000 

.40 

3.40 

1.30 

.0064 

.0106 

.0098 

.0008 

.18 

.0200 

.0001 

.34 

4.00 

1.90 

.0036 

.0124 

.0114 

.0010 

.18 

.0400 

.0000 

.38 

4.10 

1.90 

.0018 

.0090 

.0086 

.0004 

.24 

.0410 

.0001 

.28 

4.75 

1.50 

.0036 

.0134 

.0108 

.0026 

.30 

.0290 

.0002 

.35 

4.60 

1.90 

.0028 

.0104 

.0100 

.0004 

.27 

.0120 

.0006 

.51 

4.. 55 

1.75 

.0036 

.0132 

.0110 

.0022 

.29 

•0110 

.0007 

.38 

4.85 

1.95 

.0014 

.0120 

.0112 

.0008 

.28 

.0080 

.0000 

.64 

5.25 

1.80 

.0052 

.0114 

.0104 

.0010 

.30 

.0190 

.0000 

.42 

4.80 

1.90 

.0100 

.0142 

.0126 

.0016 

.24 

.0280 

.0001 

.46 

1.7 
1.4 
1.4 
1.3 
1.1 
1.4 
2.1 
1.8 
1.8 
1.8 
1.7 
1.6 


Averages  by  Tears. 


1894 
1895 
1896 
1897 
1898 
1899 
1900 
1901 


.26 

5.07 

1.35 

.0029 

.0093 

.0081 

.0012 

.28 

.0246 

.0001 

.31 

.29 

5.01 

1.55 

.0061 

.0109 

.0093 

.0016 

.30 

.0220 

.0001 

.34 

.29 

4.. 52 

1.49 

.0035 

.0113 

.0087 

.0026 

.24 

.0259 

.0001 

.32 

.37 

4.45 

1.53 

.0051 

.0104 

.0089 

.0015 

.22 

.0274 

.0001 

.34 

.35 

4.20 

1.56 

.0048 

.0120 

.009(5 

.0024 

.24 

.0225 

.0001 

.34 

.19 

4.22 

1.42 

.0035 

.0008 

.OOSK) 

.0008 

.27 

.0199 

.0001 

.27 

.22 

4.22 

1.25 

.0041 

.0107 

.0100 

.0007 

.28 

.0189 

.0001 

.32 

.29 

4.51 

1.69 

.0057 

.0120 

.0109 

.0011 

.27 

.0261 

.0002 

.39 

2.2 
2.1 
1.9 
1.7 
1.7 
1.4 
1.4 
1.6 


Odor  in  1901,  occaBionally  faintly  vegetable;  in  February,  faintly  unpleasant,  becoming  Btronger  on 
beating. 
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Waters  examined  in  Connection  with  Advice  to  Corporations. 

25,  26.) 

[Parta  per  100,000.] 


L.ATVRENCE. 

(See  also  pages 


o 

a 

a 

Appearanxk. 

c 
c 

o  a 

3  > 

Ammonia. 

NiTROGKN 

AS 

1       1 

c 

o 

XL 

i 
a 

1 

3 

a 

■5 

2 
o 

e 

1 

5 

c 

2 

1000. 

L.  29280,  Dec.  10 

V.  Blight. 

Slight. 

.12 

9.20 

.0002 

.0010 

0.25 

.0320 

.0000 

.03 

2.0 

.0800 

1901. 

L.  30490 

July     1 

None. 

V.  slight. 

.05 

7.80 

.0004 

.0040 

0.27 

.0760 

.0000 

.04 

2.5 

.0145 

L.  30682 

Aug.    5 

None. 

None. 

.04 

14.70 

.0000 

.0016 

3.36 

.2110 

.0002 

.00 

2.5 

.0120 

L.  80726 

Aug.  12 

None. 

V.  slight. 

.04 

14.70 

.0000 

.0018 

3.36 

.1670 

.0002 

.00 

2.5 

.0120 

.17364 

Sept.  25 

None. 

None. 

.00 

6.50 

.0000 

.0012 

0.48 

.0110 

.0000 

.04 

2.3 

.0060 

37313  Sept.  23 

V.  slight. 

V.  slight. 

.00 

14.00 

.0036 

.0016 

0.33 

.0000 

.0000 

.05 

8.1 

.0240 

Odor  of  No.  37313,  decidedly  unpleasant 
the  premises  of  the  Atlantic  Cotton  Mill;  the 
Machine  Company.     Number  of  bacteria  per 
30682,  38;  in  No.  30726,  7. 


The  first  five  samples  were  collected  from  a  well  on 

last,  from  a  tubular  well  on  the  premises  of  the  Hamblet 
cubic  centimeter  in  No.  29260,  53;  in  No.  30490,  84;  in  No. 


Water  Supply  of  Lee. — Berkshire  Water  Company. 

Upper  Reservoir. 

[Parts  per  100,000.] 


Average  of  3  samples  collected  In 

1901. 
Average  of  three  previous  years,  . 


Rksidub  on 

Evapora- 

Ammonia. 

,  Nitrogen 

a 

tion. 

3 

53 

c 
o 

si 

ALBCMINOID. 

c 
_2 

1 

00 

5 

o 

c 

s 
1 

US 

2 

•3 
% 

O 

•a 

•a 
,  c 

3  a 

as 

*c 

.§ 

H 

ij 

b 

t^ 

a 

en 

o 
.12 

»          55 

o 

a 

■-■ 

2.92 

1.37 

.0085 

.0226 

.0181 

.0046 

.0037 

.0001 

.58 

0.5 

- 

2.68 

1.53 

.0030 

.0354 

.0264 

.0090 

.08 

.0019 

.0000 

.69 

0.4 

- 

Odor  in  1901,  faintly  vegetable,  becoming  stronger  and  occasionally  unpleasant  on  heating. 

Lower  Reservoir. 


Average  of  3  samples  collected  in 

1901. 
Average  of  three  previous  years,   . 


Odor  in  1901,  occasionally  faintly  vegetable. 

Water  Supi'LY  of  Leicester  Water  Supply   Distkict. 

Wells. 


.21 

3.72 

1.47 

.0008 

.0095 

.0088 

.0007 

.09 

.0040 

.0003 

.40 

1.8 

.32 

3.29 

1.46 

.0008 

.0146 

.0131 

.0015 

.06 

.0054 

.0000 

.51 

1.4 

Average  of  4  samples  collected  in 

1901 ; 

Average  of  nine  previous  years,    . 


4.90 
5.43 


.0006 
.0006 


.0024 
.0036 


.0006 
.0641 


.0000 
.0001 


.0062 
.0127 


156 


STATE   BOARD   OF   HEALTH. 


liENOX. 

Water  Supply  of  Lenox. — Lenox  Water  Company 

also  page  26.) 
Storage  Reservoir. 

[Parts  per  100,000.] 


[Pub.  Doc. 
(See 


o 

o 

Residue  on 
Evapora- 
tion. 

Ammonia. 

S 

s 

.09 
.09 

NlTKOQEN 
AS 

•6 

a 

c 
o 
U 

B 

c 

1 

o 

1 

M 

b 

albuminoid. 

9^ 

u 

3 

> 

-a 

§ 

Average  of  5  earaples  collected  in 

1901. 
Average  of  three  previous  years,   . 

,06 

.06 

8.11 
7.89 

1.54 
0.97 

.0017 
.0018 

.0141 
.0125 

.0116 
.0107 

.0025 
.0018 

.0048 
.0036 

.0001 
.0000 

.18 
.16 

6.4 
5.7 

- 

Odor  in  Angust,  1901,  faintly  unpleasant,  becoming  stronger  on  beating. 

Water  examined  in  Connection  with  Advice  to  the  Town  Authorities,     (See  also 

page  28.) 

[Parts  per  100,000.] 


RKSlDnB  ON 

Appearance. 

Evapora- 
tion. 

Ammonia. 

Nitrogen 

AS 

a 

3 

s 

o 

>x 

2 

albuminoid. 

.   1 

■d 

•6 

S 

e 

o 

3 

_a 

■3 

o 

=  5> 

3 

> 
o 

1   B 
3  P, 

o 

01 

0] 

S5 

a 

£- 

cc 

O 

H 

-> 

fe 

B 

a 

ai 

o 

U5 

s 

O 

U) 

1901. 

87707 

Oct.   22 

V.  slight. 

Slight. 

.03 

14.10 

4.00 

.0052 

.0210 

.0180 

.0030 

.19 

.0000 

.0002 

.22 

12.1 

The  sample  was  collected  from  Laurel  Lake,  near  its  outlet. 

Water  Supply  of  Leominster. 

Eaynes  Reservoir. 

[Parts  per  100,000.] 


u 

o 

6 

Kksidub  on 
Evapora- 
tion. 

Ammonia. 

,a 
o 

.12 

.14 

NITKOOEN 
AS 

•d 

1 

0 

3 

o 

U 
o 

5 

2.27 
2.65 

o 
o 

1.11 

1.40 

ALBUMINOID. 

C3 

'"A 

o 
£-1 

■6 

5 

■d 
■o 
1  a 

CO 

Average  of  4  samplea  collected  in 

1901. 
Average  of  nine  previous  years,    . 

.17 
.26 

.0106 
.0050 

.0308 
.0370 

.0224 
.0222 

.0084 
.0148 

.0027 
.0036 

.0000 
.0000 

.38 
.38 

0.2 
0.3 

- 

Odor  In  1901,  vegetable,  becoming  Btrongcr  and  occasionally  unpleasant  on  heating.  Large  numbera 
of  ort?anlBmH  were  found  In  all  of  the  samples,  coDHlstlng  chiefly  of  Asterionella,  Tabelluria,  Dinobryon 
and  /'eriUiuium. 

Morse  Reservoir. 


Average  of  4  samples  collected  In 

leoi. 

Average  of  eight  previous  years,   . 


2.27 
2.39 


1.17 
1.16 


,0059 
,0027 


,0177 
,0209 


.0149 
,0161 


.0028 
.0048 


,0032 
,0025 


.0001 
.0000 


Odor  in  1901,  generally  faintly  vegetable,  becoming  stronger  and  occoslonally  unpleasant  on  heating. 
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LEOMINSTER. 


Fall  Brook,  above  Fall  Brook  Reservoir. 

[Parts  per  100,000.] 




' 

KESIDUe  CM 

j 



s 

Appeabance. 

EVAPOUA- 

Ammonia. 

Nitrogen 

's 

a. 

TION. 

a 

o 

ALBDMIKOID. 

O 

t>. 

e 

■a 

•o 

<a 

o 

n 

O 

•3 

3 

S 

S 

■i 

ih 

o 

2 

> 

■o 

s 
o 

a 

5 

bo 

a 

a 
•a 

o 

o 

fc. 

3  a 

S5 

- 

— 

X 

O 

H 

■^ 

Eb 

t-    '     O      X 

O 

'A 

^ 

6 

a 

1901. 

34577 

Jnn.   23 

None. 

V.  slight. 

.23 

!  2.80 

1.15 

.0018  .0098 

.0088  .0010 

.17 

.0060 

.0000 

0.45 

0.5 

34893 

Feb.  27 

NoDe. 

V.  slight. 

.30 

2.85 

1.00 

.0002  .0088'. 00841. 0004 

.15 

.0040 

.0000 

0.41 

0.2 

35262 

Mar.  27 

V.  Blight. 

Slight. 

.36 

2.35 

0.95 

.0040  .0154  .01361.0018 

.13 

.0080 

.0000 

0.551  0.3 

35506 

Apr.  24 

V.  sliirht. 

V.  Blight. 

.41 

2.25 

l.UO 

.OOlOi.0134  .0124[.0010 

.14 

.0030 

.0000 

0.54i  0.3 

35778 

May  27 

V.  slight. 

V.  slight. 

.57 

2.20 

1.05 

.0010  .Ol.i^i  .0140  .0010 

.12 

.0020 

.0001 

0.65   0.3 

86082 

tlune  21 

Slight. 

Slight. 

.20 

,  2.10 

1.00 

.0002  .OlOfi  .01.56. 0040 

.12 

.0010 

.0000 

0.44    0.5 

36594 

July  31 

V.  slight. 

V.  slight. 

.72 

4.40 

2.. 50 

.0018  .0220  .0204  .0016 

.08 

.0020 

.0000 

1.19   0.3 

36982 

Aug.  2S 

V.  slight. 

Slight. 

.09 

2.15 

0.95 

.0012  .0308  .02S4  .0024 

.10 

.0010 

.0001 

0.31    0.3 

87360 

Sept.  25 

V.  slight. 

Cons. 

.18 

2.65 

1.00 

.0004  .0220  .0194  .0026 

.11 

.0020 

.0000 

0.38   0.3 

87776 

Oct.   30 

V.  slight. 

V.  slight.  .32 

2.95 

1.30 

.OOOu  .OlOK  .0104  .0004 

.18 

.0010 

.0000 

0.54    0.3 

38163 

Nov.  28 
Dec.  25 

None. 

V.  slight.  .36 

3.9.i 

1.60 

.0004,. 0116  .01021.0014 

.25 

1.0040 

.0000 

0.60;  0.5 

38450 

Slight. 

Slight.       .51 

2.85 

1.85 

.00001.0158.01441.0014 

.18 

.0050 

.0000 

0.491  0.3 

1 

Averages  by  Tears. 


. 

1897 

.61 

3.01 

1.49 

.0006  .0135 

.0126!.  0009 

.16 

.0041 

.0000  0.60 

O.ft 

- 

1898 

- 

- 

.46 

2.54. 

1.30 

.0005  .0129 

.0114i.0015 

.13 

.0035 

.0000  0.50 

0.6 

- 

1899 

- 

- 

.20 

2.45 

1.03 

.0006. 0151 

.0129  .0022 

.14 

.0017 

.0000  0.38 

o.a 

- 

1900 

- 

- 

.26 

2.47 

1.03 

.0006  .0157 

.0138.0019 

.15 

.0026 

.0000  0.48 

0.2 

" 

1901 

"" 

_ 

.35 

2.79 

1.24 

.0010  .0163 

.01471.0016 

.14 

.0032 

.0000  0.55 

1 

0.3 

Odor  in  1901,  frequently  faintly  regetable,  becoming  stronger  on  heating. 


Fall  Brook  Reservoir,  at  Surface. 


34578 
84894 
35263 
85507 
86754 
86083 
36595 


37361 
87777 
88164 
88451 


1901.   ! 

Jan.   23  ' 
Feb.  27 
Mar.  27 
Apr.  24 
May  22 
June  21 
July  31 
Aug.  28  I 
Sept.  25 
Oct.   30 
Nov.  28  j 
Dec.  25 


None. 
V.  slight. 
V.  slight 
Slight". 
V.  slight. 
Slight. 
Slight. 
V.  slight. 
V.  slight. 
V.  Blight. 
V.  slight. 
V.  slight. 


V.  slight. 

.15 

2.25 

1.20 

V.  slight. 

.10 

2.35 

1.15 

Slight. 

.14 

2.15 

0.85 

(Jons. 

.14 

2.00 

0.90 

Cons. 

.14 

2.05 

1.05 

<;ons. 

.17 

2.00 

1.00 

Slight. 

.07 

2.50 

0.95 

Slight. 

.09 

2.15 

1.10 

Cons. 

.11 

2.00 

1.00 

(Jons. 

.09 

1.80 

0.80 

Slight. 

.10 

2.15 

1.00 

V.  Blight. 

.12 

2.00 

0.90 

.0024 
.0012 
.0010 


.0146 
.0164 
.01621 


.00141.0170 
.0004  .0134 
.0002  .0170 
.0004:.  01 54! 
.0002;. 0144' 
.OOOOi. 01781 
.0002  .01701 
.0002'. 0160 
.00161.0146 


.0140 
.0132 
.01241 
.01301 
.0100 
.0118 
.0124 
.0102 
.0140 
.0136 
.01.i4 
.0124. 


) .0006 

.16 

.0030 

.0000 

.40 

2  .0032 

.16 

.0010 

.0000 

.31 

11.0038 

.16 

.00.30 

.0000 

.84 

)  1.0040 

.12 

.0040 

.0000 

..36 

)  .0034 

.12 

-0010 

.0000 

.31 

?  .0052 

.12 

.0000 

.0000 

.42 

1  .0030 

.10 

.0010 

.0000 

.,36 

:  .0042; 

.10 

.0010  .0000 

..37 

) .0038 

.10 

.0020  .0000 

.28 

3  .0034 

.10 

.0020  .0000 

.24 

J. 0006 

.14 

.0100  .0000 

.25 

1.0022 

.» 

.0020|.0001 

.25 

0.5 
0.2 
0.5 
0.0 
0.0 
0.2 
0.2 
0.3 
0.5 
0.6 
.0.2 
0.0 


Averages  by 

Years 

_ 

1 
1897     1 

. 

.36 

2.96 

1.39 

.0026 

.0200 

.0160 

.0040 

.20 

.0033 

.0000 

1 
.46     0.0 

- 

1898     i 

- 

.26 

2.35 

1.16 

.0011 

.0169 

.0139 

.0030 

.16 

.0037 

.000] 

..S5 

o..-^ 

- 

1899 

- 

.11 

1.95 

0.92 

.0007J.0161 

.0133 

.onjs 

.13 

.0M5 

.0000 

.?6 

0.2 

- 

1900 

- 

.09 

1.99 

0.87 

.OOM  .0163 

.0136 

.00J7 

.13 ; 

.0027 

.0000 

..30 

0.1 

1901 

il 

~ 

.12 

2.12 

0.99 

.0008J.0168 

.0127 

.0031, 

•■M 

.0026 

.0000 

.32 

0.3 

Odor  in  1901,  frequently  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating.  The  organ- 
iam  Urngleud  was  found  in  the  samples  collected  in  March,  April,  May  and  June;  Peridininm  In  the 
Bamples  collected  during  the  first  seven  months  of  the  year;  and  Dinobryon  In  the  samples  collected 
during  the  latter  part  of  the  year. 
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UEOMISrSTER. 


Fall  Brook  Beservoir,  at  Bottom. 

[Parts  per  100,000.] 


e 
_o 

o 

o 
o 

3 

Appeakance. 

Residue  on 

EVAPOBA- 
TION. 

Ammonia. 

c 

•c 

0 

6 

NiTBOGEN 
AS 

a 

0 

0 

a 

0 

3 

s 
Eh 

a 
a 

a 

■3 

00 

o 

■5 
0 
El 

c 
_o 

c - 
1 

£ 

albuminoid. 

1 

2 

§ 

o 

a 

■3 

> 

a 

•a 

0 

■o 

,  c 

3  p. 

s 
■a 

a 

1901. 

i 

34579     Jan.   23 

V.  Blight.  Cons. 

.10 

2.25 

1.20 

.0028 

.0212 

.0126 

.0086 

.16 

.0030 

.0000 

.35 

0,2 

34895 

Feb.  27 

Slight. 

Cons. 

.10 

2.25 

1.00 

.0014 

.0172 

.0124 

.0048 

.17 

.0030 

.0000 

.29 

0.2 

35264 

Mar.  27 

Slight. 

Cons. 

.13 

2.35 

1.00 

.0008!.  0198 

.0140 

.0058 

.17 

.0080 

.0000 

.35 

0.2 

35508 

Apr.  24 

Slight. 

Cons. 

.13 

2.00 

0.95 

.00141.0170 

.0128 

.0042 

.12 

.0030 

.0000 

.35 

0.2 

35755 

May  22 

Decided. 

Cons. 

.15 

2.00 

1.00 

.0010  .0198 

.0114 

.0084 

.12 

.0010 

.0000 

.33 

0.2 

36084 

June  21 

Slight. 

Cons. 

.19 

2.10 

1.10 

.0030 

.0254 

.0176 

.0078 

.13 

.0010 

.0000 

.42 

0.2 

36596 

July  31 

Decided. 

Heavy. 

.19 

2.50 

1.05 

.0026 

.0250 

.0180 

.0070 

.11 

.0020 

.0000 

.35 

0.2 

36984 

Aug.  28 

Slight. 

Cons. 

.10 

2.30 

1.10 

.0061 

.0172 

.0128 

.0044 

.12 

.0020 

.0000 

.34 

0.2 

37362 

Sept.  25 

V.  slight. 

Cons. 

.12 

1.90 

0.90 

.0020 

.0150 

.0110 

.0040 

.10 

.0010 

.0001 

.40 

0.2 

37778 

Oct.   30 

V.  slight.!  Cons. 

.09 

2.05 

1.00 

.0004 

.0176 

.0152 

.0024 

.10 

.0010 

.0000 

.29 

0.5 

38165 

Nov.  28 

Slight.       Slight. 

.09 

2.10 

1.05 

.0010 

.0222 

.0148 

.0074 

.13 

.0020 

.0000 

.22 

0.0 

88452 

Dec.  25 

Decided.    Cons. 

.37 

2.20 

1.10 

.0052 

.0436 

.0148 

.0288 

.15 

.0040 

.0000 

.58 

0.2 

Averages  by  Years. 


1897 

.45 

3.48 

1.47 

.0078 

.0216 

.0170 

.0046 

.20 

.0043 

.0001 

.45 

1.0 

_ 

1898 

_ 

_ 

.26 

2.36 

1.20 

.0015 

.0168 

.0139 

.0029 

.16 

.0040 

.0000 

.34 

0.6 

- 

1899 

- 

- 

.11 

2.01 

0.97 

.0013 

.0168 

.0140 

.0028 

.13 

.0023 

.0000 

.28 

0.2 

- 

1900 

- 

- 

.10 

1.97 

0.84 

.0009 

.0167 

.0130 

.0037 

.13 

.0020 

.0000 

.32 

0.1 

- 

1901 

- 

- 

.15 

2.17 

1.04 

.0023 

.0217 

.0139 

.0078 

.13 

.0026 

.0000 

.36 

0.2 

Odor  in  1901,  generally  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating. 


Water  Supply  of  Lexington. 

Waters  examined  in  Connection  with  Advice  relative  to  Additional  Water  Supply. 

(See  also  pages  29,  30.) 

[Parts  per  100,000.] 


s 
0 

Appearance. 

c 
0 

P 

Ammonia. 

a 

Nitbooen 
as 

a 

0 

□ 

Cuo 

c 
■a 

a 

1^ 

1 

s 

1 

s 

a 

•a 

0 

<u 

2 
0 

c 

I 

"u 

§ 

^ 

a 

t- 

CO 

0 

« 

E« 

<! 

0 

2 

'A 

0 

H 

a 

1901. 

86034 

June  17 

None. 

None. 

.00 

17.80 

.0044 

.0032 

1.89 

.7600 

.0001 

.02 

6.1 

.0090 

36035 

June  17 

None. 

V.  slight. 

.00 

17.70 

.0044 

.0024 

1.87 

.6000 

.0001 

.02 

6.1 

.0100 

37106 

Sept.   5 

None. 

V.  slight. 

.04 

10.90 

.0020 

.0018 

0.64 

.0010 

.0000 

.14 

5.0 

.0200 

87876 

Nov.    6 

None. 

V.  Blight. 

.02 

9.50 

.0078 

.0024 

0.48 

.0010 

.0004 

.04 

4.9 

.0150 

87886 

Nov.    7 

V.  slight. 

Slight. 

.02 

10.50 

.0008 

.0018 

0.60 

.0010 

.000.3 

.02 

4.9 

.0200 

87891 

Nov.    8 

None. 

V.  Blight. 

.01 

9.10 

.0070 

.1)010 

0.51 

.0010 

.0001 

.05 

4.7 

.0200 

37904 

Nov.    9 

None. 

V.  Blight. 

.01 

9.40 

.0072 

.0020 

0.63 

.0010 

.0001 

.02 

4.0 

.0170 

87920 

Nov.  11  i 

None. 

V.  Blight. 

.01 

9.40 

.0072 

.0008 

0.65 

.0020 

.0001 

.02 

5.0 

.0150 

87941 

Nov.  12 

None. 

V.  slight. 

.01 

9.60 

.0068 

.0024 

0.52 

.0010 

.0001 

.01 

5.0 

.0180 

87972 

Nov.  14 

None. 

None. 

.00 

10.00 

.0058 

.0010 

0.52 

.0010 

.0000 

.01 

5.0 

.0130 

87986 

Nov.  15 

None. 

None. 

.01 

10.40 

.0078 

.0010 

0.54 

.0010 

.0001 

.02 

5.1 

.0080 

87980 

Nov.  16 

Decided. 

C0D8. 

22.50 

.0062 

.0030 

0.79 

.0010 

.0000 

.63 

6.0 

.1500 

The  flr»t  two  Bamples  were  collected  from  tubular  test  wells  near  the  upper  end  of  Munroe  Meadow ; 
the  third,  from  a  tubular  teal  well  In  the  meadow  of  M.  II.  Roberts,  near  Hftavor  Hrook;  the  remaining 
samples  from  a  group  of  tubular  test  wells  in  Roberts  Mcuctow,  near  Beuvcr  Brook,  during  a  pumping  test 
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Water  Supply  of  Lincoln. 
(See  Concord.) 

Water  Supply  of  Longmeadow. 
Cooley  Brook. 

[Parts  per  100,000.] 


LINCOLN. 


c 

o 
o 

o_ 

.06 
.07 

Residue  ov 
Evapora- 
tion. 

AUUONIA. 

c 

0 
.18 
.17 

Nitrogen 

AS 

•3 

i 

s 

1 

c 
§0 

1 

OS 

s 

= 
■0 
a 

"5 

s 
o 

li 

o 

b 

ALBUMINOID. 

1 

Total. 
Dissolved. 

■a 
•a 

30. 

u 
a 

K 

OS 

2 

Average  of  4  eamples  collected  in 

1901. 
Average  of  three  previoue  yeare,  . 

4.72 
4.76 

1.21 
1.09 

.0018 
.0013 

.0051 
.0044 

.0041 
.0038 

.0010 
.0006 

.0227 
.0350 

.0001 
.0001 

.09  2.4 
.10  2.6 

- 

Odor  in  September  and  December,  1901,  vegetable. 

Water  Supply  of  Loavell. 
Merrimack  Biver  above  Lowell. 

[Parts  per  100,000.] 


Kksidce  on 

, 

a 

Appearakcb. 

Evapora- 

Ammonia. 

Nitrogen 

■0 

1 

tion. 

a 

s 

0 
0 

e 

albuminoid 

^ 

0 

^ 

e 

7, 

•6 

(U 

a 

a 

0 
0 

3 

u 

a 

0 

s 

ts 

6 

■3 

> 
■3 

CO 

■§ 

B 

i 

2 

S 

*£ 

1 

1 

0 

0 

S  o. 

S5 

a 

H 

CO 

0 

ij 

Eb 

H 

a 

m 

0 

z 

S5 

0 

9 

1901. 

1 
1 

34570 

Jan.   -22 

Blight. 

Slight. 

.24 

4.30 

1.50 

.0114 

.0194 

.0150  .0044 

.25 

.0050  .0001; 

.44 

13 

34878 

Feb.  26 

1  Blight. 

Slight. 

.19 

4.30 

1.50 

.0118 

.0228 

.0190'.  0038 

.27 

.OIIOL0OO2 

.34 

1.3 

35248 

Mar.  26 

Decided. 

Cons. 

.36 

3.40 

1.40 

.0036  .0232 

.0200  .0032 

.15 

.0080  .0000 

.64 

0  fi 

35509 

Apr.  23 

Decided. 

Oona. 

.33 

2.60 

1.25 

.00121.0160 

.0120  .0040 

.10 

.0070  .0001 

.jSO 

0,3 

36745 

May  21 

Decided. 

Cons. 

.58 

3.40 

1.50 

.0010:. 0214 

.0168  .0(M'- 

III 

i^'iM)  .0001 

,70 

0  6 

36117 

Juoe  25 

Blight. 

Cons. 

.29 

3.70 

1.85 

.0048  .0202 

.0152  .1- 

"0  .0(MV2   .56 

1  0 

36449 

July  22 

Blight 

Cons. 

.23 

4.25 

1.60 

.0048  .0232 

.0176  .(li 

■ .0001   .54 

1,3 

37001 

Aug.  28 

Decided. 

Cons. 

.42 

4.25 

2.15 

.OO-SO  . 0208.. 01781. Oij.,: 

. .../lO  .0002   .86 

1  3 

37389 

Sept.  25     V.  slight. 

Slight. 

.27 

4.65 

2.10 

.0072|.0174  .0164  .0010 

.17 

.OOfiO  .0003   .71 

1.3 

37712 

Oct.    23  ,;  Slight. 

Slight. 

.76 

4.65 

2.50 

.0048 ;.0264  .0214  .0040 

.18 

.0020  .0003  .98      1.1 

38141 

Nov.  28 

Blight. 

Slight. 

.31 

4.40 

1.70 

.0106  .0180,. 0150:. 0030 

.25 

.0070  .0002  .52     1.1 

38458 

Dec.  24 

Slight. 

Slight. 

.54* 

4.10 

1.40 

.0070  .0212  .01781.0034 

1          1 

.20 

.0140  .0000:  .72     0.6 

Averages  by  Tears. 


.30 

3.42 

0.97 

.28 

2.95 

0.84 

.30 

3.67 

1.64 

.29 

3.43 

1.23 

.39 

3.61 

1.36 

.33 

3.39 

1.18 

.36 

3.55 

1.26 

.41 

3.84 

1.46 

.40 

3.47 

1.28 

.50 

3.54 

1.46 

.42 

3.53 

1.56 

.27 

3.60 

1.42 

.27 

3.65 

1.27 

.38 

4.00 

1.70 

.0016.0148 
.0018  .0149 
.0014'. 0128 
.0017'. 0129 
.0021  .0141 
.0026|.014e 
.0034  .0136 
.0039  .0187 
.0034'. 016"! 
I.00.-50  .0177' 
:.0026  .0173 
.0050  .0187 
.0062|. 01971 
.0060. 0207 
I  I 


.0126 
.0104 
.0100 
.0113 
.01-20 
.0109 
.0140 
.0136 


.0023 
.0024 
.0029 
.0028 
.0029 
.0026, 
.00471 
0031 


.16     .00991 
,14     .0071 


.01111 

.0137* 
.0092 
.0083 
.00631 


.OLSS  .0024 
.0150  .0023 
.01.V2  .0035 
.0164;. 0043 
.0170  .0037 


.21  .0066. 

.17  ''.0070 

.16  j|.0067 

,17  1. 0048 

,18  |.0060! 

,19  .0049 

,19  .00621 


.0002 

.0002 

_ 

.0001 

.0001 

.0001 

_ 

.0001 

.44 

.0001 

.40 

.0001 

.54 

.0001 

.52 

.0001 

.52 

.0001 

.49 

.0002 

.42 

.0002 

.47 

.0001 

.63 

Odor  in  1901,  generally  vegetable  or  unpleasant,  becoming  stronger  on  heating. 
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STATE   BOARD   OF   HEALTH.         [Pub.  Doc. 


liOTTELL,. 


Tubular  Wells  in  the  Valley  of  River  Meadow  Brook. 

[Parts  per  100,000.] 


1        ArPEARANCE. 

c 

Ammonia. 

NiTROGKN 

i 

Q 

J 

i   t 

E 

•3 

^1 

3  > 

•o 

= 

s 

K 

a 

1   *£ 

i 

i^ 

_o 

C3 

s 

to 

a 
o 

S5 

T. 

o 

a 

b 

< 

O 

s^ 

i: 

O 

W 

1-1 

1901. 

.34572 

Jan.  22 

Slight. 

Cons. 

.14 

9.80 

.0046 

.0062 

.50 

.0380  .0000 

.09 

3.5 

.0780 

348S0 

Feb.  26 

'  None. 

V.  Blight. 

.00 

8.60 

.0016 

.0036 

.57 

.0760  .0000 

.08 

3.6 

.0110 

35250 

Mar.  26 

V.  slight 

Slight. 

.07 

9.20 

.0054 

.0048 

.48 

.0400  .0001 

.09 

4.0 

.0250 

55511 

Apr.  23 

V.  slight. 

V.  slight. 

.08 

8.00 

.0044 

.0052 

.48 

.0410  .0001 

.09 

3.8 

.0260 

Averages  by  Years. 


1894 
1895 
1896 
1897 
1898 
1899 
1900 
1901 


02 

7.33 

.0003 

.0014 

.55 

.0549 

.0002 

.02 

2.8 

02 

9.22  1 

.0001 

.0024 

.56 

.0323 

.0002 

.05 

3.8 

02 

8.37 

.0002 

.0035 

.53 

.0507 

.0000 

.09 

3.8 

02 

8.71 

.0008 

.0035 

..55 

.0378 

.0001 

.08 

3.7 

06 

9.02 

.0002 

.0038 

.56 

.0392 

.0000 

.10 

3.9 

08 

8.55 

.0020 

.0045 

.47 

.0248 

.0000 

.12 

3.4 

05 

8.86 

.0025 

.0047 

.49 

.0340 

.0000 

.11 

3.6 

07 

8.87  1 

■  1 

.0040 

.0049 

.51 

.0487 

.0000 

.09 

3.7 

.0078 
.0119 
.0068 
.0041 
.0056 
.0139 
.0247 
.0347 


The  samples  represent  a  mixture  of  water  from  the  "  Cook  "  wells  with  water  from  the  "  Hydraulic  " 
'wells. 


Tubular  Wells  in  the  Valley  of  the  Merrimack  River,  near  the  Pawtucket  Boulevard. 


1901.  1 

34571 

Jan.  22' 

34879 

Feb.  26  ; 

35249 

Mar.  26 

35510 

Apr.  23 

35746 

May  21 

36118 

June  25 

36451 

July  22 

37002 

Aug.  28 

37390 

Sept.  25 

37713 

Oct.  23 

38142 

Nov.  28  i 

38469 

Dec.  24 

None. 
None. 
None. 
None. 
None. 
None. 
None. 
V.  Blight. 
V.  slight 
V.  slight. 
V.  slight. 
V.  slight. 


Slight 

.06 

4.80 

.0064 

.0040 

.26 

.0140 

.0001 

.07 

2.0 

V.  slight. 

.00 

4.40  1 

.0034 

.0020 

.29 

.0240 

.0000 

.05 

2.1 

V.  slight. 

.00 

4.70 

.0040 

.0032 

.29 

.0270 

.0000 

.06 

2.3 

V.  slight. 

.02 

3.90 

.00.52 

.0028 

.25 

.0170 

.0002 

.07 

2.0 

V.  slight 

.00 

4.30 

.0034 

.0022 

.26 

.0220 

.0000 

.02 

1.8 

V.  Blight. 

.01 

3.60 

.0052 

.0032 

.20 

.0190 

.0000 

.06 

1.4 

V.  slight 

.00 

4.00 

.0034 

.0030 

.24 

.0100 

.0001 

.08 

1.7 

V.  slight. 

.05 

3. .30 

.0036 

.0034 

.20 

.0070 

.0001 

.14 

1.4 

V.  Blight. 

.02 

4.70 

.0020 

.0034 

.22 

.0070 

.0001 

.10 

1.6 

V.  Blight 

.04 

4.01) 

.0036 

.0042 

.23 

.0020 

.0003 

.08 

1.7 

Slight. 

.02 

4.60  ■ 

.0036 

.0026 

.26 

.0100 

.0001 

.08 

1.6 

Blight. 

.06 

4.50 

.0058 

.0038 

.28 

.0170 

.0000 

.07 

1.8 

.0230 
.0160 
.0250 

.0380 
.0210 
.0260 
.0300 
.0480 
.0180 
.0210 
.0160 
.0310 


Averages  by  Tears, 


1896 
1897 
1898 
1899 
1000 
1901 


.01 

4.36 

.0044 

.0019 

.30 

.0462 

.0001 

.04 

1.8 

.09 

4.55 

.0096 

.0032 

.24 

.02.55 

.0001 

.05 

1.8 

.13 

4.43 

.0105 

.0030 

.27 

.0247 

.0000 

.08 

1.9 

.13 

4.56 

.0103 

.0034 

.28 

1.0203 

.0001 

.08 

1.7 

.10 

4.29 

.0089 

.0013 

.28 

j.0149 

.0001 

.10 

1.6 

.02 

4.23 

.0041 

.0031 

.25 

.0147 

.0001 

.07 

1.8 

.0098 
0222 
0310 
.0388 
.0691 
0260 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 
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liOWELL. 


Pumping  Station  No  1. 

[Parts  per  100,000.] 


S 

APPEARASCE. 

on 
Juration. 

Ammonia. 

NlTIIOGEN 
AS 

a 

s 

•o 

u 

1 

■5" 

'2 

1 

i 

3  > 

2W 

S) 

o 

c 
1 

a 

c 

Co 

a" 

e 

2; 

f- 

X 

o 

^ 

i^ 

< 

<^     t 

z; 

2; 

o 

H 

1001. 

t 

34881 

Feb.  26 

V.  slight. 

V.  slight. 

.00 

4.70 

.0026 

.0026 

.31     1 

.0320 

.0000 

.06 

2.0 

.0090 

35747 

May  21 

V.  slight. 

Slight. 

.01 

4.20 

.0018 

.0022 

.31 

.0640 

.0001 

.02 

2.3 

.0220 

36U9 

June  25 

None. 

None. 

.00 

i     4.90 

.0028 

.0016 

.23 

.0380 

.0000 

.07 

1.6 

.0140 

36450 

July  22 

Noui'. 

V.  Blight. 

.00 

:     4.20 

.0022 

.0032  ; 

.26 

.0130 

.0002 

.07 

1.4 

.0210 

37003 

Aug.  28 

V  slight.!  V.  slight. 

.02 

3.60 

.0014 

.0028 

.23 

.0160 

.0001 

.08 

1.7 

.0180 

37391 

Sept.  25 

None. 

V.  slight. 

.01 

'     4.40 

.0048 

.0046 

.24 

.0180 

.0001 

.06 

1.6 

.0070 

37714 

Oct.    23 

None. 

V.  slight. 

.01 

4.20 

.0018 

.0036 

.25 

.0080 

.0003 

.09 

1.8 

.0110 

38143 

Nov.  28 

V.  slight. 

V.  slight. 

.01 

4.00 

.0014 

.0024 

.28 

.0200 

.0000 

.09 

1.7 

.0090 

38460 

Dec.  24 

None. 

V.  slight. 

.02 

4.60 

.0040 

.0032 

.29 

1 

.0230 

.0000 

.06 

1.8 

.0070 

Averages  by  Tears. 


1899 
1900 
1901 


4.81 
4.-37 
4.31 


.0077 
.0063 
.0025 


.0036 
.0042 
.0029 


.30 

.27 
.27 


.0312 
.0252 
.0268 


.0001 
.0002 
.0001 


.08 
.09 
.07 


1.8 
1.8 
1.8 


.0272 
.0373 
.0131 


The  samplee  represent  water  from  the  "  Boulevard  "  wells. 

Water  Supply  of  Ludloav. 
(See  Springfield.) 

Water  Supply  of  Lynn  and  Sauous. 
Breed's  Pond. 

[Parts  per  100,000.] 


1 

Kesidce  ox 

1 

3 

APPEAKANeE. 

EVAPOBA- 

Ammonia. 

^ITROGE^• 

'S 

TION. 

c 
o 

o 

>. 

B 

1 

albcmisoid. 

■a 

•6 

00 

•a 

a 

O     1 

cs 

25) 

^ 

■i 

> 
"o 

oe 

"2 

o 

« 

c 

■5 

o 

o 

o 

=  c 

.e 

d 

Z, 

a 

H 

O 

H 

>j 

&. 

E- 

c 

so 

O 

2; 

» 

O 

a 

1001. 

34380 

Jan.     8 

V.  slight.  Slight. 

.30  1 

3.90 

1.40 

'.0062  .0232  .0188  .0044 

.69 

.0110.0001 

.55 

M 

34733 

Feb.  12 

V.  Blight. 

V.  slight. 

.30  ; 

4.30 

1.76 

.0082  .0204  .0184  .0020 

.62 

.01301.0000 

.46 

1.0 

35067 

Mar.  12 

Slight. 

Slight. 

.27  i 

4.25 

1.15 

.0096  .0204  .0170  .0034 

..S9 

.0040  .0000 

.47 

l.fi 

35358 

Apr.    9 

Slight. 

Cons. 

.38  1 

3.65 

1.65 

.0046  .0250  .0200  .0044 

.41) 

.OO.iO  .0001 

..51 

1.1 

35623 

May     7 

Slight. 

Cone. 

.41 

3.75 

1.50 

.0042  .0204  .0172  .0032 

.44 

.0010  .0000 

.61 

1.1 

35991 

June  11 

Slight. 

Cons. 

.59 

3.75 

1.50 

.0044  .0232  .0188  .0044 

.44 

.0020  .0000 

.70 

0.8 

36330 

July    9 

V.  slight. 

V.  Blight. 

.43 

3.75 

1.75 

.0U30  .0192  .0172  .0020 

Ah 

.0010  .0001 

.61 

1.0 

36794 

Auc.  14 

V.  slight. 

Slight. 

.35 

3.80 

1.60 

.0116  .0308  .0208  .0100 

.40 

.0010  .0000 

.65 

1.3 

37206 

Sept.  12 

V.  Blight. 

V.  slight 

.33 

3.70 

1.76 

.0008  .0212  .0196  .0016 

.4l"i 

.0020  .0001 

.46 

1.4 

37522 

Oct       8 

V,  slight. 

Slight. 

.44 

3.35 

1.40 

1.0028  .025S  .0230  .0028 

.41 

.0030  .0(101 

.45 

0.8 

37974 

Nov.  13 

.Slight 

V.  slight. 

.46 

3.45 

1.85 

.00441.0256  .0216  .0040 

.46 

.0050  .0000 

.51 

0.8 

38274 

Deo.  10 

V.  slight. 

V.  slight. 

.50 

3.90 

1.75 

1.0020 

.0270  .0216 

.0054 

.47 
.48 

.0020.0000 

.52 
.62 

0.6 

Av... 

.40 

S.80 

1.65 

.0051 

.0235!. 0196 

.0040 

.0042 

.0000 

1.0 

Avern 

ge  of  ten 

previous  years. 

.44 

3.60 

1.41 

.0024 

.0205  .0174 

.0031 

.61 

.0087 

.0001 

j.49 

0.9 

Odor  in  19U1,  generally  faintly  vegetable,  occasionally  uiiplensani,  becoming  Ptronger  on  healing. 

The  samples  colleclcd  during  the  spring  and  summer  months  contained  a  large  number  o^  orgauisma, 
consisting  chielly  of  Aoterionelln,  Tabellaria  and  Dinohryon.  The  organism  Croglena  was  found  in 
the  sample  collected  in  Ai)ril. 
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LTNX  AND  SArGUS. 


Birch  Pond. 

[Parts  per  100,000.] 


Kesidce  on 

. 

S 
1 

Appeakasce. 

EVAPORA- 
TIOK. 

Ammosia. 

KiTROGEN 
AS 

a 

s 

1 

^ 

ALBUMINOID. 

o 

>. 

^ 

o 

■o 

"''   1 

n 

s 

o 
o 

2 

1 

o 

"3 

!& 

6 

"a 

> 

1  c 

o 

s 

1 

e 

t-t 

SB 

Q 

^ 

cc 

U 

i* 

vj 

Eh 

H 

a 

oc 

U 

•A 

'A 

o 

» 

1901. 

i 

1 

34732 

Feb.  12 

V.  slight. 

Slight. 

.55 

7.05 

2.90 

.0252 

.0312  .0286 

.0026 

.69 

.0190 

.0000 

.83 

2.2 

35066 

Mar.  12 

Slight. 

Cons. 

.34 

6.10 

1.75 

,.0218 

.0276  .0234 

.0042 

.57 

.0050 

.0001 

.53 

2.2 

35357 

Apr.    9 

Decided.  1  Cons. 

.24 

4.10 

1.75 

- 

- 

- 

.45 

.0080 

.0001 

.89 

1.4 

35622 

May     7 

Slight.        Cons. 

.24 

3.65 

1.50 

j.0028 

.0228 

.0170 

.0058 

.45 

.0070 

.0001 

.50 

1.1 

35990 

June  11 

Slight.        Cons. 

.27 

3.30 

1.40 

1.0060 

.0326 

.0276 

.0050 

.47 

.0040 

.0001 

.44 

0.8 

36329 

July    9 

V.  slight.   Slight. 

.22 

3.80 

1.70 

1.0026 

.0208 

.0168 

.0040 

.50 

.0020 

.0001 

.44 

1.3 

86793 

Aug.  14 

V.  slight.!  Slight. 

.46 

4.35 

2.10 

.0072 

.0332 

.0236 

.0096 

.45 

.0020 

.0000 

.60 

1.6 

37521 

Oct.     8 

Decided. 

Slight. 

.42 

3.55 

1.75 

.0050 

.0300 

.0246 

.0054 

.35 

.0040 

.0001 

.55 

1.0 

37973 

-So\.  13 

Blight. 

Cons. 

.36 

3.55 

1.50 

.0026 

.0482 

.0370 

.0112 

.42  i 

.0030 

.0000 

.57 

0.6 

3S273 

Dec.  10 

Slight. 

Slight. 

.34 

3.50 

1.60 

[.0008 
.0082 

.0302 

.0228 

.0074 
.0061 

.37  1 

.47 

.54 

.0010 

.0001 

.47 
.53 

.41 

0.5 

Av.. . 

.34 

4.29 

1.79 

.0307 

.0246 
.0212 

.0055 

.0001 

1,3 

Avera 

ge  of  ten  previous  years, 

.48 

4.15 

1.65 

.0030 

.0262 

.0050 

.0057 

.0001 

1.1 

Odor  in  1901,  generally  faintly  vegetable,  frequently  unpleasant,  becoming  stronger  on  heating. 
The  samples  contained  a  large  number  of  organisms,  consisting  chieflj'  of  Asterionella,   Gyclotella, 
Tabellaria  and  Dinobryon.    The  organism  Synura  was  found  in  the  samples  collected  in  March,  April . 
and  May,  and  Uroglena  in  the  samples  collected  during  the  latter  part  of  the  year. 


Walden  Pond. 


1901. 

34384 

Jan. 

8 

34737 

Keb. 

12 

3.5071 

Mar. 

12 

85362 

Apr. 

9 

35627 

May 

7 

35995 

June 

11 

36334 

July 

9 

36798 

Aug. 

14 

37210 

Sept 

12 

37526 

Oct. 

8 

37977 

Nov. 

13 

38277 

Dec. 

10 

Slight.      I 
Blight. 
Slight. 
Slight. 
Decided,  j 
l)ecidcd.  j 
Decided. 
V.  slight. 
Slight.      I 
Slight. 
V.  slight. 
Slight. 


Slight. 

Slight. 

Cons. 

Cons. 

Cous. 

Cons. 

Slight. 

Cons. 

Cons. 

Cons. 

Slight. 

Cons. 


.48 

4.05 

1.80 

.0008 

.0360 

.40 

3.90 

1.85 

.0012 

.0330 

.36 

3.90 

1.30 

.0020 

.0372 

.36 

3.40 

1.75 

.0006 

.0280 

.32 

3.05 

1.40 

.0010 

.0272 

.31 

3.30 

1.35 

.0016 

.0262, 

.35 

3.30 

1.65 

.0032 

.0280 

.39 

3.15 

1.55 

.0116 

.0340 

.41 

4.10 

1.95 

.0088 

.0264 

.21 

2.95 

1.90 

.00.36 

.0360 

.25 

2.75 

1.25 

.0006 

.0342 

.19 

3.20 

1.25 

.0006 

.0280 

.0256 
.0232 
.0236 
.0208 
.0216 
.0196 
.0240 
.0192 
.0240 
.0296 
.0236 
.0172 


.0104 

.51 

.0098 

.51 

.01.36 

.44 

.0072 

.37 

.0056 

.36 

.0066 

.38 

.0040 

.38 

.0148 

.37 

.0024 

.38 

.0064 

..35 

.0106 

.85 

.0108 

.28 

00401 
0050 

0020 
0060 
0020' 
0020' 

O02o; 
0010 

0020 
,0030' 
0020| 
0000 


0000 

.81 

0000 

.72 

0000 

.65 

0000 

.61 

0000 

.52 

0800 

.53 

0001 

.58 

0000 

.50 

0001 

.47 

0001 

.61 

0000 

.52 

0000 

.36 

0.9 
0.8 

o.a 

0.6 

0.3 
0.8 
0.3 
0.6 
0.8 
0.6 
0.6 
0.2 


Averages  by 

Years 

1890 

l.Ofi 

4.98 

2.53 

.0292  .0432 

.0351 

.0081 

..34 

.0057 

.0001 

_ 

1.1 

_ 

1891 

_ 

_ 

1.21 

4.32 

2.20 

.0068 

.0615 

.0403 

.0212 

.34 

.0091 

.0001 

- 

0.7 

_ 

1892 

_ 

_ 

0.90 

4.81 

2.50 

.0094 

.062C 

.0383 

.0243 

.41 

.0110 

.0001 

- 

0.6 

_ 

1893 

_ 

_ 

0.92 

4.33 

2.40 

.0066 

.0470 

.0309 

.0161 

.44 

.0017 

.0001 

.80 

0.7 

. 

1896 

_ 

_ 

0.68 

3.45 

1.57 

.0031 

.0296 

.02.55]. 0041 

.40 

.0017 

.0000 

.76 

0.5 

_ 

1897 

_ 

_ 

0.77 

4.03 

1.88 

.0040 

.0355 

.0282  .007.3 

.45 

.0044 

.0001 

.67 

0.8 

_ 

1898 

. 

_ 

0.63 

8.67 

1.81 

.0010 

.0298. 0248  ..OO.'iO 

.39 

.0031 

.0000 

.m 

0.6 

_ 

1899 

_ 

_ 

0..50 

3.20 

1.58 

.0038 

.03371.0206  .0071 

.34 

.0023 

.0000 

.62 

0.6 

_ 

1900 

_ 

_ 

0.42 

S.-IO 

1..54 

.00.31) 

.03071.0237  .0070 

.40 

.0032 

.0001 

.59 

0.5 

- 

1901 

- 

-. 

0.34 

3.42 

1.58 

.0030 

.0312  .02271.0085 

.39 

.0025 

.0000 

.56 

0.6 

Odor  In  1901,  generally  distinctly  dlHagrcoablo  or  unpleasant.  All  of  the  samples  contained  a  large 
Dumber  of  organismH,  conslMling  chiefly  of  AHlerionc.llu,  Mffonirn,  Synedro,  Tabellaria,  JHnobryon 
Peridinlurn  and  ClilamydomonuB. 


Ko.  34.]     EXAMIXATIOX  OF  WATER  SUPPLIES. 
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LYXX  AND  SAUGUS. 


Glen  Lewis  Pond. 

[Parts  per  100,000.] 


Kksidue  on 

s 

Appearance. 

Evapora- 

Ammonia. 

SiTROGEN 

£ 

tion. 

AS 

b 
c 

c 

ALBUMINOID. 

s 

a 

•s 
s 

1 

■3 

i 

"3 

"3 
o 

u 

Otal. 
ssolvcd. 

•a 

go  S 
S  B. 

2 

«0 

«0 

1 

a 

o 

^ 

^ 

U 

^  1  — 

CO 

6 

!2i 

»5 

o 

1001. 

\ 

S4331 

Jan.  8 

V.  slight.  V.  slight. 

.24 

3.55 

1.85 

.0052  .0368 

.0296 

.0072 

.42 

.0020 

.0000 

.65 

0.8 

84734 

Feb.  12 

Slight.    Slight. 

.33 

4.15 

2.25 

.0280  .0310 

.0240 

.0070 

.48 

.0050 
.0020 

.0000 

.5-Z 

0.6 

35063 

Mar.  12 

Decided.  Cons. 

.53 

3.95 

1.50 

.0440  .0400 

.0272 

.0128 

.45 

.0000 

.ai 

0,6 

35359 

Apr.  9 

Slight. 

Uons. 

.23 

2.90 

1.55 

.0046  .0190 

.0142 

.0048 

.33 

.0050 

.0000 

.31 

0.3 

35624 

May  7 

Decided. 

Cous. 

.U 

3.15 

1.10 

.0030  .0258 

.0206 

.0052 

.36 

.0030 

.0000 

.^6 

0.6 

35994 

June  11 

Decided. 

Cons. 

.'22 

2.50 

1.00 

.0044  .0256 

.0202 

.0054 

.36 

.0010 

.0000 

31 

0  3 

36331 

July  9 

Dcei.led. 

Cons. 

.23 

3.00 

1.40 

.0012  .0284 

.0186 

.0093 

.35 

.0020 

.0001 

.84 

0,8 

36795 

Aug.  14 

Slight. 

Cone. 

.3'2 

3.30 

1.80 

.0140  .0464 

.0376 

.0088 

.35 

.0020 

.0000 

45 

0  6 

37207 

Sept  12 

V  slight. 

Slight. 

.46 

3.55 

1.85 

.0020  .0252 

.0216 

.0036 

.40 

.0020 

.0001 

.45 

1  1 

37523 

Oct.  8 

Slight. 

Cons. 

.30 

2.95 

1.80 

.0012  .0340 

.0176 

.0164 

.35 

.0020 

.0001 

.34 

0.5 

Averages  hy 

Tear 

S. 

_ 

1890 

. 

., 

.76 

'4.84 

2.21 

.0412 

.0445 

.0327  .0118 

.36 

.0063  .0001 

1,0 

- 

1891 

- 

- 

.63 

1  3.90 

1.75 

.0328 

.0434 

.0324 

.0160 

.34 

'.01241.0002 

_ 

0.6 

- 

1892 

- 

- 

.62 

3.95 

1.95 

.0127 

.0475 

.0.'}32 

.0143 

.40 

.0193. 0002 

_ 

0  6 

- 

1893 

- 

- 

.64 

3.81 

2.14 

.0112 

.0729 

.0.'}29 

.0400 

.42 

.0040  .0002 

.60 

0  6 

- 

1894 

- 

- 

.85 

3.81 

1.89 

.0107 

.0495 

.0297 

.0198 

.44 

1.0023  .0001 

.69 

0,5 

- 

1895 

- 

- 

.42 

3.77 

1.65 

.0053 

.0381 

.0246 

.0135 

.50 

. 00351. 0001 

.54 

0.7 

- 

1896 

- 

- 

.36 

3.74 

1.91 

.0068 

.0567 

.0306 

.0261 

.43 

.0039  .0001 

.47 

0,4 

- 

1897 

- 

- 

.42 

3.80 

2.20 

.0084  .0460 

.03S4 

.0076 

.49 

.0125  .0003 

.58 

0,9 

- 

1898 

- 

- 

.40 

3.63 

1.73 

.0066  .0393 

.0264 

.0129  1.40 

.0030  .0000 

.46 

0.5 

- 

1899 

- 

- 

.24 

3.55 

1.78 

.00351.0417 

.0268 

.0149 

.33 

.0019  .0000 

.46 

0.4 

- 

1900 

- 

- 

.21 

3.31 

1.57 

.0034  .0427 

.0253 

.0174 

.38 

.0016  .0000 

.47 

0,4 

" 

1901 

" 

" 

.30 

3.30 

1.61 

.0108  .0312 

.0231 

.0081 

.38 

.0026'  0000 

.43 

0.5 

Odor  in  1901,  generally  distinctly  unpleasant.  All  of  the  samples  contained  a  large  number  of 
organisms,  consisting  chiefly  of  AsteriontUa,  Jfelosira,  Cl<jthrocyslin,  Dinobryon  and  Peri'linium. 
The  orgaDism  Anabitna  was  found  in  the  samples  collected  iu  June,  July,  August  and  September,  and 
Urogleiia  in  the  samples  collected  in  January,  February,  March  and  April. 


Hawkes  Pond, 


34382 
34735 
35069 
35360 
35625 
35902 
36332 
36796 
37208 
37524 
37975 
38275 


1901. 

Jan.  8 
Feb.  12 
Mar.  12 
Apr.  9 
May  7 
June  11 
July  9 
Aug.  14 
Sept.  12 
Oct.  8 
Nov.  13 
Deo.  10 


V.  slight, 
V.  alight 
Decided. 
Slight. 
Slight 
Slight. 
V.  slight 
V.  slight, 
V.  slight 
V.  slight 
V.  slight, 
V.  slight. 


Slight. 

.50 

5.95 

2.25 

.0042 

V.  slight. 

.51 

7.00 

2.95 

.0052 

Cons. 

.70 

6.66 

2.30 

.0124 

Cons. 

.55 

5.30 

2.50 

.0038 

Cons. 

.54 

4.55 

2.10 

.0024 

Slight. 

.58 

4.20 

2.05 

.0040 

V.  slight. 

.43 

4.50 

2.15 

.0026 

Slight. 

.34 

4.20 

2.05 

.0140 

Slight. 

.30 

4.15 

1.90 

.0006 

V.  slight. 

.53 

7.85 

3.30 

.0008 

V.  slight. 

.24 

3.90 

1.90 

.0012 

V.  slight. 

.26 

4.10 

1.80 

.00341 

.0308 
.0328 
.0424 
.0304 
.0226 
.0270 
.0302 
.0288 
.0258 
.0264 
.0232 
.0204, 


,0292 
0296 
0336 
0230 
0204 
0244 
0232 
0232 
0232; 
02.381 
0216: 
0164; 


.OOIqI  .62 

.0090 

.0000 

1.77 

.00321  .69 

.0120 

.oooo;|.8i 

.00881.56 

.0060 

.0002  .93 

.0074,  .50 

.0120 

.00011.71 

.0022;  .46 

.0080 

.0000 

.52 

.0026  .45 

.0030 

.0000 

.75 

.0070  .45 

.0020 

.0002 

.69 

.0056  .40 

.0010 

.0000 

.68 

.0026,,.  41 

.0010 

.0001 

.55 

.0006|  .78 

.0050 

.0001 

.77 

.0016,. 43 

.0010 

.0000 

.51 

.0040,.  42 

.0020 

.0000  .61 

2.5 
S.l 
2.5 
2.0 
2.1 
1.3 
1.3 
1.7 
1.3 
3.6 
1.4 
1.4 


Averages  by 

Tears 

• 

_ 

1897 

_ 

_ 

.54 

4.64 

1.85 

.0024 

.0242 

.0204 

.0038 

.53 

.0098 

.0001 

.,59 

1.6 

- 

1898 

- 

- 

.51 

4.02 

1.80 

.0016 

.022- 

.0189 

.00:58 

.43 

.0044^ 

.0001 

..57 

1,? 

- 

1899 

- 

- 

.28 

4.10 

1.72 

.0025 

.0259 

.0213 

.0046 

.39 

.0043; 

.0000 

.50 

1.3 

- 

1900 

- 

- 

.37 

4.86 

1.83 

.0040 

.0297 

.0243 

.0054  ' 

.51  1 

.0040 

.0001 

64 

1  7 

1901 

■ 

.46  1 

6.20 

2.27 

.0048 

.0284 

.0245 

.0039  1 

1 

.51  i 

.0052 

.0001 

.68 

2.0 

Odor  in  1901,  generally  vegetable,  occasionally  ulipleasant,  becoming  stronger  on  heating.  The 
organism  iJiiiobryou  was  found  in  considerable  numbers  In  ihe  samples  collected  in  March  and  August - 
Synurii  was  present  in  the  samples  eollecled  In  July  and  September.  ' 
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STATE   BOAED   OF  HEALTH. 


[Pub.  Doc. 


LYNX  AXD  SATJGTJS. 


Saugus  River,  at  Montrose. 

[Parts  per  100,000.] 


Residue  on 

= 

Appeabasce. 

Evapora- 

Ammonia. 

Nitrogen 

tion. 

3 

c 

Q 

6 

c 

o 

ALBUMINOID. 

■a 

« 

o 
o 

•a 

£1 

a 

o 

i 

o& 

6 

B    1 

■a 
1  c 

c 
o 

l« 

I 

'2 

Y. 

~ 

r- 

x 

O 

H 

1^ 

H    1     G 

tn 

u 

2i 

a 

o 

Sh 

1901. 

1 
\ 

34385 

Jan.     8 

None. 

V.  slight. 

1.40 

12.15 

4.80 

.0060  .05301.0520 

.0010 

0.97 

.0080 

.0000 

1.88 

4.4 

34738 

Feb.  12 

j  V.  Blight. 

V.  slight. 

1.00 

11.35 

4.75 

.0088  .04481.0408 

.0040 

1.14 

.0100 

.0001 

1.53 

4.6 

35072 

ilar.  12 

Decided. 

Cons. 

0.61 

5.00 

1.60 

.0086 

.0432  .0300 

.0132 

0.44 

.0050 

.0001 

0.88'  1.8 

35364 

Apr.    9 

Slight. 

Cons. 

0.98: 

5.55 

2.65 

.0048 

.0344'. 0284 

.00601 

0.45' 

.0050 

.0000 

O.S9|  2.3 

35629 

M:ay     7 

'  V.  slight. 

Cons. 

1.18' 

6.40 

3.25 

.0032 

.0376!. 0336 

.0040 

0.71 

.0050 

.0000 

l.m    2.5 

35996 

June  11 

V.  slight. 

Slight. 

1.45 

7.50 

3.50 

.0044 

.0394  .0374 

.0020 

0.72 

.0090 

.0000 

1.45    3.0 

36335 

July    9 

V.  slight. 

Slight. 

0.72^ 

7.80 

3.55 

.0046 

.0330 

.0312 

.0018 

0.71 

.0070 

.0005 

1.021  3.0 

36799 

Aug.  14 

None. 

V.  slight. 

0.68, 

7.50 

3.20 

.0012 

.0356 

.0300 

.0056 

0.69 

.0030 

.0001 

0.901  3.0 

37212 

Sept.  12 

V.  slight. 

V.  slight. 

0.441 

7.80 

3.15 

.0028 

.0286 

.0208 

.0078 

0.69 

.0010 

.0002 

0.73 

3.0 

37527 

Oct.     8 

Slight. 

Slight. 

0.28, 

4.15 

2.10 

.0012 

.0250 

.0236 

.0014 

0.39 

.0020 

.0001 

0.50 

1.4 

37978 

Nov.  13 

None. 

V.  slight. 

1.15 

8.00 

4.00 

.0040 

.0436 

.0408 

.0028 

0.71 

.0020 

.0000 

1.26 

3.3 

38279 

Dec.  10 

V.  Blight. 

V.  Blight. 

1.20 

10.35 

5.10 

.0028 

.0522 

.0480 

.0042 

O.SO 

.0100 

.0009 

1.64 

3.8 

Averages  by  Tears. 


1898 
1899 
1900 
1901 


0.97 

7.55 

3.36 

.0043  .0380 

.0321 

.0059 

0.65i  1.0026 

.0001 

1.04 

0.51 

7.30 

2.67 

.0045  .0264 

.0234 

.0030 

0.61]i.0091 

.0002 

0.67 

0.64 

7.26 

2.69 

.0085  .0306 

.0278 

.0028 

0.63|1.0064 

.0002i 

0.84 

0.92 

7.80 

3.47 

.0044  .0392 

.0347 

.0045, 

0.70   .0056 

.0002, 

1.16 

3.0 
3.2 
3.3 
3.0 


Odor  in  1901,  generally  vegetable,  occasionally  faintly  unpleasant,  becoming  stronger  on  heating. 


Saugus  River,  at  HowletVs  Dam,  Saugus. 


1901. 

34383 

Jan.     8 

34738 

Feb.  12  ! 

35070 

Mar.  12 

85361 

Apr.    9 

35626 

May     7  | 

35993 

June  11   , 

86333 

July    9  1 

36797 

Aug.  14 

37209 

Sept.  12 

37525 

Oct.      8 

37976 

Nov.  13 

38276 

Dec.  10 

V.  slight. 
Slight. 
Decided. 
Slight. 
V.  Blight. 
V.  Blight. 
Slight. 
V.  slight. 
V.  Blight. 
V.  slight 
None. 
V.  slight. 


V.  Blight. 

1.00 

11.35 

4.10 

.0198 

.0364 

.0340 

.0024 

1.30 

.0820 

.0010 

1.13 

V.  Blight. 

0.61 

10.50 

3.80 

.0308 

.0280 

.0268 

.0012' 

1.28t 

.0780 

.0008 

0.88 

Heavy. 

- 

6.15 

1.60 

.0676 

.0600 

.0236 

.03641 

0.57i 

.0090 

.0006 

1.01 

Slight. 

0.95 

6.55 

3.40 

.0040 

.0308 

.02.54 

.0054  0.52' 

.0240 

.0003 

0.88 

Slight. 

1.16 

7.20 

3.60 

.0032 

.Oa'i2 

.0,304 

.0028  |0.74 

.01.50 

.0003 

1.12! 

Slight. 

1.50 

8.20 

3.75 

.0106 

.0456 

.0424 

.0032:0.81, 

.0090 

.0003 

1.48| 

Slight. 

0.75' 

8.90 

3.35 

.0098 

.0358 

.0,336 

.0022  ,0.91 

.0060 

.0006 

0.89 

Slight. 

0.82 

9.90 

4.30 

.0168 

.0484 

.0448 

.00,36  0.98 

.0120 

.0001, 

1.18 

Slight. 

0.5ll 

9.60 

3.76 

.0060 

.0.368 

.0288 

.0080!|1.44 

.0010 

.0001, 

0.75 

V.  Blight. 

0.48  10.85 

4.35 

.0070 

.0322 

.0296 

.0026; 1.82 

.0160 

.0004 

0.71 

V.  Blight. jO.. 53  il2. 00 

4.50 

.0250 

.0306 

.0288 

.00181  2.10, 

.0780 

.0045, 

0.80 

V.  Blight. 

0.80 

10.10 

4.60 

.0252 

.0316 

.0298 

.0018 

1.40 

.0750 

.0032 

1.04 

4.0 
4.4 
1.8 
2.1 


3.8 
4.0 
4.2 
4.3 
5.1 
4.3 


Averages  by 

Tears. 

1894 

. 

1.16 

8.68 

3.36 

.0056 

.0310 

.0272 

.0038 

1.03 

.0112 

.0014  0.05 

3.6 

. 

1895 

- 

- 

1.29 

8.33 

3.62 

.0064 

.0.381 

.0.349 

.0032 

0.94 

.012,0 

.0003   1.31 

3.1 

_ 

1896 

. 

- 

0.94 

7.60 

2.92 

.0068 

.0343 

.0.304 

.0039 

0.86 

.0163 

.0004  0.93 

2.7 

- 

1897 

- 

- 

1.09 

7.74 

3.08 

.0050 

.0337 

.0317 

.0020 

0.84 

.0110 

.0002  1.00 

3.1 

- 

1808 

- 

- 

0.90 

7.41 

3.11 

.0043 

.0.321 

.0295 

.0026 

0.84 

.0164 

.0002  0.88 

2.8 

_ 

1899 

_ 

- 

0.57, 

8.42 

2.69 

.0376 

.0340 

.0256 

.0084 

1,10 

.0171 

.0011  0.65 

3.2 

- 

1900 

- 

- 

0.63 

8.61 

2.82 

.0192 

.0.336 

.0290 

.0046 

1.07 

.0232 

.0008  0.78 

3.6 

~ 

1001 

~ 

~ 

0.831 

9.27 

3.75 

.0188 

.0374 

.0315 

.0069 

1.18 

.0337 

.0010  0.99 

3.6 

Odor  Id  1901,  generally  dlstlDctly  vegetable,  occasionally  unpleasant. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 
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liYNX  AND  SAUGUS. 


Faucet  in  Ly^in. 
[Pane  per  100,000.] 


Date  of  Collection. 

Appearanxe. 

kksidue  on 
Evapora- 
tion. 

Ammonia. 

a 
1 

0 
.67 

KiTROGES 

AS 

1 
1 
1 

1.95 

!5 

c 

1 

■3 

o 
o 
O 

■3 

§1 
0 

u 

ALBCTMINOID. 

00 

2 

o 

a 

55 

"3 

•a 

0 

S 

Q. 

■6 

■a 
1  c 

CO 
CI 

•5 

CB 

B 

343S6 

1901. 

Jan.     8 

V.  slight. 

V.  Blight. 

.70 

7.35 

2.80 

.0046 

.0314 

.0280 

.0034 

.0140 

.0000 

8.3 

34739 

Feb.  12 

V.  Blight. 

V.  Blight. 

.64 

7.70 

3.25 

.0044 

.0302 

.0292 

.0010 

.75 

.0110 

.0000 

1.01 

8.3 

85073 

Mar.  12 

Decided. 

Cons. 

.70 

7.90 

2.40 

.0082 

.0330 

.0300 

.0030 

.76 

.0110 

.0001 

0.94 

3.3 

85363 

Apr.    9 

Slight. 

Slight. 

.45 

5.35 

2.45 

.0014 

.0222 

.01981.0024 

.51 

.0100'.  0001 

0.63 

2.1 

85628 

May    7 

Decided. 

CODB. 

.31 

3.10 

1.10 

.0010 

.0186 

.0142 

.0044 

.45 

.0050  .0000 

0.5t 

1.3 

85997 

Jane  11 

Slight. 

Slight. 

.27 

4.00 

1.75 

.0024 

.0202 

.0168 

.0034 

.44 

.0050.0000 

0.43 

1.1 

36336 

July    9 

V.  Blight. 

V.  slight.  .24 

4.25 

1.65 

.0006  .0182 

.0162 

.0020 

.45  i 

.0030.0001 

1 

0.40 

1.1 

86800 

Aug.  14 

V.  Blight. 

V.  Blight. 

.35 

4.30 

1.80 

.0100 

.0216 

.0188 

.0028 

.44 

.0020,  .0001 

0.46   1.6 

37211 

Sept.  12 

V.  Blight. 

V.  Blight. 

.57 

4.30 

1.75 

.0010 

.0226 

.0198 

.0028 

.44 

.0020  .0001 

0.50    1.3 

87528 

Oct.     8 

Slight. 

V.  slight. 

.38 

4.35 

2.35 

.0026 

.0250  .0236 

.0014 

.35  ^ 

.0040  .0003 

0.42   1.1 

87979 

Nov.  13 

V.  slight. 

V.  slight. 

.34 

3.25 

1.25 

.0014 

.0288  .0222!. 0066 

.35 

.0040.0000 

0.50   0.6 

88278 

Dec.  10 

V.  Blight. 

V.  Blight. 

.35 

3.50 

1.50 

.0010!. 0266'  02481. 0018 

1          1          1          1 

.41 

.0010  .0000 

0.54   0.5 

Averages  by 

Tears 

_ 

1894 

_ 

- 

.76 

4.60 

1.95 

.0023 

.0216 

.0194 

.0022 

.57 

.0065 

.0001' 0.62 

1.3 

- 

1895 

- 

- 

.78 

5.12 

2.14 

.0017 

.0225 

.0195 

.0030 

.65 

.0102 

.0001  0.84 

1.7 

- 

1896 

- 

- 

.54 

4.41 

1.79 

.0015 

.0217 

.0179 

.0038 

.61 

.0063 

.0001' 

0.58 

1.3 

- 

1897 

- 

.53 

:  4.88 

1.75 

.0012 

.0206 

.0179 

.0027 

.59 

.0079 

.0001  0.51 

1.8 

- 

1898 

- 

- 

.45 

3.75 

1.65 

.0007 

.0173 

.0159 

.0014 

.46 

.0047 

.0000 

0.46 

1.1 

- 

1S99 

- 

- 

.30 

;  3.55 

1.45 

.0025 

.0181 

.0157 

.0024 

.42 

.0069 

.0001 

0.42 

0.9 

- 

1900 

- 

- 

.83 

3.97 

1.52 

.0029 

.0210 

.0186 

.0024 

.47 

.0038 

.0001 

0.50 

1.2 

- 

1901 

- 

.44 

4.95 

2.00 

.0032 

.0249 

.0220 

.0029 

.50 

.0060 

.0001^  jO.  69 

1.7 

Odor  Id  1901,  generally  faintly  vegetable,  occaBioually  unpleasant,  becoming  stronger  on  heating. 
The  organl.-<m  Dinohryon  was  found  in  the  samples  collected  in  January,  February,  March,  April 
and  May. 

Waters  examined  in  Co7inection  tvith  Advice  relative  to  Additional  Water  Supply. 

(See  also  page  32.) 


85716 

1901. 

May  17     V.  slight. 

Slight. 

1.50    4.40 

2.65 

.0016 

.0304  .0276 

.0028 

1 
.48 

.0030 

.0000 

1.62    1.1 

85718 

May  17 

None. 

V.  slight. 

2.20     6.00 

3.50 

1.0028 

.0424  .0384 

.0040 

.33 

.0020 

.0000 

2.06    1.1 

85717 

May  17 

V.  slight. 

Cons. 

0.631    3.15 

1.65 

.0010 

.0272  .0238 

.0034 

.29 

.0020 

.000011.05   1.0 

Odor  of  all  the  samples,  distinctly  vegetable. The  first  sample  was  collected  from  Martin's 

Brook,  at  the  Boston  &  Maine  Railroad  crossing  In  Wilmington;  the  second,  from  the  Ipswich  River, 
opposite  the  pumping  station  of  the  Reading  waterworks;  the  last,  from  Foster's  Pond,  in  Andover, 
near  its  outlet. 
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MALDEX. 


Water  Supply  of  Malden. 
(See  Metropolitan  Water  District,  pages  120-123.) 

Water  Supply  of  ^Manchester. 
Large  Well. 

[Parts  per  100,000.] 


b4 

o 

a 

Residue  on 
Evapora- 
tion. 

Ammonia. 

c 
o 

s 

Nitrogen 

AS 

a 

3 
C 

o 
O 

B 

;>. 

X 

o 

•5 

C3 

EC 

o 

o 
o 

1-J 

£ 

ALBUMINOID. 

1 

2 

> 
o 

5 

•6 

3  S- 
CO 

1 

Average  of  6  samples  collected  in 

1901. 
Average  of  nine  previous  years,     . 

.00 
.00 

,10.70 
10.26 

- 

.0003 
.0001 

.0011 
.0006 

- 

- 

1.84 
1.83 

.1246 
.1127 

.0000 
.0000 

.01 
.02 

3.6 

3.4 

.0064 
.0036 

Tubular  Wells,  near  Goolidge  Spring. 


Average  of  2  samples  collected  in 
1901. 


,0013  .0024 


Waters  examined  in  Connection  with  Advice  relative  to  Additional  Water  Supply. 

(See  also  page  35.) 

[Parts  per  100,000.] 


5 

Appearance. 

c 
o 

Ammonia. 

Nitrogen 

AS 

a 

1 

1 

o 

a 

2 
H 

1 
■5 
to 

i 

o 
O 

C  o 

3  > 

1 

IS 

o 

< 

6 
o 

2 

2 

a 

o 

c 

•s 

g 

35327 

1001. 

Apr.    3 

Decided. 

Cons. 

.01 

13.20 

.0180 

.0036 

1.58 

.2160 

.0060 

.06 

3.5 

0.6800 

3.5398 

Apr.  12 

Decided. 

Cous. 

- 

10.80 

.0022 

.0006 

1.55 

.1660 

.0012 

.03 

3.1 

0.2500 

3.1330 

Apr.    3 

Decided. 

CODi. 

.00 

16.70 

.0006 

.0036 

2.59 

.0210 

.0005 

.06 

4.4 

0.2200 

85402 

Apr.  12 

'  Blight. 

CODB. 

.05 

16.70 

.0000 

.0006 

2.55 

.0190 

.0000 

.01 

4.7 

0.0700 

85329 

Apr.    3 

'  Decided. 

Heavy. 

- 

86.30 

.0050 

.0040 

2.00 

.0740 

.0000 

.14 

3.6 

1.2400 

85401 

Apr.  12 

None. 

Slight. 

.00 

13.20 

.0000 

.0006 

2.48 

.0200 

.0000 

.01 

4.3 

0.0160 

35828 

Apr.    8 

Slight. 

Cods. 

.01 

10.60 

.0104 

.0032 

1.30 

.0920 

.0007 

.02 

2.9 

0.4800 

35390 

Apr.  12 

,  None. 

None. 

.00 

8.60 

.0000 

.0008 

1.30 

.1080 

.0000 

.02 

2.6 

0.0050 

35400 

Apr.  12 

Slight. 

Cods. 

.02 

9.80 

.0008 

.0072 

1.31 

.1380 

.0000 

.11 

2.7 

0.0100 

The  gamples  were  collected  from  tubular  test  wells  In  the  vicinity  of  the  largo  well  from  which  the 
main  supply  Is  at  present  derived,  as  follows:  the  first  two,  from  a  well  66  feet  south  of  the  large  well; 
the  next  two,  from  a  well  64  feet  south-ensl  of  the  large  well ;  the  next  two,  from  a  well  35  foet  east  of 
the  large  well;  the  next  two,  from  a  well  174  feet  north-east  of  the  large  well;  the  last,  from  a  well 
about  300  feel  north-west  of  the  large  well. 
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mansfield. 

Water  Supply  of  Mansfield  Water  Supply  District. 

Well. 

[Parte  per  100,000.] 


o 

Rbsiduk  on 

EVAPOBA- 
TIOU. 

Ammosia. 

c 

"u 

o 
Ic 

o 
.26 
.29 

Nitrogen 

AS 

■d 

1 

s 

1 

e 
Si 

1 

s 

3 

c 
o 

o 

£ 

ALBCMISOID. 

1 

5 

o 

•o 

> 

5 

■3 

■a 

3  =■ 
09 

1 

Average  of  6  samples  collected  In 

1901. 
Average  of  two  previous  years, 

.00 
.00 

2.76 
2.82 

- 

.0000 
.0001 

.0007 
.0008 

- 

- 

.0032 
.0026 

.0000 
.0000 

.01 
.01 

0.5 
0.7 

.0037 
.0011 

Water  Supply  of  Marblehead. 
Collecting  Well  No.  1. 

[Parts  per  100,000.] 


c 
o 

Appearance. 

Ammonia. 

XlTROGEN 
A3 

1 

1 

o 
S 

'■5 

1-* 

c 
<u 

B 
•3 

o 

esidiie  on 
Evapon 

2 

o 

o 

1 

a 

•5 
5 

S 

« 

Q 

03 

O 

" 

'iH 

■< 

O 

a 

"A 

o 

n 

-< 

190I. 

34315 

Jan.     2  : 

Decided. 

Cons. 

.30 

16.80 

.0150 

.0024 

2.68 

.0500 

.0001  1 

.02 

6.3 

.1000 

34693 

Fob.     8i 

Decided. 

Cons. 

.05 

16.70 

.0136 

.0018 

2.69 

.0400 

.0001 

.06 

6.9 

.0850 

34998 

Mar.    6  i 

Decided. 

Cons. 

.01 

16.80 

.0150 

.0034 

2.34 

.0420 

.0000 

.03 

5.9 

.1500 

35326 

Apr.    4  , 

Decided. 

Cons. 

.01 

19.70 

.0146 

.003d 

2.16 

.0380 

.0002 

.09 

7.3 

.1750 

35593 

May     2 

Decided. 

Oons. 

.16 

20.80 

.0178 

.0042 

1.72 

•0160 

.0002 

.04 

8.1 

.1800 

35963 

June  11 

Decided. 

Cons. 

.07 

16.80 

.0140 

.0028 

1  1.63 

.0330 

.0001 

.05 

6.3 

.1240 

36225 

July    2 

Decided. 

Cons. 

.01 

18.60 

.0172 

.0024 

1.72 

.0290 

.0002 

.04 

6.7 

.3600 

36694 

Aug.    8 

Decided. 

Heavy. 

.03 

17.60 

.0188 

.0030 

1.85 

.0160 

.0001 

.04 

5.7 

.1440 

37114 

Sept.  6 

Decided. 

Cons. 

.05 

18.60 

.0144 

.0014 

1.92 

.0100 

.0002 

.04 

5.4 

.0960 

37801 

Nov.    1 

Decided. 

Cons. 

.01 

17.00 

.0172 

.0042 

2.27 

.0150 

.0001 

.07 

8.6 

.2300 

382-27 

Dec.    4 

Decided. 

Cons. 

.35 

17.40 

.0118 

.0028 

2.32 

.0210 

.0001 

.04 

7.1 

.1600 

Averages  by  Tears. 

1891 

.00 

20.42 

.0008 

.0023  1 

4.73 

.1121 

.0005 

. 

8.7 

_ 

1892 

_ 

_ 

.01 

32.39 

.0001 

.0005 

9.56 

.1808 

.0002 

- 

11.3 

- 

_ 

1893 

_ 

_ 

.10 

15.77 

.0016 

.0009 

2.78 

.0793 

.0004 

.04 

8.2 

.0683 

_ 

1894 

_ 

_ 

.02 

13.46 

.0071 

.0018 

2.13 

.0829 

.0001 

.03 

•   6.4 

.0603 

_ 

1895 

_ 

_ 

.06 

15.05 

.0011 

.0016 

2.27 

.0350 

.0000 

.03 

7.1 

.0152 

_ 

1896 

_ 

- 

.09 

15.72 

.0021 

.0028 

1.67 

.0365 

.0005 

.05 

7.5 

.0296 

_ 

1897 

_ 

_ 

.09 

15.42 

.0024 

.0025 

1.62 

.0356 

.0000 

.02 

7.1 

.0212 

_ 

1898 

_ 

_ 

.11 

14.78 

.0100 

.0028 

1.67 

.0383 

.0003 

.04 

6.6 

.1096 

_ 

1899 

_ 

.05 

14.19 

.0146 

.0023 

1.54 

.0242 

.0001 

.06 

5.7 

.2172 

_ 

1900 

_ 

_ 

.12 

16.67 

.0160 

.0035 

2.36 

.0178 

.0001 

.06 

6.6 

.2176 

- 

1901 

- 

~ 

.10 

17.89 

.0154 

.0029 

2.12 

.0290 

.0001 

.05 

6.8 

.1040 

The  saraples  represent  a  mixture  of  water  from  collectiog  well  No.  1  with  water  from  collecting  well 
No.  2,  which  (lows  into  it. 


168 


STATE    BOARD    OF   HEALTH.  [Pub.  Doc. 


MARBLEHEAD. 


Collecting  Well  No.  2. 

[Pans  per  100,000.] 


B 
o 

"3 

Appearance. 

c 
_o 

'a 

n 
P 

1 

Ammonia. 

a 
o 

Nitrogen 

AS 

•3 

1 

a 
e 

o 

c 
■a 

a 

a 

3 
2 
a 

1 
•5 

o 
o 
U 

u 

fa 

•3 
o 
c 

c 

2 

34316 

1901. 

Jan.     2 

Decided. 

Cons. 

.60 

17.00 

.0270 

.0032 

1.80 

.0050 

.0000 

.06 

5.9 

.2200 

34694 

Feb.     8 

Decided. 

Cone. 

.02 

16.70 

.0130 

.0022 

2.71 

.0570 

.0001 

.05 

6.9 

.1700 

34997 

Mar.    6 

Decided. 

ConB. 

.02 

17.70 

.0256 

.0040 

1.65 

.0060 

.0000 

.06 

5.7 

.4500 

35325 

Apr.    4 

Decided. 

Cons. 

.03 

23.20 

.0294 

.0036 

1.69 

.0030 

.0000 

.06 

8.1 

.2700 

8SS94 

May     2 

Decided. 

Heavy. 

.10 

23.00 

.0332 

.0062 

1.60 

.0130 

.0000 

.06 

8.0 

.3400 

35964 

June  11 

Decided. 

Heavy. 

.06 

20.40 

.0298 

.0044 

1.53 

.0030 

.0000 

.10 

7.6 

.3400 

36224 

July    2 

Decided. 

Cons. 

.02 

19.40 

.0356 

.0040 

1.64 

.0030 

.0002 

.03 

7.7 

.6000 

36695 

Aug.   8 

Decided. 

Heavy. 

.20 

18.30 

.0342 

.0032 

1.65 

.0020 

.0000 

.11 

6.1 

.2340 

37115 

Sept.   6 

Decided. 

Cons. 

.05 

18.20 

.0224 

.0018 

1.51 

.0030 

.0001 

.06 

5.4 

.1300 

37802 

Nov.    1 

Decided. 

Heavy. 

.01 

17.80 

.0328 

.0052 

1.64 

.0030 

.0001 

.11 

8.1 

.5200 

Averages  hy  Tears, 


1894 
1899 
1900 
1901 


- 

- 

12.87 

.0143 

.0033 

1.39 

.0033 

.0000 

l07 

5.3 

- 

.04 

14.92 

.0276 

.0029 

1.65 

.0013 

.0000 

.08 

6.0 

- 

.16 

16.83 

.0253 

.0040 

1.85 

.0070 

.0001 

.08 

6.2 

- 

.11 

19.17 

.0283 

.0038 

1.74 

.0098 

.0000 

.07 

6.9 

.2933 
.2972 
.3333 
.3274 


Water  Supply  of  Marlborough. 

Lake  Williams. 

[Parts  per  100,000.] 


1^ 

o 

8 

Residue  on 
Evapora- 
tion. 

Ammonia. 

aj 

a 

o 
O 

.45 
.47 

Nitrogen 

AS 

1 

a 

1 

o 

e 
-a 
eg 

ta 

1 

fa 

AI.IIUMINOID. 

1 

•2 

1 

O 

5 

■a 
a  o. 

S 

Average  of  4  saraplcB  collected  In 

1901. 
Average  of  nine  previous  yeara,    . 

.08 
.09 

4.29 
4.20 

1.45 
1.28 

.0026 
.0011 

.0243 
.0214 

.0197 
.0182 

.0046 
.0032 

.0050 
.0049 

.0000 
.0000 

.31 
.25 

1.6 
1.8 

- 

Odor  In  1901,  generally  faintly  vegetable  or  iinpleaeaDt  when  heated. 
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MARLBOROUGH. 

North  Branch  of  Millham  Brook,  near  its  Entrance  to  the  Millham  Brook  Storage 

Reservoir. 

[Parts  per  100,000.] 


Kesidce  on 

o 

1 

§ 
o 

2 

CS 

API'EARANCK. 

EVAPOKA- 
TIOX. 

Ammosia. 

a 

3 

NiTBOGEK 
AS 

'si 

B 

3 

i 

& 

c 
a 

5 

§ 
"3 

o 

a 

S 
§1 

o 

ALBUMINOID. 

g 

1 

u 

.a 
g 

.     i      t 

■a 

1  c 

s  e. 

m 
u 
C 
■3 

a 

in 

- 

i- 

50 

O 

H 

"J 

b 

t-  1   a 

03 

O 

55 

o 

ti 

1901. 

. 

34344 

Jan.     7 

V.  Blight. 

Cons. 

0.70 

6.00 

1.85 

.0024  .0224 

.0186. 0038' 

.48 

.0150 

.0000 

0.84   1.6 

34707 

Feb.   11 

V.  slight. 

V.  slight. 

0.70 

6.15 

2.25 

.0082.0164 

.0154  .0010 

.35 

.0130 

.0000 

0.67;  1.3 

35129 

Mar.  15 

Slight. 

Slight.      10.71 

3.85 

2.00 

.0090.0228 

.0204  .0024 

.25 

.0300 

.0001 

0.81    1.1 

35342 

Apr.    8 

Decided. 

Cons. 

0.60 

3.75 

2.00 

.0040  .0218 

.0192  .0026 

.25 

.0160 

.0000 

0.62   0.8 

3560S 

May     6 

V.  slight. 

V.  slight. 

1.20 

4.15 

2.40 

.0006  .0218  .0210  .0008 

.30 

.0010  .0000 

1.01    1.1 

35933 

June  10 

Kone.       ■  V.  slight. 

1.44 

6.10 

3.00 

.0024. 0318  .0298  .0020 

.26 

.0020. 0000 

1.32    1.3 

36261 

July     8 

V.  slight.  Bliehl. 

1.04 

4.85 

2.25 

.0038  .0318  .0270,  .0048 

.27 

.0000  .0001 

0.86   1.1 

36704 

Auir.  12 

V.  sliaht.  Slight. 

1.50l 

6.30 

3.30 

.0036  .0403  .0378  .0030 

.31 

.0010  .0001 

1.66;    1.7 

37113 

Sept.    8 

V.  slight.!  Slight. 

1.50 

7.65 

3.30 

.0068  .0372  .0336  .0036 

.35 

.0040  .0001 

1.701  1.8 

37514 

Oct.      8 

Decided.  ]  Slight. 

1.16 

6.60 

3.35 

.0028  .0380  .0332  .0048 

.46 

.0020  .0000 

1.34    1.7 

37910 

Xov.  11 

V.  slight.  V.  slight. 

1.10 

7.50 

2.40 

.0016  .0226  .0220  .0006 

.38 

.00.30  .0000 

0.97    1.3 

38265 

Dec.     9 

None.       1  Slight. 

0.90 

6.30 

2.70 

.0032  .0202  .019(r.0012 

.42 

.0110  .0000 

1.00   1.1 

Averages  by  Years. 


1896 
1897 
1898 
1899 
1900 
1901 


1.22     5.45 

2.11 

1.46    5.65 

2.51  ; 

1.35     5.44 

2.. =-3 

0.84  .4.82 

1.93 

0.99     5.60 

2.18 

1.05    5.77 

2.57 

I       !       i       I' 

.0023  .0262  .0226  .0036  i. 35 
.0022  .0291  .0265  .0026  .38 
001 8 1.0265  .0236  .0029  .34 
0038  .0287  .0234  .0053  |.29 
.00311.0251  .0228  .0023  .33 
.0040|.0273  .02471.0026  .34 


.0095 

.0001 

1.09 

1.4 

.0076 

.0001 

1.05 

1.4 

.0107 

.0001 

1.05 

1.3 

.0100 

.0001 

0.78 

1.1 

.0053 

.0000 

0.93 

1.3 

.0082 

.0000 

1.07 

1.3 

Odor  in  1901,  generally  vegetable  or  unpleasant,  becoming  stronger  on  heating. 


Millham  Brook,  near  its  Entrance  to  the  Millham  Brook  Storage  Reservoir. 

34345 

1901. 

Jan.     7 

,  V.  slight. 

Slight. 

.32 

5.75 

1.60 

.0022  .0174 

.0140 

.0034  .64 

.0610 

.0000 

.54 

2.1 

34708 

Feb.  11 

;  V.  slight. 

V.  slight 

.30 

5.70 

2.10 

.0040  .0158 

.0148 

.0010  .45 

.0490 

.0000 

.54 

2.1 

35130 

Mar.  15 

i  V.  slight. 

V.slinht 

.46 

4.85 

2.10 

.0J2S  .0200 

.0196 

.0004':. 32 

.0550 

.0001 

.65 

2.3 

35343 

Apr.    S 

i  V.  8liu'ht. 

V.  slight. 

.36 

3.95 

1.90 

.0058  .0190 

.0182 

.0008|i.32  . 

.0170 

.0001    .51 

1.1 

35605 

May     6 

V.  slight. 

V.  slight. 

.52 

4.10 

1.95 

•0010  .0156 

.0136 

.0020 

.34 

.0180 

.0000   .56 

1.6 

35934 

June  10 

V.  Plight. 

V.  slight. 

.75 

5.00 

2.10 

.0014  .0232 

.0218 

.0014 

.38 

.0180 

.0001    .71 

2.1 

36262 

July     8 

V.  slight. 

V.  slight 

.32 

5.45 

2.15 

. 00261. 02:?4 

.0206 

.0028 

.44 

.0180 

.0003  .52 

2.1 

36705 

Aug.  12 

V.  Blight. 

V.  slight. 

.60 

5.90 

2.65 

.0044  .0298 

.0284 

.0014 

.36 

.0020 

.0002  1.79 

2.1 

37110 

.'iept.   8 

V.  slight. 

V.  slight. 

.37 

6.00 

2.70 

.0032  .0178 

.0168 

.0010 

.43 

.0060 

.0001  ;.65 

2.3 

37515 

Oct.     8 

'  V.  slight. 

V.  slight. 

.46 

6.35 

2.60 

.002^  .0220 

.0212 

.0008 

.44 

.0060 

.000]    .73 

2.6 

37911 

Nov.  11 

V.  slight. 

V.  slight. 

.44 

6.35 

1.85     .0010  .0198 

.0180 

.0018, .47 

.0130 

.0001    .70 

2.2 

38266 

Due.     9 

None. 

V.  slight. 

.38 

6.20 

2.35  j. 0020,. 0162 

II          1 

.0146 

.00161.45  j 

.0200 

.OOOOi.51 

2.0 

Averages  bij 

Years. 

. 

1896 

.62 

5.47 

1.90 

.0022 

.0199  .0174 

11 
.  0025:  |.  37 

.02091.0001 '.65 

1.9 

- 

1897 

- 

- 

.74 

5.27 

2.02 

.0018 

.0214  .0198 

.0016   .38 

.0162  .0001   .65 

2.0 

- 

1898 

- 

_ 

.54 

5.12 

2.11 

'.ooie 

.0172;. 0156 

.0016  .39 

.01 66. 0001    .53 

1.8 

- 

1899 

_ 

. 

.29 

4.97 

1.65 

,.0021 

.0169  .0149 

.0020,  .39 

..01281.0001    .40 

1.8 

- 

1900 

- 

- 

.47 

5.59 

1.96     .0027 

.0198  .0183 

.OOloi  .39 

.0138.0001   .66 

i.e 

~ 

1901 

~ 

- 

.44 

5.47 

2.17  li.0028 

1 

.0200  .0186 

.0015  .41 

.0236  .0001   .62 

2.0 

Odor  in  1901,  generally  vegetable  or  unpleasant,  becoming  stronger  on  heating. 
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STATE    BOARD    OF   HEALTH.  [Pub.  Doc. 


MARIiBOROUGH. 

Millham  Brook  Storage  Reservoir,  at  Surface. 

[Parts  per  100,000.] 


Residue  on 

Appearakce. 

Evapora- 

Ammonia. 

Nitrogen 

■y 

s 

g 

tion. 

y 

3 

c 

ALBCMINOID. 

c 

u 

o 

>j 

T3 

0 

g 

s 

3 

525 

o 
1 

■a 
1 

a 

■5 

■3 
0 

°5> 

a 

> 

■o 

c 

0 

2 

.■§ 

c 

03 

U 

H 

i-I 

b 

ir* 

a 

m 

u 

•A 

iz; 

0 

a 

1901. 

34346 

Jan.     7 

Decided. 

Slight. 

.39 

4.45 

1.60 

.0018 

.0310 

.0240 

.0070 

.34 

.0180 

.0000 

.61 

l.R 

34709 

Feb.  11 

j  V.  slight. 

V.  Blight. 

.34 

4.70 

1.85 

.0034 

.0270 

.0242 

.0028 

.37 

.0230 

.0000 

.56 

1.7 

35131 

Mar.  15 

Decided. 

Slight. 

.40 

3.30 

1.70 

.0068 

.0296 

.0232 

.0064 

.18 

.0190 

.0001 

.64 

1.1 

35344 

Apr.    S 

Slight. 

Cons. 

.,39 

3.65 

1.80 

.0074 

.024-2 

.0214 

.0028 

.24 

.0080 

.0001 

.,53 

1.0 

35606 

May     6 

Slight. 

Cons. 

.40 

3.40 

1.50 

.0010 

.0208 

.0140 

.0068 

.28 

.0120 

.0001 

.,S2 

1.1 

35935 

June  10 

V.  slight. 

Cons. 

.61 

4.00 

1.85 

.0018'.  027S 

.0210 

.0068 

.29 

.0050 

.0001 

..59 

1.4 

36263 

July    8 

V.  slight. 

Slight. 

.49 

3.80 

1.65 

.0020. 0268 

.0224 

.0044 

.27 

.0010 

.0001 

.61 

I..'? 

36706 

Aug.  12 

Slight. 

Cons. 

.39 

3.50 

1.65 

.0032. 0396 

.0272 

.0124 

.25 

.0010 

.0001 

.57 

1.1 

37111 

Sept.    8 

\  V.  slight. 

Cons. 

.32 

3.65 

1.95 

.0004. 0312 

.0230 

.0082 

.26 

.0030 

.0001 

.67 

1.8 

37516 

Oct.     8 

1  V.  slight. 

Cons. 

.80 

4.65 

2.30 

.0284,. 0364 

.0276 

.0088 

.26 

.0020 

.0001 

.69 

1.7 

37912 

Nov.  11 

V.  slight. 

V.  slight. 

.84 

4.60 

1.85 

.0258'. 0310 

.0272 

.0038 

.28 

.0070 

.0000 

.69 

1.1 

38267 

Dec.    9 

None. 

V.  slight. 

.62 

5.40 

2.25 

.0118  .0242 

.0226 

.0016 

.36 

.0150 

.0002 

.59 

1.6 

Averages  by 

Tears 

_ 

1S96 

_ 

_ 

.80 

4.44 

1.68 

.0058 

.0306 

.0248 

.0058 

.30 

.0088 

.0003 

.69 

1.3 

- 

1897 

- 

- 

.83 

4.24 

1.77 

.0031 

.0293 

.0243 

.0050 

.30 

.0088 

.0001 

.64 

1.5 

- 

1898 

- 

- 

.67 

4.30 

1.95 

.0050 

.0239 

.0191 

.0048 

..32 

.0095 

.0001 

.59 

1.3 

- 

1899 

- 

- 

.37 

3.67 

1..58 

.0065 

.0,323 

.0223 

.0100 

.27 

.0081 

.0001 

.43 

1.1 

- 

1900 

- 

- 

.41 

3.78 

1.40 

.0029 

.0.332 

.0240 

.0092 

.26 

.0032 

.0001 

.54 

1.1 

" 

1901 

~ 

~ 

.50 

4.09 

1.83 

.007& 

.0291 

.0231 

.0060 

.28 

.0095 

.0001 

.61 

1.4 

Odor  in  1901,  generally  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating.  All  of  the 
samples  contained  a  very  large  number  of  organisms,  coneisling  chiefly  of  Asterionella,  Tabellaria, 
Anabrena,  Cfxlosphrerium  and  Dinobryon.  The  organism  Uroglena  was  found  in  the  sample  collected 
in  January. 


Millham  Brook  Storage  Reservoir, 

at  Bottom. 

1001. 

34347 

Jan.     7 

Decided. 

Cons. 

0.44 

4.75 

1.40 

.0074 

.0292 

.0220 

.0072 

.35 

.0200 

.0000 

0.60 

1.4 

34710 

Feb.  11 

V.  slight. 

Slight. 

0.89 

5.20 

1.85 

.0094 

.0310 

.0268 

.0042 

.38 

.0180 

.0000 

0.58 

1.6 

35132  i  Mar.  15 

Decided, 

Cona, 

0.45 

4.55 

2.05 

.0190 

.0,382 

.0228  .01,54 

.29 

.0180 

.0001 

0.60 

1.8 

35345 

Apr.    8 

Decided. 

Cons. 

0..38 

3.60 

1.70 

.00,58 

.02.34 

.0186  .0048 

.24 

.0170 

.0002 

0..53 

1.3 

35607 

May     6 

Slight. 

Cons. 

0.40 

3.45 

1..50 

.0010 

.0204 

.01381.0066 

.29 

.0120 

.0001 

0.50 

1.1 

35936 

June  10 

1  Decided. 

Cons. 

0.78 

4.00 

1.76 

.0242 

.0260 

.0200 

.0060 

.28 

.0080 

.0002 

0.67 

1.4 

36264 

July    8 

Decided. 

Cons. 

_ 

6.30 

2.25 

.0972 

.0,396 

.0292 

.0104 

.25 

.0010 

.0002 

0.89 

1.3 

36707 

Au(f.  12 

Decided. 

Heavy. 

0.70 

4.00 

1.85 

.0172 

.0448 

.0296 

.0152 

.26 

.0030 

.0001 

0.65 

1.0 

37112 

Sept.   8 

Decided. 

Cons. 

2.70 

7.10 

2.95 

.1800 

.0496 

.0280 

.0216ii.27 

.00.50 

.0001 

1.18 

2.1 

37517 

Oct.     8 

Slight. 

Cons. 

0.77 

4.50 

2.25 

.0288 

.0344 

.0268 

.0076;.ii6 

.0010 

.0000 

0.68 

1.4 

37913 

Nov.  11 

None. 

V.  slight. 

0.82 

4.60 

1.85 

.0256 

.0326 

.0270 

.0056 

.29 

.0080 

.0000 

0.75 

1.1 

38268 

Dec.    9 

None. 

Slight. 

0.80 

6.00 

2.10 

.0180 

.0264 

.0228 

.0036 

.34 

.0100 

.0002 

0.63 

1.4 

Averar/es  by 

Yean 

. 

. 

1896 

1.04! 

5.07 

1.94 

.0186 

.0,331 

.0271  .0060 

.31 

.0110 

.0002 

0.82 

1.5 

- 

1897 

- 

- 

1.47, 

0.,33 

2.24 

.0233 

.0343 

.0288  .00.55 

.,32 

.0075 

.0003 

0.79 

1.7 

- 

1898 

- 

_ 

1.29 

5.21 

2.35 

.0472 

.0285 

.0224  .0061 

,31 

.0071 

.0002 

0.68 

1.5 

- 

1899 

. 

_ 

0.80| 

4.25 

1.62 

.0310 

.0;!70 

.0238 

,0132 

,29 

.0086 

.0001 

0.49 

1.3 

- 

1900 

- 

- 

0.92 

4.43 

1.61 

.0402 

,0395 

.02,52 

,0143 

.26 

.0026 

.0001 

0.63 

1.1 

■■ 

1901 

~ 

- 

0.78 

4.67 

1.96 

.0361 

.0330 

,0240 

,0090 

.29 

.0101 

.0001 

0.69 

1.4 

Odor  In  1901,  generally  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES.  171 

MARSHrrELD. 

Water   Supply   of   Bkant   Rock,    Marshfield.  —  Brant   Rock 

Water  Company. 

Well. 

[I'artB  per  100,000.] 


i 

8 

ke8idue  un 
Evapora- 
tion. 

Ammonia. 

o 
3.41 

NlTBOGKN 
AS 

1 

a 

aa 
C 
O 

o 

C 
1 

S 
o 

c 
■a 

CS 

1 

o 

£ 

ALBUUINOID. 

5? 

H 

> 
o 

5 

"2 

S  o. 

1 

August,  1901, 

.00 

12.20 

- 

.0002 

.0014 

- 

- 

.0700 

.0000 

.02 

2.0 

.0040 

W^ater  Supply  of  Maynard. 

While  Pond. 


Average  of  4  eamples  collected  in 

1901. 
Average  of  nine  previous  years,     . 


2.94 
2.35 


1.11 

0.86| 


.0003  .0104 
.0005  .0146 


.0095 
.0122 


.0009 

,0024 


|0.33 
0.29 


,0027  .0000 
,00181.0000 


.17  0.9 
.160.6 


Water  Supply  of  ]\Iedfield. 
Spring. 


September,  1901, 


.  .00   3.90  -   .0006  .0034 


-  ,0.20  .0000  .0000  .091.1  .0060 


Water  Supply  of  Medfield  Insane  Asylum. 
Farm  Pond  in  Sherborn. 


Average  of  4  samples  collected  in 

1901. 
Average  of  three  previous  years,  . 


2.05 
1.86 


0.71 
0.84 


.0002 
,0018 


.0122 
.0121 


.0116 
.0111 


,0006 
,0010 


0.24 
0.25 


,0017 
,0019 


.0000 
.OOOOi 


Odor  in  March,  1901,  fishy;  in  September,  faintly  vegetable. 

Water  Supply  of  Medford. 
(See  Metropolitan  Water  District,  pages  120-123  ) 


Water  Supply  of  ]Melrose. 
(See  Metropolitan  Water  District,  pages  120-123.) 
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aiETHUEX. 


Water  Supply  of  Methuen, 

Tubular  Wells. 

[Parte  per  100,000.] 


i 

APPEARiNCE. 

1 

Ammonia. 

Nitrogen 

•6 

a 

o 

^  £ 

^ 

^ 

og 

■a 

c 

00 

^ 
o 

■5=^ 

-5 
3 

c 
S 

o 

o 

is 

c 

2 

IE 

bo 

B 

-a 

!zi 

O 

H 

m 

U 

K 

b 

< 

O 

g 

g 

o 

a 

M 

1901. 

34892 

Feb.  27 

None. 

None. 

.00 

7.80 

.0000 

.0042 

.36 

.0200 

.0000 

.01 

3.3 

.0051 

35514 

Apr.  24 

None. 

None. 

.01 

7.50 

.0006 

.0044 

.36 

.0280 

.0000 

.02 

3.9 

.0050 

36153 

June  26 

V.  slight. 

None. 

.11 

8.50 

.0004 

.0044 

.33 

.0200 

.0000 

.01 

4.0 

.0090 

37022 

Aug.  28 

V.  slight. 

V.  slight. 

.10 

7.50 

.0000 

.0080 

.30 

.0150 

.0001 

.20 

3.3 

.0120 

37781 

Oct.  30 

V.  slight. 

None. 

.09 

6.80 

.0000 

.0076 

.34 

.0170 

.0001 

.20 

3.5 

.0070 

38463 

Dec.  24 

None. 

V.  slight. 

.04 

7.90 

.0002 

.0066 

.34 

.0300 

.0000 

.02 

3.0 

.0080 

Averages  by  Tears. 


1894 
1895 
1896 
1897 
1898 
1899 
1900 
1901 


.02 

7.77 

.0002 

.0033 

.26 

.0057 

.0000 

06 

3.1 

.06 

7.44 

.0001 

.0030 

.26 

.0062 

.0000 

09 

3.2 

.06 

7.58 

.0005 

.0015 

.25 

.0065 

.0001 

06 

3.2 

.06 

7.04 

.0002 

.0038 

.27 

.0032 

.0003 

10 

3.3 

.07 

6.72 

.0002 

.0028 

.32 

.0158 

.0001 

11 

2.8 

.07 

6.97 

.0003 

.0049 

.33 

.0238 

.0000 

11 

2.6 

.08 

7.48 

.0003 

.0046 

.34 

.0220 

.0000 

09 

3.3 

.06 

7.67 

.0002 

.0059 

,34 

.0217 

.0000 

08 

3.5 

Odor  of  Nos.  34892  and  35514,  earthy. 

Water  Supply  of  Middleborough  Fire  District. 

Well. 


84325 
84683 
35010 
36324 
35579 
35861 
36217 
3666e 
37102 
37456 
37861 
88231 


1901. 

Jan.  2 

Feb.  6 

Mar.  6 

Apr.  3 

May  1 

June  5 

July  2 

Aug.  7 

Sept.  5 

Oct.  2 

Nov.  6 

Dec.  4 


Slight. 

None. 

V.  slight. 

None. 

V.  slight. 

V.  slight. 

Decided. 

Decided. 

Decided. 

Decided. 

Decided. 

Slight. 


Cons. 

V.  slight 

Cons. 

V.  slight. 

Slight. 

Cons. 

Cons. 

Slight. 

V.  slight 

Slight. 

Slight. 

CODB. 


6.40 
6.20 
6.60 
5.80 
6.40 
7.70 
8.00 
6.10 
7.00 
5.90 
5.50 
6.00 


.0022 
.0010 
.0010 
.0014 
.0014 
.0012 
.0006 
.0006 
.0010 
.0000 
.0038 
.0020 


,0028 
,0024 
,0026 
,0026 
,0032 
,0064 
.0112 
.0088 
.0086 
.0076 
.0052 
.0036 


.77 
.73 
.74 
.76 
'.79 
.78 
.61 
.58 
.52 
.52 
.61 
.62 


1300 
1200 
0800 
1000 
1750 
1000 
,0480 
,0300 
,0190 
.0280 
.0460 
.0390 


.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0002 
.0000 
.0001 
.0002 
.0000 
.0001 


.07 
.06 
.05 
.05 
.08 
.03 
.18 
.22 
.24 
.24 
.20 
.06 


Averages  by  Years. 


. 

1888 

.00 

8.07 

.0001 

.0025 

96 

.1494 

.0001 

_ 

_ 

_ 

- 

1896 

- 

_ 

.06 

6.74 

.0001 

.0028  ! 

74 

.0687 

.0000 

.08 

2.6 

.0187 

_ 

1896 

_ 

_ 

.18 

6.54 

.0003 

.0038 

72 

.0565 

.0000 

.09 

2.4 

.0288 

_ 

1897 

_ 

- 

.09 

6.28 

.0006 

.0039 

71 

.0580 

.0000 

.11 

2.6 

.0227 

- 

1898 

_ 

_ 

.16 

6.78 

.0008 

.0044 

75 

.0687 

.0001 

.14 

2.7 

.0408 

. 

1899 

- 

_ 

.15 

6.54 

.0010 

.0037 

69 

.0084 

.0000 

.12 

2.3 

.0329 

- 

1900 

_ 

- 

.15 

5.99 

.0012 

.0037 

69 

.0592 

.0000 

.10 

2.2 

.0489 

- 

1901 

- 

- 

.19 

6.47 

.0014 

.0053 

67 

.0762 

.0000 

.12 

2.3 

.0487 

Odor  in  October,  1901,  distinctly  unpleasant. 


Water  Supply  of  Middleton. 

(See  Danvers.) 


No.  34.]    exa:\iixatiox  of  water  supplies. 
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milford  and  hopedale. 

Water  Supply  of  Milford  and  Hopedale. — ^Iilfokd  Water 

Company. 

Wells. 

[Parte  per  100,000] 


c 

o 
o 
u 

Kesidcb  on 

EVAPORA- 
TIOS. 

AMMONIA. 

1 

.c 

.28 
.26 

NiTROOKN 
AS 

•d 
i 

3 
B 

1 

•5 

c 
05, 

3 

6 

ALBCMISOID. 

m 

0 

1 

1 

1 

0 
> 

%  ; 

,  s 
.«  0 
30. 

00 

a 
£ 

Average  of  6  samples  collected  In 

1901. 
Average  of  three  previous  years,  . 

.07 
.09 

3.83 
3.41 

- 

.0011 
.0006 

.0061 
.0062 

- 

- 

.0255 
.0125 

.0000 
.0000 

.131.1 
.191.0 

.0105 
.0211 

The  samples  represent  water  from  the  wells  mingled  with  water  from  the  river  which  has  passed 
through  the  sand  filters. 

Charles  River,  above  Milford. 


[Parts  per  100,000.] 


Kksidue  OS 

a 
0 

-APPEARAKCK. 

Evapora- 
tion. 

Ammonia. 

NiTKOGKN 
AS 

1 

3 

00 

_• 

ALBUMINOID.      ' 

.a 

a 

3 

'•J 
0 
0 
« 

2 
1^ 

i 

0 

1 

6 

2 

0 

> 
0 
39 

■d 

,  s 
3  0, 

6 

c 

0 

m 

0 

0 

a 

M 

>. 
M 

a 
1 

55 

" 

H 

X 

0 

H 

^ 

- 

cc 

0 

i 

iz; 

0 

a 

1901. 

1 

34S10 

Feb.  18 

Slight. 

Slight. 

.34 

4.20 

1.30 

.0084  .0340  .0238'. 0052 

.35 

.0200  .0000 

.55     0.6 

35482 

Apr.  22 

V.  slight. 

V.  slight. 

.42 

2.60 

1.35 

.0010  .0150  .0136  .0014 

.22 

.0040  .0000 

.52     0.3 

36109 

.Tune  24  ' 

V.  slight. 

Slight. 

.50 

3.85 

1.85 

.OOIS  .0250  .0220  .0030 

.28 

.0100  .0003 

.57     0.5 

36962 

Aug.  27 

relight. 

Slight. 

.45 

4.95 

3.00 

.0136  .0320  .0292  .0028 

.23 

.0040  .0001 

.77     0.6 

37811 

Nov.    1 

Slight. 

Cons. 

.44 

4.10 

2.60 

.0044. 0288  .0228  .0060 

.25 

.0040  .0001 

.60     0.6 

3843S 

Deo.  23 

V.  slight. 

V.  slight. 

.47 

3.60 

1.85 

.0020  .0134  .0110  .0024 
.0052  .0247  .0212  .0035 
.0015   05110   niQo  .0017 

.27 
.27 
.24 

.0140  .mmi 

.0093.0001 
.0040   <^<^'^ 

[.53  i  0.5 

Av... 

1901 

44 

3.88 

1.99 

.59    o.e 

Av... 

1900 

4"^ 

3.60 

1.57 

Odor  in  1901,  generally  unpleasant. 

Water  Supply  of  Millbury. — Millbuky  Water  Company 

Well 

[Parts  per  100,000.] 


6 

Kesidce  on 
Evapora- 
tion. 

Ammonia. 

1 

XlTROOBN 
AS 

,  -3 

i 

a 

a 
0 
V 

c 

1 

M 

0 

m 
to 

c 

■2 

2 

i 

it 
3 

albuminoid. 

1 

5 

> 

•a 

•0 

a 

X       1 

a 
5 

.23 
.23 

s 
1 

B 

2 

Average  of  6  samples  collected  \a 

1901. 
Average  of  four  previous  years,    . 

.00 

.02 

1 

6.85 

4.65 

• 

.0005 

.0007 

1 

.0017 
.0025 

- 

1 

.0365 
.0182 

.0000 
.0001 

.02  3.1  .0073 

1 
.04  2.21.0070 

1             1 

174 


STATE   BOARD   OF   HEALTH.  [Pub.  Doc. 


MLLIilS. 


"Water  Supply  of  Millis. 

Aqua  Rex  Spring, 


[Parts  per  100,000.] 

u 

o 
o 
O 

Hbsidue  on 
Evapora- 
tion. 

Ammokia. 

c 
o 

s 

O 
.60 

NlTBOGEN 
AS 

■D 

1 

3 

C 
O 

U 

Sj 

o 

c 
■a 

"3 
I 

5 

o 

^ 
fe 

ALBUMINOID. 

1 

1 
2 

2 
o 

> 

"3 

Q 

•d 

•a 

,  c 

S  a 

o 

Average  of  6  samples  collected  In 

1901. 

.00 

7.07 

~ 

.0001 

.0022 

- 

- 

.1823J.0000: 

.01 

2.7  .0045 

Watee  Supply  of  Milton.  —  Milton  Water  Company. 

(See  Hyde  Park.) 

Water  Supply  of  Monson. 

Well, 


Average  of  6  samples  collected  in 

1901. 
Average  of  five  previous  years, 


.00 

3.28 

- 

.0001 

.0009 

- 

.13 

.0102 

.0000 

.01 

1.0 

.00 

3.86 

- 

.0002 

.0013 

- 

- 

.12 

.0081 

.0000 

.02 

1.1 

.0060 
.0080 


Water  Supply  of  Montague.  — Turner's  Falls  Fire  District. 

Lake  Pleasant. 


Average  of  4  samples  collected  in 

1901. 
Average  of  eight  previous  years,  . 


2.35 
2.26 


0.87 
0.70 


.0016  .0096 
.0019  .0090 


.0080 
.0073 


,0016 
,0017 


.0082 
.0029 


.0001 
.0000 


Odor  in  May,  1901,  unpleasant,  becoming  also  fishy  on  heating;  in  November,  distinctly  vegetable. 

Water  Supply  of  Nahant. 
(See  Melropolilan  Water  District,  pages  120-123.) 

Water  Supply  of  Nantucket. — Wannacomet  Water  Company. 

Wannacomet  Pond. 

[Parts  per  100,000.] 


UliSIDUB  ON 

S 

Al'PEABANCK. 

KVAI'OKA- 
TION. 

Ammonia. 

Nitrogen 

AS 

§ 

.i 

ALBDMINOID. 

5 

>. 

*; 

•a 

<u 

CJ 

Sn 

1 

!o 

1 

i 

ll 

3 

I 

rt 

> 
o 

■1 

,  c 

c 

•c 

o 

•c 

c 

C 

•a 

OS 

'A 

Q 

H 

W 

<J 

H 

b< 

H 

Q 

'XI 

U 

y\ 

'A 

o 

n 

1001. 

35189 

Mar.  19 

None. 

(Jons. 

.00 

7.40 

1.80 

.0036 

.018(1 

.0120 

,0000 

2.1b 

.0050 

.0001 

.16 

2.0 

36127 

June  25 

Hllght. 

OonH. 

.06 

6.25 

0.86 

.0040 

.0)88 

.0154 

.  0034 

2.  "15 

.(1(12(1 

.0(100, 

.15 

1.4 

36521 

July  23 

None. 

Hllght. 

-.00  1 

6.90 

2.10 

.0044 

.0170 

.0138 

.00:12 

2.39 

.0010 

.0000 

.24 

1.6 

86970 

Aug  27 

V.  slight. 

OotlB. 

.04 

7.30 

3.25 

.OUOH 

.0144 

.0124 

.0020 

2.50 

.0010 

.0001; 

.15 

1.8 

37412 

Hfipt.24 

V.  Blight. 

V.  Blight. 

.04 

7.15 

2.20 

.0022 

.01o4 

.0120 

.0034 

2.2H 

.0030 

.0000 

.18 

2.0 

87779 

Oct     29 

V.  Blight. 

Blight. 

.01  . 

6.70 

3.40 

.0(10(1 

.0154 

.0128 

.0026 

2.48 

.0010 

.oooo; 

.12 

1.7 

88133 

Nov.  26 

V.  Blight. 

Blight. 

.00 

7.15 

2.35 

.0000 

.0126 

.0110 

.0016 

2.65 

.0010 

.0000 

.12 

1.7 

88442 

Dec.  24 

V.  Blight. 

V.  slight. 

.02  , 

6.50 

1.90 

.0000 

.0136 

.0110 

.0026 

2.48 

.0030 

.0000 

.08 

1.4 

No.  34.]     EXAMIXATIOX  OF  WATER  SUPPLIES. 
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NANTUCKET. 


Wannacomet  Pond  —  Concluded. 
Averages  by  Years. 
[Parts  per  100,000.] 


5 

o 
O 

"S 

s 

03 

Appearance. 

Kksidle  on 
Evapora- 
tion. 

Ammonia. 

§ 
1.86 

NlTBOGEK 
A8 

1 

s 

1 

1 

5 

6J 

•3 

3 

E- 

I 

•o 

o 
o 

o 

"3 

c 
_o 

it 

albuminoid. 

0 
a 

is 

OS 

2 

% 
a 

s 

■s 

> 

■o 

3  O. 

i 

1891 

_ 

^ 

.22 

7.54 

2.33 

.0112 

.0588  .0317 

.0271 

.0076 

.0001 

_ 

1.4 

_ 

1892 

_ 

_ 

.03 

6.84 

1.68 

.0004 

.0136  .0111 

.0025 

2.22 

.0033 

.0000 

_ 

6 

_ 

1893 

_ 

_ 

.22 

7.00 

2.02 

.0013 

.0469  .0208 

.0261 

2.08 

. 0025 i. 0000 

.22 

6 

_ 

1894 

_ 

_ 

.05 

6.74 

1.65 

.0015 

.0131  .01081.0023 

2.30 

.0000  .0000 

.12 

6 

_ 

1895 

_ 

•  _ 

.06 

6.41 

1.57 

.0008 

.0146  .0119  .0027  2.14 

.0024  .0000 

.14 

6 

_ 

1896 

_ 

- 

.06 

6.24 

1.67 

.00081. 0137!. 0114  .0023  2.30 

.0027  .0000 

.13 

5 

_ 

1897 

_ 

_ 

.08 

6.66 

1.58 

,.0014 

.0186 

.0137  .0049  2.42 

.0016  .0000 

1.13 

6 

_ 

1898 

_ 

_ 

.14 

0.87 

1.88 

.0075 

.0268 

.016S  .0100  2.28 

.0004  .0000 

i.l5 

4 

_ 

1899 

_ 

_ 

.07 

6.71 

1.52 

1.0009 

.0152 

.0128  .0024 

2.49 

.0017,. 0000 

.14 

5 

_ 

1900 

_ 

_ 

.16 

7.59 

1.68 

.0059 

.0402 

.0213  .0189 

2.44 

.0021  .0000 

1.17 

6 

- 

1901 

- 

- 

.02 

6.79 

2.23 

.0020 

.01571.01261.0031 

2.41 

.0021  .0000 

,.15 

< 

Odor  in  March  and  November,  1901,  faintly  unpleasant,  becoming  stronger  on  beating.  A  faintly 
unpleasant  odor  was  developed  in  some  of  the  other  samples  on  heating.  The  organism  Dinobryon  wae 
found  in  large  numbers  in  the  samples  collected  in  June,  October  and  November. 


Wells  near  Wannacomet  Fond. 

[Parts  per  100,000.] 


Water  Supply  of  Xatick.     (See  also  page  37.) 
Dug  Pond. 

[Parts  per  100,000.] 


Rbsidce  on 

S 

1 

o 
O 

o 

Appearance 

Evapora- 
tion. 

Ammonia. 

c 
1 

Nitrogen 

AS 

g 
« 

c 

a 

B 

I 

K 

.a 

1 
E 

•a 

c 

o 

2 

1 

"       i 

i 

ALBCMINOID.      I 

S 

"u 

a 

a 

1 

1 

o 

■a 

i 

c 

^ 

a 

? 

<r. 

O 

E- 

fa 

■t- 

Q 

oc 

o 

» 

•A 

o 

B 

1900. 

1 

34284 

Dec.  31 

V.  Blight. 

Slight. 

.07 

4.65 

1.40 

.01801.0204 

.0166.0038 

.59 

.0120,. 0001' 

.24 

2.1 

1001. 

1      ' 

1 

1 

1 

34653 

Feb.     4 

V.  slight  '  Slight. 

.06 

4.90 

1.50 

.0174  .0198'. 0160  .00381 

.59 

.0180  .0001 

.19 

1.8 

34984 

Mar.    5 

V.  slight.  (.;ou8. 

.08 

4.65 

1.30 

.0150  .0192  .0162  .0030 

.65 

.0160  .0003 

.22 

2.2 

35302 

Apr.    2 

Slight.        Sliuht. 

.22 

4.70 

1.70 

.0022  .0164  .0158  .0006 

.46 

.0190  .0001 

.18 

2.2 

35567 

Apr.  30 

Dfcided.  1  Cons 

.16 

4.90 

1.70 

.0028  .0218  .0188  .00.30 

.5S 

.0420  .0002 

.25 

2.0 

35824 

.Tune    3 

£>light.      1  (Tods. 

.20 

6.25 

1.65 

.0040  .0222  .0202  .0020 

.57 

.0420  .0004 

.45 

2.2 

36194 

July     1 

t?light       '  C  "Ds. 

.13 

6.60 

1.85 

.0018  .0214  .0198  .0016 

.58 

.0280  .0002 

.26 

2.2 

3664S 

Aui;.    5 

V.  slight  :  V.  slight. 

.12 

5.90 

1.20 

.0018  .0242  .0216  .0026 

.45 

.01.50  .0000 

.30 

2.5 

37045 

Sept.    3 

Slight.        V.Hlighl. 

.10 

7.25 

2.00 

.0014  .0216  .0176  .0040 

.47 

.0040  .0001 

.33 

2.5 

37407 

fept.  30 

None.       '  V.  slight 

.06 

5.30 

1.95 

.0014  .0198.0186.0010 

.45 

.0040  .0001 

.25 

2.6 

37821 

Nov.    4 

Blight.      1  Slight. 

.05 

4.80 

1.85 

.0076'. 0226  .0188  .0038 

.52 

.0010  .0000 

.37 

2.2 

3S197 

Doc.     2 

JV.  slight.]  V.  slight. 

1.08 

5.15 

2.00 

.0026  .0176  .0154  .0022 

.53 

.0050  .00Ol|  .24 

2.2 
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XATICK. 


Dug  Pond —  Concluded. 
Averages  by  Tears. 
[Parts  per  100,000.] 


Odor  in  1901,  generally  vegetable  or  unpleasant,  becoming  fisby  on  heating.  Many  of  the  samples 
contained  a  large  number  of  organisms,  consisting  chiefly  of  Asterionella,  Melosira,  Tabellaria  and 
Dlnobryon. 

Water  Supply  of  Needham. 
Well  No.  1. 

[Parts  per  100,000.] 


o 

5 

Kksidue  ok 

EVAPOHA- 
TIO.V. 

Ammonia. 

5 
.65 
.74 

Nitrogen 

AS 

i 

s 

s 
c 

c 
to 

X.' 

O 

1 

5 

c'5 
°& 

o 

b 

ADiCMINOID. 

5 
^ 

Dissolved. 

Sus- 
pended. 

1 

Average  of  6  samples  collected  in 

1001. 
Average  of  seven  previous  years,  . 

.00 
.00 

5.73 
6.15 

- 

.0001 

.0003 

.0015 
.0008 

- 

- 

.2070 
.1619 

.0000 
.0000 

.01 
.02 

2.1 
1.9 

.0045 
.0014 

Well  No.  2. 


Average  of  6  samples  collected  in 

IBOl 
Average  of  16  samples  collected  in 

1900. 


.00 

6.70 

- 

.0003 

.0023 

- 

.68 

.2515 

.0000 

.02 

2.7 

.00 

7.23 

- 

.0005 

.0017 

- 

.68 

.1846 

.0002 

.01 

2.4 

.0043 
,0039 
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NEW  BEDFORD. 


Water  Supply  of  New  Bedford. 

Old  Storage  Reservoir. 

[Parts  per  100,000  ] 


S 

o 

o 
O 

o 
a 

a 

Appeabancb. 

Rksidd'e  on 
Evapora- 
tion. 

Ammonia. 

c 
0 

Nitrogen 

AS 

1 

3 

CO 

>» 

X 

0 

u 

o 
o 

s 
^ 

c 
2 

05, 

1"" 
■J 

ALBUMINOID. 

2 

B 

= 

S5 

2 

2 

3 

i 

•o 

00 

a 

■i 
> 

0 

5 

•s! 

■a 
,  a 

=  0, 

m 

i 

a 
■2 

1901. 

34886 

Feb.  26 

Decided. 

Cons. 

1.02 

6.10 

2.80 

.0032 

.0580 

.0284 

.0296 

.66 

.0030 

.0002 

1.201  1.4 

36767 

May   22 

V.  slight. 

Cons. 

1.36 

4.40 

2.50 

.0022 

.0208 

.0168 

.0038 

.44 

.0030 

.0000 

1.21 

1.0 

36969 

Aug.  27 

Slight. 

Cons. 

1.05 

4.70 

2.65 

.0080 

.0272 

.0252 

.0020 

.45 

.0010 

.0002 

1.00 

1.1 

38131 

Nov.  26 

V.  Blight. 

V.  Blight. 

0.50 

3.75 

1.75 

'.00121.0252 

.0240 

.0012 

.50 
.61 

.63 

.0020 

.0000 

0.61 
1.00 

1.03 

0.5 

Av... 

0.98 

4.74 

2.40 

.0036 

.0327  .no.-^fi 

.0091 

.0022 

.0001 

1.0 

Avers 

ge  of  Dloe 

previous  years, 

1.12 

4.74 

2.26 

.0015 

.0222 

.0199 

.0023' 

1 

.0067 

.0000 

1.0 

Odor  in  February,  1901,  distinctly  unpleapant  and  fishy;  at  other  times,  distinctly  vegetable.  The 
organism  Dinobryon  was  found  in  large  numbers  in  the  sample  collected  in  February;  Synura  was  also 
found  in  this  sample. 

Little  Quittacas  Pond,  in  Lakeville. 


;  1001. 

34549  i  Jan.  22 

None. 

V.  slight. 

.16 

3.66 

1.30 

.0028 

.0186 

.0150 

.0036 

.57 

.0030 

.0000 

.36 

n.fl 

34884  1  Feb.  26 

V.  slight. 

Slight. 

.20 

3.70 

1.70 

.0010 

.0192 

.0166 

.0026 

.60 

.0030 

.0000 

.41 

0.8 

35257  1  Mar.  26, 

V.  Blight.   Slight. 

.22  1 

3.25 

1.30 

.onio 

.0178 

.0164 

.0014 

.60 

.0030 

.0000 

.41 

0.5 

35500  1  Apr.  23 

V.  Blight,   Slight. 

.27 

3.10 

1.45 

.0010 

.0178 

.0160 

.0018 

.50 

.0020 

.0000 

.45 

o.n 

35753  1  May  22 

V.  Blight.'  V.  Blight.;. 32 

3.15 

1.55  ; 

.0010 

.0140 

.0130 

.0010 

.47 

.0020 

.0000 

.47 

0.5 

36121  '  June  25 

V.  slight, 1  V.  Blight. 

.42 

3.60 

1.60 

.0014 

.0222 

.0194 

.0028 

.48 

.0010 

.0000 

.66 

0.6 

36447  i  July  22 

V.  slight. 1  Blight. 

.35 

3.90 

1.60  ! 

.0023 

.0244 

.0220 

.0024 

.40 

.0020 

.0000 

.58 

1.0 

87025  1  Aug  29 

V.  slight.!  Cons. 

.32 

4.00 

1.80  ! 

.0032 

.0204 

.0164 

.0040 

.46 

.0020 

.0000 

.bl 

0.8 

37411  1  Sept.  24, 

V.  slight.!  V.  Blight, 

.28 

3.95 

1.90  1 

.0032 

.0194 

.0172 

.0022 

.44 

.0000' 

.0001 

.63 

0.8 

37657     Oct.    21 

V.  slight,  V.  slight. 

.22 

3.40 

1.60 

.0004 

.0216 

.0180 

.00.36 

.45 

.0020 

.0000 

;••»' 

1.0 

38130     Nov.  26 

V.  slight. 

Slight. 

.23 

3.40 

1.65 

.0014 

.0162 

.0126 

.0036 

.47 

.0010 

.0000 

.30 

0.5 

88444 

Dec.  23 

V.  slight. 

Slight. 

.25 

3.20 

1.26 

.0006 

.0176 

.0162 
.0166 

.0014 

.61 
.40 

.51 

.0060 

.0000 
.0000 

!.35 
.46 

.34 

0.5 

Av... 

.27 

3.52 

1.55 

.0016 
.0007 

.0191 
.0176 

.0025 

.0022 

0.7 

Average  of  eight  previous  years, 

.18 

3.16 

1.22 

.0147 

.0028 

.0020 

.0000 

0.7 

Odor  in  1901,  generally  faintly  vegetable,  becoming  stronger  on  heating;  occasionally  unpleasant. 
The  organism' {Tro^/ena  was  foand  In  the  samples  collected  in  March  and  April. 


Great  Quittacas  Pond,  in 

Lakeville. 

34883 
35752 
37024 
,"S129 

1001. 

Fob.  26 
May  22 
Aug.  29 
Nov.  26 

.Slight. 
V.  eliijht. 
V.  Blight. 
V.  slight. 

Cons. 
Cons. 
Slight. 
Slight. 

.39 
.59 
.87 
.31 

4.10 
3.80 
3.76 
3.35 

1.85 
2.25  i 
2.00 
1.60  i 

.0016 
.0010 
.0028 
.0008 

.0015 
.0004 

.0268 
.0182 
.0188 
.0164 

.0200 
.0171 

.0180 
.0154 
.0164 
.0132 

.0167 
.0168 

.0088 
.0028 
.0024 
.00.32 

.0043 
.0018 

.61 
.46 
.44 
.46 

.49 
.63 

.0020 
.0010 
.0010 
.0000 

.0010 

.0013 

1 

.0000 
.0000 
.0001 
.0000 

.0000 
.0000 

.68 
.76 
.68 
.44 

.61 
.60 

0.8 
0.3 
0.6 
0.5 

Av... 

.41 

8.72 

1.90  1 

0.5 

Average  of  eight  previoas  years, 

.49 

8.52 

1.62 

0.6 

Odor  in  February  and  May,  1901,  decidedly  unpleasant;  at  other  times,  faintly  vegetable,  becoming 
stronger  on  heating.  The  organism  Uroglena  was  found  In  large  numbers  In  the  samples  collected  in 
February  and  May. 
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XETT  BEDFORD. 


STATE   BOAED   OF   HEALTH.  [Pub.  Doc. 

Faucet  at  City  Hall. 

[Parts  per  100,000.] 


Residue  on 

= 

_5 

Appearance. 

Evapora- 
tion. 

Ammonia. 

Nitrogen 

AS 

t3 

a 

s 
c 

c 

albuminoid. 

5 

^ 

o 

•d 

•a 

6 

^ 

o 

i 

a 

o 

2 
^1 

c 

o 

i 

t 

o 

i  S 

o 

Im 

:S 

•2 

"A 

2 

E- 

OD 

O 

^ 

kJ 

b 

H 

Q 

tc 

O 

» 

125 

6 

W 

1901. 

84528 

JaD.  22 

None. 

V,  slight. 

.17 

3.85 

1.45 

.0036.01841.0164 

.0020 

.57 

.0010 

.0000 

.37 

0.8 

34887 

Feb.  26 

V.  slight. 

V.  slight.  1.16 

3.50 

1.40 

.0016  .0166j.01o2|.0014 

.59 

.0010 

.0000, 

.39 

0.8 

35242 

Mar.  26 

V.  Blight. 

V.  Blight. 

.20 

3.70 

1.50 

.0040  .0174[. 0162  .0012 

.52 

.0020 

.oooo; 

.42 

0.6 

35488 

Apr.  23 

V.  slight. 

V.  slight. 

.20 

3.00 

1.40 

.00121. 0170'. 0152. 0018 

.46 

.0020 

.0000 

.43 

0.8 

35768 

May  22 

V.  slight. 

Slight. 

.23 

3.00 

1.35 

.0018, .0154,. 01401. 0014 

.46 

.0020 

.ooool 

.42 

0.8 

36116 

June  25 

V.  slight. 

Slight. 

.34 

3.. 50 

1.65 

.0022;. 0170,. 0152!. 0018 

.49 

.0030 

.0001 

.60 

1.0 

36520 

July  24 

V.  slight. 

V-  slight. 
Slight. 

.31 

3.10 

1.35 

.0020. 01921. 01741. 0018 

.43 

.0010 

.0001 

.63 

0.6 

36988 

Aug.  27 

Slight. 

.32 

3.55 

1.90 

.0072  .02281.0184  .0044 

.45 

.0020 

.0001 

.52 

1.1 

37332 

Sept.  24 

V.  elight- 

Slight. 

.24 

4.75 

2.35 

.0002^01941.01681.0026 

.50 

.0010 

.0000 

.69 

1.3 

3764" 

Oct.    21 

V.  slight. 

Slight. 

.20 

3.10 

1.50 

.0000  .02021.0178  .0024 

.47 

.0000 

.00001 

.r.8 

1.1 

38132 

Nov.  26 

V.  slight. 

V.  slight. 

.19 

3.25 

1.65 

.0010  .0166 

.0138  .0018 

.40 

.0000 

.0000, 

.33 

0.6 

38432 

Dec.  23 

V.  Blight. 

V.  slight. 

.26 

3.45 

1.40 

.0020 

.0190 

.0162 

.0028 

.54 
.49 

.49 

.0010 
.0013 

.0000 

.40 
.46 

.36 

1.0 

Av.. . 

.23 

3.48 

1.57 

.0022 

.0182 
.0177 

.0161 

.0021 

.0000 

0  q 

Avera 

ge  of  two  previouB  years, 

.18 

3.25 

1.31 

.0008 

.0163 

.0014 

.0014 

.0000 

0.6 

Odor  in  1901,  faintly  vegetable,  becoming  stronger  on  heating. 

Water  Supply  or  Newburyport. 

Wells. 

[Parts  per  100,000.] 


5 

Residue  on 
Evapora- 
tion. 

AMMONIA. 

to 

c 

•n 

_c 

.47 
.68 

NiTROOEN 

AS 

■d 

i 

c 

8 
o 

EC 

"a 

B 

3 

t 

!       fa 

ALBUMINOID. 

1 

2 

"3 

1 

•a 
> 
o 

Q 

•6 
■a 

3  P. 

i 

Average  of  6  sampleB  collected  In 

1901. 
Average  of  eight  previoua  years,   . 

.05 

6.30 
6.47 

- 

.0003 
,0005 

.0040 
.0041 

- 

- 

.0240 
.0195 

.0000 
.0000 

.07 
.09 

2.6 
2.5 

.0217 
.0278 

Water  Suppl-^'  of  Newton. 

Wells  and  Filler  Qallery. 


Average  of  6  RampleB  collected  In 

1901. 
Average  of  nine  previoua  ycarB.lSl. 


6.18 
6.70 


.0002 
.0004 


.0045 
.0026 


.0435 
.0253 


.0000 
.0000 


.0053 
.0087 
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xoRTH  ada:vis. 


Water  Supply  of  North  Adams. 

Notch  Brook  Storage  Reservoir. 

[Parts  per  100,000.] 


Average  of  4  eamples  collected  in 

1901. 
Average  of  five  previouB  years, 


KESIDCE    OS 

EVAPOBA- 

TlOJf. 


6.72 

7.68 


ALBUMINOID. 


1.25  .00271.0074  .0056 


•2       r         -5        a 


.0038 
.0018 


XlTBOQfc.V 

AS 

o 

o 

a 

a 

O 

a 

!Zi 

.08 

.0042 

.0000 

.07 

.0039 

.0000 

ii        i:       >%    c 

5      5  Li?   S 


Odor  In  Jnly,  1901,  unpleasant. 


Broad  Brook,  in  Pownal,  Vt. 


Average  of  4  samples  collected  in 

1901. 
Average  of  five  previous  years, 


.16 

3.71 

1.511  .0006 

.0083 

.0077 

.0006 

1 
.06 

.0215 

.0000] 

.381.8 

.15| 
1 

4.46 

1.22  .0008 

1 

.0076 

.0057 

.0019 

.07 

.0128 

.0000 

.27  2.8 

Odor  in  1901,  occasionally  faintly  vegetable. 


"Water  Slpply  of  Northampton.      (See  also  page  38.) 
Middle  Storage  Reservoir  on  Roberts''  Meadow  Brook. 


Average  of  12  samples  collected  in 

1901. 
Average  of  five  previous  years, 


.28 

3.95 

1.54 

.0014 

.0146 

.0118 

.0027 

.11 

.0043 

.0000 

J 

.26 

3.90 

1.32 

1 

.0010 

.0133 

.0107 

.0026 

.10 

.0031 

.0000 

.38 

Odor  in  1901,  generally  vegetable  or  unpleasant. 

Water  Supply  of  North  Andover. 
Oreat  Potid. 


Averugo  of  4  samples  collected  in 

19U1. 
Average  of  two  previous  years, 


,101  3.42 

|i 
,12:1  3.37 


1.15!|.0031  .0222  .0191  .0031 
1.24  1.0010  .01791.0162  .0017 


.00121. 000i;|. 32  1.3 
.0024  .00001  .33  1.1 


Odor  in  July,  1901,  distinctly  unpleasant ;  at  other  times,  faintly  vegetable. 

Water  examined  in  Conriection  with  Advice  to  the  Town  Atithorilies.     (See  also 

page  -40.) 

[Parts  per  100,000.] 


■ 

i             Appeabancb. 

s 

AUMONIA. 

NlTROOEN 

o  s 

2W 

o 

c 

i 

s 
c 

1     •*> 

m 
c 

1 

O 

a 

•6 

o 

B 

M 

1 

c 

% 

a 

i        ^ 

oc 

o 

e 

b 

-< 

o 

2! 

7^ 

1    ° 

ts 

1901. 

- 

Nov.    7 

j  V.  slight. 

Slight. 

- 

9.20 

.0012 

.0130 

0.28 

.2020    .0000 

.16 

1.0 

.3120 

- 

Nov.  27 

1  None. 

None. 

- 

12.30 

.0006 

.0020 

1.66 

j.9020    .0002 

.02 

0.8 

.0065 

Bacteria  per  cubic  centimeter  In  the  first  sample,  83;  In  the  second  sample,  11. 
■were  collected  from  a  well  at  the  Town  Farm  used  as  a  source  of  drinking  water. 


'  The  samples 
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north  attleborough. 

Water  Supply  of  North  Attleborough. 

Well. 

[Parts  per  100,000.] 


o 

6 

Residde  on 
Evapora- 
tion. 

Ammonia. 

a 

u 
.67 
.66 

Nitrogen 

AS 

•3 

1 

s 

ao 

0 

u 

c 

>> 

K 

0 

IS 

a 

i      c 

ALBUMINOID. 

2 

S 

■3 
0 

§1 

0 

1 

> 
0 

■5 

•0 
go. 

GO 

1 

Average  of  6  samples  collected  in 

1901. 
Average  of  nine  previous  years,     . 

.00 

.01 

1 

6.77 
6.55 

1 

.0003 
.0004 

.0018 
.0012 

- 

- 

.0507 
.0478 

.0000 
.0000 

.02 
.02 

3.1 
3.0 

.0120 
.0076 

Water  examined  in  Conneclion  with  Advice  to  the  North  Attleborough  Country  Club. 

(See  also  page  40.) 

[Parts  per  100,000.] 


c 

Appearance. 

c 

Ammonia. 

NiTBOQBN 

•D 

s 

s 

^ 

^  £ 

o 

t>i 

5^ 

2 

oj 

_  5 

00 

a 

s 

■o 

3 

S 

=  > 

2H 

c 

1 

2 

5 

go 

bo 

C 

■s 

g 

sz; 

t- 

M 

U 

a: 

fe.     < 

O 

!Z! 

;zi 

O 

w 

M 

■ 

1901. 

36367 

July  15 

Decided. 

Slight. 

.08 

19.60 

.0002 

.0136 

.60 

.2050 

.0000 

.22 

9.3 

.0080 

Odor,  faintly  unpleasant. The  sample  was  collected  from  an  old  well  near  the  club  house. 


Water  Supply  of  Northborough. 

Upper  Reservoir. 

[Parts  per  100,000.] 


Kesiuuk  on 

o 

i 

» 

1 

Appbarance. 

Evapora- 
tion. 

Ammonia. 

Nitrogen 

AS 

a 

a 
c 

5 

>, 

^ 

e 
.2 

ALBUMINOID. 

•d 

■d 

oi 

a 

o 

1 

a 

o 

3 

tl 

» 

3 

> 

,  a 

c 
o 

2 

^ 

K 

1 

S5 

Q 

s 
H 

n 

o 

^ 

3 

b 

CO 

t 

^ 

»5 

o 

a 

1001. 

34794 

Feb.  18 

V.  Blight. 

V.  Blight. 

0.60 

4.35 

1.60 

.0050 

.0186 

.0162 

.0024 

.24 

.0120 

.0000 

0.69 

1.1 

35734 

May   20 

Blight. 

Slight. 

0.82 

3.55 

2.00 

.0014 

.0232 

.0214 

.0018 

.15 

.0020 

.0000 

0.81 

0.6 

36825 

Aug.  19 

V.  Blight. 

Slight. 

1.16 

6.60 

3.30 

.0092 

.0360 

.0316 

.0044 

.22 

.0030 

.0001 

1.36 

1.6 

38010 

Nov.  18 

V.  Blight. 

V.  Blight. 

0.63 

4.75 

2.10 

.0006 

.0194 

.0172 

.0022 

.09 

.0040 

.0000 

0.74 

0.8 

Av... 

0.80 

4.56 

2.25 

.0040 

.0243 
.0230 

.0216 
.0208 

.0027 
.0022 

.17 
.22 

.0052 

.0000 
.0000 

0.90 
0.83 

1  0 

Average  of  five  prevlou*  years, 

0.84 

3.98 

1.77 

.0013 

.0035 

0.9 

Odor  in  1001,  distinctly  vegetable. 
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NORTHBOnOUGH. 


Lower  Beservoir. 

[Parts  per  100,000.] 


1 

Appearance. 

1  Kesidce  on 
Evapora- 
tion. 

Ammonia. 

Nitrogen 

A3 

•a 
1 

1 
o 

o 

a 

a 

<u 

a 

o 
o 
O 

"5 

c 
o 

ALBUMINOID. 

6 

c 

i 

1 

5 
O 

a 

1 

K 

o 

i 

s 

O 

•3 
> 

"5 

00 

a 

•a 

■o 
1  c 

00 

B 

n 
O 

B 

•2 

a 

n 

1901. 

84795 

Feb.  18 

V.sltt'ht. 

V.  Blight. 

.43 

3.95 

1.25 

.0030 

.0188 

.0158 

.0030 

.26 

.0200 

.0000 

.54 

1.3 

85735 

May   20 

Slight. 

Cons. 

.73 

3.36 

1.75 

.0020 

.0240 

.0222.0018 

.12 

.0040 

.0000 

.75 

1.0 

86820 

Aug.  19 

Slight. 

Cons. 

.71 

4.30 

2.25 

.0096 

.0352 

.0296 

.0066 

.23 

.0020 

.0001 

.84 

1.3 

88011 

Nov.  18 

V.  slight. 

Slight. 

.59 

4.75 

2.26 

.0012 
.0039 

.0228 

.0192 

.0036 

.23 

.21 

1 
.21 

.0050 

.0000 

.76     0.8 

Av... 

.61 

4.09 

1.87 

.0252 

.0217 

.0085 

.0077 

.0000 

.72 
.68 

1  1 

Average  of  five  previous  years, 

.67 

3.62 

1.56 

.0016 

.0222 

.0192 

.0030 

.0030 

.0000 

0.8 

Odor  in  February,  1901,  unpleasant;  at  other  times,  distinctly  vegetable.    The  organiem  Uroglena 
was  found  in  the  sample  collected  in  November. 

Water   Supply   of  Northbridge.  —  Whitin  Machine   Works. 

Spring  No.  2. 

[Parts  per  100,000.] 


liESIDUG   ON 

EVAPORA- , 

Ammonia. 

NiTBOGEN 

TION. 

8 

i! 

ALBUMINOID. 

•d 

c 

i 

s 

s- 

"3 

o 

,  c 

o 

OS 

"C 

S 

a 

o 

H 

>^ 

b. 

fn 

O 

00 

.25 

!zi 

^ 

O 

S3 

Average  of  9  samples 

collected  in 

.09 

2.97 

_ 

.0002 

.0053     - 

_ 

.0169 

.0000 

.19 

0.6 

.0052 

1901. 

1 

Spring  No.  3. 


Average  of  4  samples  collected  In 
1901. 


3.45 


,19 


,0075 


,0000 


.0072 


Water  examijied  in  Connection  with  Advice  to  the  Whitin  Machine  Works. 
(See  also  page  41.) 

[Parts  per  100,000.] 


Residue  on 

c 

ArPKARAMCB. 

Evapora- 

Ammonia. 

Nitrogen 

"si 

1 

tion. 

Id 
a 

OQ 

B 

B 

ALBUMINOID. 

u 

O 

>, 

B 

tI 

•d 

^. 

0 

£1 

a 

a 

o 
a 

2 

3 

a 

a 

■5 

S 

0 

•  ►-1 

CO 

3 

0 

0 

s 

■0 
^1 

B 
0 

S 

a 

E- 

00 

0 

H 

&.           Eh 

0 

00 

w 

S 

^ 

0 

1901. 

85986 

June  10 

None. 

V.  slight. 

.30 

2.60 

0.90 

.0010 

.0106  .0086 

.0020 

.14 

.0020 

.0001 

.40 

0.0 

86107 

June  24 

V.  slight 

V.  slight. 

.32 

2.80 

1.16 

.0004 

.00881.0082 

1 

.0006 

.17 

.0020 

.0000 

.46 

0.2 

Odor  of  the  first  sample,  distinctly  unpleasant. 
Brook,  at  site  of  proposed  reservoir. 


■The  samples  were  collected  from  Cook  Allen 
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XOKTH  BROOKrrEI.D. 

Water  Supply  of  North  Brookfield. 
Doane  Pond. 

[Parts  per  100,000.] 


Residdb  on 

c 

Appearance. 

Evapora- 

Ammonia. 

Nitrogen 

i 

a 
o 
O 

1 

5 

tion. 

_^ 

a 
o 

ALBUMINOID.      | 

•6 

■d 

o 
o 

"3 

!2 

s 

a 

■5 

o 

B 

to  1— 1 

o 

2 

i 

o 

■a 
1  o 
s  a. 

o 

1 

s 

%, 
^ 

»< 

a 

E-( 

tc 

U 

:5       a 

Ph 

H 

5. 

GQ 

U 

'A 

Jz; 

o 

n 

1901. 

34530 

Jan.  21 

Slight. 

Slight. 

0.36 

3.60 

1.20 

.0040 

.0252 

.0182 

.0070 

.17 

.0110 

.0001 

.48 

0.6 

35465 

Apr.  22 

Decided. 

V.  Blight. 

0.32 

2.75 

1.35 

.0022 

.0200 

.0190 

.0010 

.13 

.0050 

.0001 

.42 

0.6 

36565 

July  29 

Decided. 

Cods. 

1.05 

3.80 

2.00 

.0012 

.0352 

.0292 

.0060 

.13 

.0010. 

.0000 

.70 

0.8 

37742 

Oct.   28 

V.  slight. 

V.  slight. 

0.52 

3.55     1.40 

.0032 

.0192 

.0166 
.0207 

.0250 

.0026 

.16 
.15 

.16 

.0060 

.0001 

.48 
.52 

.52 

0.6 

Av...' 

0.56 

3.42 

1.49 

.0026 
.0075 

.0249 

.0042 

.0057 

.0001 

0.6 

1 

Avera 

ge  of  seve 

n  previous  years,     . 

0.56 

3.70 

1.54 

.0304 

.0054 

.0055 

.0001 

0.9 

Odor  in  1901,  generally  distinctly  unpleasant.     The  sample  collected  in  July  contained   a  large 
number  of  organisms,  consisting  chiefly  of  Siaurasirum, 

North  Pond. 


34531 
35466 
36566 
37743 

1901. 

Jan.  21 
Apr.  22 
July  29 
Oct,   28 

V.  slight. 
Decided. 
Decided. 
Slight. 

Slight. 
Cons. 
Cons. 
Slight. 

.51 
.38 
.95 
.72 

4.00 
2.60 
4.50 
4.10 

1.55 
1.45 
2.05 
1.65 

.0068 
.0028 
.0012 
.0020 

.0032 

.0254 
.0250 
.0380 
.0300 

.0228 
.0192 
.0300 
.0270 

.0247 
.0245 

.0026 
.0058 
.0080 
.0030 

.0049 
.0069 

.17 
.14 
.12 
.14 

.14 

.15 

.0200 
.0100 
.0010 
.0050 

.0090 
.0066 

.0000 
.0001 
.0000 
.0000 

.69 
.49 
.74 
.73 

.66 
.59 

0.8 
0.6 
0.9 
0.6 

Av... 

.64 

3.80 

1.67 

.0296 
.0314 

.0000 
.0001 

0.7 

.48 

Average  of  four  previous  years, 

3.39 

1.56 

.0059 

0.7 

Odor  in  1901,  vegetable  or  unpleasant.    The  organism  Dinobryon  was  found  In  large  numbers  in  the 
sample  collected  In  July. 


Water    Supply    of   Northfield.  —  Northfield    Water 

Company. 

Reservoir. 

[Parts  per  100,000.] 


i 

Kksidue  on 
Evapora- 
tion. 

Ammonia. 

a 

i 

.10 

Nitrogen 

AS 

■d 

a 

a 

c 
o 
O 
a 
Si 

1 

S3 
•a 

1 

5 

r 

1 

albuminoid. 

1 

1 

1 

o 

s 

-d 

1 

Average  of 

4  samples 

collected 

In 

.17 

2.94 

.99 

.0004 

.0080 

.0072 

.0008 

.0030 

.0000 

.33 

0.6 

_ 

1901. 

Average  of 
1900. 

6  samples 

collected 

in 

.18 

2.98 

.93 

.0002 

.0056 

.0063 

.0003 

.10 

.0022 

.0000 

.27 

0.8 

Odor  In  1901,  occasionally  vegetable. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 


183 


NORWOOD. 


Water  Supply  of  Norwood. 
Buckmaster  Po7id  in  Dedham. 

[Parts  per  100,000.] 


Date  of  Collection. 

APPBABASCE. 

1 

Kesidce  on 
Evapora- 
tion. 

AMMONIA. 

6 

NITROGEX 
AS 

■s 

c 
s 
« 
c 
o 
u 

u 
X 

o 

u 

o 

o 
U 

1 

a 
o 

|l 

00 

3 

a 

ALBCMINOID. 

a 

L. 

i 

u 

1 

3 

is 

j3 

1 
■a 
Sri 

ToUl. 
Dissolved. 

09 

i 

1 

1001. 

1 

34299  j  Jan.     1 

V.  slight. 

Slight. 

.05 

2.35 

1.00 

.0120  .0114. 0102 

.0012 

.20 

.0050  .0001 

.12     0.3 

34663     Feb.     6 

Slight. 

Slight. 

.10 

3.55 

1.15 

.0108  .0158  .0118  .0040 

.32 

.0100  .0000 

.11   ;   1.3 

34989     Mar.    5 

'  Decided. 

Cons. 

.10 

2.75 

0.60 

.0152  .0240  .0182  .0058 

.33 

.0090  .0001 

.23  '  1.0 

35301     Apr.    2 

i  Decided. 

Cons. 

.19 

3.10 

1.40  . 

.0056  .0210  .0172  .0038 

.27 

.0070  .0001 

.23  1  0.8 

35572     Apr.  30 

i  Slight. 

Cons. 

.11  , 

3.15 

1.15  ; 

.0014  .0150  .0128  .0022 

.30 

.0100. 0001 

.27     1.0 

85810     June    3 

:  Slight. 

Slight. 

.22  1 
.18  ' 

2.85 

1.10  j 

.0020  .0188  .0166  .0022 

.31 

.0030  .0001 

.34     1.0 

36203  !  July     1 

;  V.  slight. 

Slight. 

2.90 

1.25 

.0012  .0200;. 0186  .0014 

|.33 

.00301.0002 

.32      1.0 

36659  1  Aug.    6 

1  None. 

V.  slight. 

.14 

2.75 

1.20 

.0010  .0224'. 0178  .0046 

1.29 

.0010  .0000 

.41      0.8 

37086     Sept.   3 

!  V.  Blight.  V.  slight. 

.07 

3.90 

1.40 

.0018  .0222  .0200  .0022 

.25 

.0020 

.0001 

.34 

0.6 

37415  1  Sept.  30 

!  silight.      1  Slight. 

.10 

2.80 

1.30 

.0016  .0246  .0212  .0034 

.24 

.0020 

.0000 

.34 

0.8 

37822  ;  Nov.    4 

,  V.  slight    Slight. 

.02 

2.60 

1.10 

.0192  .0224  .0186  .0038 

.27 

.0010 

.0000 

.32 

U.8 

38184  j  Dec.     2 

j  V.slight.l  V.  slight. 

.10 

3.50 

1.25 

;.0242  .0218,. 0206,. 0012 

.35 

.0020 

.0001 

j.25 

0.5 

Averages  by 

Years 

_ 

1888 

.15 ; 

.0069 

.0248 

_ 

j 

.29 

.0065 

li 
.0001      - 

_ 

18S9 

_ 

- 

.11  i 

_ 

1 

.0024 

.0199 

.0174 

.0025^ 

.30 

.0068 

.00011     - 

- 

_ 

1890 

_ 

_ 

.05 

_ 

_      1 

.0015 

.0180 

.0147 

.0033 

.30 

.0075 

.0000  1    - 

1.0 

_ 

1891 

_ 

.06  1 

2.48 

0.97  1 

.0014 

.0166 

.0140 

.0026 

.26 

.0075 

.0000  :    - 

0.7 

_ 

1892 

_ 

_ 

.07  ' 

2.88 

1.24  ! 

.0019 

.0219 

.0172 

.0047 

.32 

.0067 

.0000      - 

0.7 

_ 

1893 

_ 

_ 

.07 

2.62 

1.08 

.0052 

.0199 

.0156 

.0043 

.33 

.0028 

.0000   .25 

0.7 

_ 

1894 

_ 

_ 

.10 

2.82 

1.13 

.0055 

.0182 

.0163 

.0029 

.36  ■ 

.0023 

.0000  .24 

0.5 

_ 

1895 

_ 

_ 

.16 

2.95 

1.24 

.0047 

.0220 

.0174 

.0046 

.36 

.0066 

.0000   .29 

0.5 

_ 

1896 

_ 

_ 

.15 

2.83 

1.09 

.0048 

.0203 

.0168 

.0035 

.37 

.0046 

.0000   .30 

0.7 

_ 

1897 

_ 

- 

.13 

2.80 

1.12 

.0037 

.0185 

.0164 

.0021 

.36 

.0054 

.0000   .24 

0.6 

_ 

1898 

- 

- 

.17 

2.97 

1.27 

.0046 

.0195 

.0163 

.0032 

.35 

.0027 

.0000   .29 

0.7 

_ 

1899 

_ 

- 

.12 

2.85 

1.05 

.0047 

.0222 

.0175 

.0047! 

.29 

.0042 

.0000   .27 

0.4 

_ 

1900 

_ 

_ 

.14 

3.12 

1.07 

.0116 

.0220 

.0172 

.0048 

.29 

.0033 

.0001   .26 

0.5 

- 

1901 

- 

.11 

3.02 

1.16 

.0080 

.0200 

.0170 

.0030 

.29 

.0046 

.0001|!.27 

0.8 

Odor  in  1901,  generally  faintly  unpleasant.    The  organism  Diiwbryon  was  found  In  large  numbers 
In  the  samples  collected  in  April,  May  and  June. 


Water  examined  in  Connection  with  Advice  to  Winslow  Bros,     (See  also  page  42.) 

[Parte  per  100,000.] 


Appkarasce. 

AUMOKIA. 

Nitrogen 

•6 

E 

1 

3 

S 

g 

•5 

3i 

2 
o 

a 

1 

a 

S 

=J 

i 

a 

a 

o 

^'^ 

a^ 

o    • 

2 

5 

IS 

a 
2 

a? 

a 

X 

O 

» 

u, 

< 

U 

•A 

^    1 

o 

S 

1901. 

35695 

May   14 

Decided. 

Cons. 

.13 

82.50 

.0028 

.0050 

25.20 

.0030 

.0002 

.11 

33.6 

.0250 

35791 

May  28 

Decided. 

Cons. 

.30 

60.20 

.0000 

1 

.0030 

19.20 

.0020 

•0000 

.08 

25.7 

.1000 

Odor  of  the  first  sample,  faintly  unpleasant  when  heated, 
tubular  well  at  the  tannery  of  Winslow  Bros. 


■The  samples  were  collected  from  a 
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ORAXGE. 


STATE   BOARD   OF   HEALTH.  [Pub.  Doc. 

Water  Supply  of  Orange. 
Distributing  Reservoir. 


[Parts  per  100,000.] 

c 

o 

o 

RESIDnB    ON 

EVAPOKA- 

TION. 

Ammonia. 

o5 

k< 

_o 
!c 
U 

.12 
.13 

NITBOGEN 
AS 

•6 

i 

s 

c 
o 

u 

« 
o 

c 
■E 

■a 

p 

c 
o 

ALBUMINOID. 

1 
1 

> 
o 

00 

a 

13 
1^ 

i 

Average  of  3  samples  collected  in 

1901. 
Average  of  seven  previous  years,  . 

.03 
.18 

2.82 
3.16 

0.82 
0.99 

.0013 
.0007 

.0089 
.0086 

.0072 
.0071 

.0017 
.0015 

.0020 
.0028 

.0001 
.0000 

.25 
.24 

0.4 

0.7 

- 

"Water   Supply   of   Palmer    Fire    District. 

Company. 

Lower  Reservoir. 

[Parts  per  100,000,] 


Palmer    Water 


O 
o 

Appeabanok. 

Evapora- 
tion. 

Ammonia. 

s 

Nitrogen 

AS 

a 
i 

"■J 
c 

•5 
S 

a 

c 
.2 

'^  60 

albuminoid. 

f. 

1 

•s 

O 

•d 
1  c 

i 

iz; 

H 

00 

U 

H 

J 

fc< 

H 

H 

tc 

o 

iz; 

!zi 

o 

UJ 

1901. 

35149 

Mar.  18 

Decided. 

Cons. 

.13 

3.40 

0.90 

.0004 

.0100 

.0082 

.0018 

.13 

.0030 

.0001 

.28 

0.6 

36015 

June  17 

Sllgiit. 

Slight. 

.21 

3.20 

0.85 

.0000 

.0166 

.0128 

.0038 

.14 

.0030 

.0000 

.36 

0.6 

37272 

Sept.  20 

Slight. 

Slight. 

.43 

3.90 

1.65 

.0002 

.0136 

.0130 

.0006 

.13 

.0000 

.0000 

.49 

1.1 

88338 

Dec.  16 

Slight. 

Slight. 

.39 

1  3.30 

1.30 

.0018 

.0146 

.0134 

.0012 

.15 

.0030  .0000 

.39 

0.5 

Averages  by 

Tears. 

1897 

.32 

3.27 

1.00 

.0012 

.0105 

.0092 

.0013 

.12 

.0038 

.0000 

.28 

0.9 

_ 

1898 

_ 

_ 

.33 

3.45 

1.35 

.0009 

.0126 

.0097 

.0029 

.13 

.0022 

.0001 

.30 

0.8 

_ 

1899 

- 

_ 

.25 

3.30 

0.95 

.0006 

.0142 

.0118 

.0024 

.13 

.0025 

.0000 

.32 

0.5 

_ 

1900 

_ 

_ 

.22 

3.46 

1.09 

.0008 

.0212 

.0109 

.0043 

.14 

.0047 

.0001 

.34 

0.5 

- 

1901 

- 

- 

.29 

1  3.45 

1.17 

.0006 

.0137 

.0118 

.0019 

.14 

.0022 

.0000 

.38 

0.7 

Odor  in  1901,  generally  vegetable. 

Water  examined  in  Connection  with  Advice  relative  to  a  Proimsed  Source  of  Spring 
Water  Supply.     (See  also  page  42.) 

[Parts  per  100,000.] 


Appeabancb. 

c 

1    Ammonia. 

NiTBOOUN 

"d 

■s 

if 

K 

1 

a 

.     g 

w 

i 

§ 
1 

"e 
■5" 
0 
<a 

a 

•5 

1 

0 

6 

1 

•a 

c 

< . 

a 
0 

e 

1 

1 

i 

1 

1901. 

86222 

July    2 

None. 

None. 

.00 

2.90 

.0000 

.0020 

.09 

.0060 

.0000 

.01 

0.6 

.0060 

The  sample  was  collected  from  a  spring  at  the  village  of  Three  lllvors. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 
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PEABODY. 


Water  Supply  of  Peabody. 
Brown's  Pond. 

[Parts  per  100,000.] 


Residlk  on 

j 

EVAPOaA- 

noN. 

Ammonia. 

NITBOGBN 

AS 

a 

s 
« 

c 

1 

ALBUMINOID. 

• 

ki 

^ 

!l 

"5 

"o 

1 

2 

s 

e 

a; 

c 

7 

d 

o 

o 

n 

=  O. 

SI 

X 

K 

c] 

p 

o 

C-1 

ij 

&4 

H 

c 

on 

.53 

55 

O 

Average  of 

1  eamplos 

collected  in 

.17 

3.01 

1.47 

.0013 

.0183 

.0153 

.0030 

.0055 

.0001 

.32 

0.7 

_ 

1901. 

Average  of  s 

ix  previous  years, 

.16 

2.96 

1.12 

.0009 

.0167 

.0142 

.0025 

.56 

.0036 

.0000 

.28 

0.6 

" 

Odor  in  August,  1901,  distinctly  unpleasant;  at  other  times,  vegetable. 

Spring  Pond. 


Average  of  4  samples  collected  in 

1901. 
Average  of  seven  previous  years,  . 


.04 

4.21 

1.27 

.0124 

.0146 

.0119 

.0027 

.64 

.0015 

.0000 

.15 

1.7 

.03 

3.82 

1.15 

.0022 

.0145 

.0114 

.0031 

.67 

.0023 

.0000 

.17 

1.4 

Odor  in  1901,  sometimes  vegetable. 

Water  examined  in  Connection  with  Advice  to  the  Town  Authorities. 

page  42.) 

[Parts  per  100,000.] 


(See  also 


Appearance. 

d 

Ammonia. 

Nithooen 

•d 

a 

O 

ch 

B 

"o^ 

1 

•o 

_o 

P 

o 

c 

IS 

= 

OB 

1 

"C 

C 

c 

OS 

2 

^ 

ft 

a: 

O 

« 

bi 

< 

s 

!zi 

s 

o 

ta 

1901. 

86633 

Auk.    3 

Decided. 

Heavy. 

1.40 

17.60 

.0860 

.0040 

.28 

.0010 

.0000 

.28 

3.8 

.7120 

37136 

Sept.  10 

Decided. 

Slight. 

2.00 

10.30 

.0760 

.0026 

.30 

.0040 

.0001 

.27 

3.5 

.6920 

The  eampleB  were  oollected  from  a  well  in  the  basement  of  a  Bchoolhouae  in  West  Peabody. 


Pembroke. 

Silver  Lake. 

[Parts  per  100,000.] 


Kesidce  on 

1  .■ 

o 

a 
C 

Appeabakck. 

EVAPOBA- 
TIOH. 

Ammonia. 

e 
■c 

o 

NITBOGKN 
AS 

i 

i    c 

!| 

K 

o 

•5 
1 

a 
o 
B 
■3 
« 
CO 

i 

o 

5 

o 

Q 
O 

5 

°& 

J 

albcminoid. 

OQ 

Si 

a 

1 

5 

z 

u 

a 

a 
»5 

3 

•a 
> 
1 

CD 

•6 

■a 
,  c 

So. 

CO 

c 

"2 

<a 

m 

1001. 

34671 

Feb.     6 

None. 

V.  sllKht. 

.05 

3.05 

1.05 

.0000 

.0126  .0110'. 001 6 

.62 

.0050 

.0000 

.24 

0.3 

35S44 

Juno    4 

V.  slight.!  V.  slight. 

.15 

2.75 

0.85 

.0000 

.Oll'J  .0102  .0010 

.60 

.0010  .0000 

.32 

0.6 

36601 

Aug.   6 

None. 

None. 

.12 

2.80 

1.10 

.0010 

.0128  .0116. 0012 

'.b9 

.0020  .0001 

.34 

0.3 

37452 

Oct.     1 

V.  slight. 

V.  slight. 

.00 

3.75 

2.05 

.0014 

.0162.01641.0008 

.67 

.0020  .0001,  .46 

0.8 

88212 

Dec.    3 

V.  slight. 

Slight. 

.07 

3.25 

1.60 

.0010  .0188.01201.0068 

.» 

.0000  .0000  .21 

il 

0.3 
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PEMBROKE. 


Silver  Lake  —  Concluded. 
Averages  by  Years. 
[Parts  per  100,000.] 


, 

Residue  on 

S 
"3 

Appeaeance. 

Evapora- 
tion. 

Ammonia. 

Nitrogen 

AS 

i 

a 
c 

£ 

ALBUMINOID. 

•a 

a 

s 

o 

•5 
3 

a 

1 
■3 

o 

c'5 
=  5 

2 

3 

•6 

> 

■3 

■a 
1  a 

3  P. 

o 

1 

'E 

c3 

bo 

a 

!zi 

a      i 

EH 

03 

o 

ij 

a 

m 

O 
.64 

"A 

"A 

o 

33 

1898 

.16 

2.98 

1.18 

.0005 

.0136 

.0115 

.0021 

.0007 

.0000 

.27 

0.7 

- 

1899 

- 

- 

.13 

3.02 

1.15 

.0007 

.0128 

.0119 

.0009 

.63 

.0020 

.0000 

.28 

0.4 

- 

1900 

- 

- 

.09 

2.80 

0.89 

.0007 

.0123:. 0112 

.0011 

.64- 

.0020 

.0000 

.25 

0.3 

- 

1901 

- 

- 

.OS 

3.12 

1.31 

.0007 

.01-13,. 0120 

1 

.0023 

.60 

.00201.0000 

1 

.31 

0.4 

Odor  in  1901,  occasionally  faintly  vegetable  when  heated. This  lake  is  not  used  as  a  source  of 

water  supply. 

Oldham  Pond. 


1901. 

1 
1 

34789 

Feb.  17 

V.  slight. 

Slight. 

.30  I 

3.80 

1.25 

.0010 

.0276 

.0220 

.0056 

.72 

.0040 

.0000 

.40 

0.8 

35665 

May  12 

V.  slight. 

Cons. 

.36 

3.50 

1.50 

'.0026 

.0226 

.0184 

.0042 

.56 

.0020 

.0000 

1.41 

0.3 

36930 

Aug.  25 

Slight. 

Cons. 

.24 

3.50 

1.55 

.0004 

.  0214;.  0192i.  0022 

.55 

.0010 

.OOOOi  .42 

0.6 

37939 

Nov.  12 

V.  slight. 

V.  slight. 

.22-1 

3.65 

1.90 

.0006 

.02021.0174  .0028 

.59 

j.OOlO 

.0000   .40 

0.5 

Averages  by  Tears. 


1898 

1899 

_ 

1900 

_ 

1901 

- 

.41 

3.78 

1.70 

.0011 

.0205 

.0174 

.0031 

.61 

.0011 

.0000 

.47 

.27 

3.55 

1.24 

.0017 

.0208 

.0183 

.0025 

.61 

.0027 

.0000 

.43 

.21 

3.59 

1.05 

.0013 

.0217 

.0180 

.0037 

.62 

.0017 

.0000 

.37 

.28 

3.61 

1.55 

.0011 

.0229 

.0192 

.0037 

.60 

.0020 

.0000 

.41 

0.6 
0.5 
0.4 
0.5 


Odor  in  February,  1901,  faintly  vegetable,  becoming  unpleasant  and  fishy  on  heating;  in  May,  faintly 

unpleasant;  at  other  times,  faintly  vegetable,  becoming  stronger  on  heating. This  pond  is  not  used 

as  a  source  of  water  supply. 


Watek  SurrLY  of  Pittsfield. 
Sacket  Brook  Reservoir. 


1901. 

35183     Mar    20 

V.  slight. 

Slight. 

.08 

6.50 

2.10 

.0028 

.0152  .0142 

.0010 

.15 

.0240 

.0000 

.22 

5.4 

360.55     June  19 

V.  slight. 

V.  slight. 

.02 

6.80 

1.65 

.0022 

.00861.0076 

.ooio; 

.11 

.0060 

.0000 

.24 

6.7 

37344 

Sept.  23 

V.  slight. 

V.  slight. 

.05 

8.60 

2.90 

.0042 

.0154  .0126 

.002Hi 

.09 

.0080 

.0001 

.27 

6.9 

88381 

Dec.  17 

V.  slight. 

V.  slight. 

.12 

4.45 

1.45 

.0006 

.0096  .0082 

.0014 

.08 

.0140 

.0000 

.23 

3.6 

Averages  by 

Years 

1896 

.10 

6.80 

1.20 

.0005  .0077  .0064 

.0013J  .09 

.0127 

.0000 

.16 

5.7 

_ 

1897 

_ 

_ 

.11 

6.27 

1.19 

.0011  .0093. 0083 

.0010;  .11 

.0112 

.0000 

.14 

4.8 

_ 

1898 

_ 

_ 

.17 

5.79 

1.34 

.0004. 0081,. 0070 

.00111  .08 

.0087 

.0000 

.22 

4.2 

_ 

1899 

_ 

_ 

.21 

6.74 

1.71 

.0010  .01,521.0138 

.0014  .08 

.0087 

.0001 

.34 

4.7 

_ 

1900 

_ 

_ 

.03 

7.19 

1.21 

.0028 

.01.55  .0134 

.0021 

.10 

.0137 

.0000 

.11 

5.8 

- 

1901 

1 

- 

.07 

6.59 

2.02 

.0024 

.0122  .0106 

.0016 

.11 

.0130 

.0000 

.24 

5.4 

No.  34.]     EXA]\nXATION  OF  WATER  SUPPLIES. 
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PITTSFEEL.D. 


Sacket  Brook,  near  Pumping  Station. 

[Parte  per  100,000.] 


^m^ 

a 

o 

1 

» 
a 

a 

APPEABANCB. 

Rksidce  OS 
Evapora- 
tion. 

Ammonia. 

1 
O 

.10 
.12 
.09 

.10 

1 

NlTROGBN 

▲a 

•3 

i 

a 

a 

o 
O 

s 

1 

M 

o 

TurbldMy. 

a 

1 

o 

I 

c 
o 

ALBUMINOID. 

1 
1 

.3 

s 

3 

2; 

1 

4) 
O 

a 

1 
1  c 

So, 

CO 

C 

a 

aa 

3S182 
36054 
37345 
88380 

1001. 

Mar.  20 

June  19 
Sept.  23 
Dec.  17 

Slight. 
V.  slight. 
None. 
V.  Blight. 

Cons. 
V.  slight. 
V.  Blight. 
Slight. 

1 

.08 
.03 
.04 
.08 

9.60 

9.10 

12.35 

6.50 

2.50 
2.20 
3.60 
2.00 

.0008 
.0010 
.0058 
.0010 

.0174 
.0132 
.0100 
.0122 

.0126 
.0120 
.0082 
.0086 

.0048 
.0012 
.0018 
.0036 

.0110 
.0170 
.0130 
.0180 

.0001 
.0000 
.0001 
.0000 

.26 
.20 
.18 
.21 

8.0 
7.9 
10.5 
4.9 

Averages  hy  Years. 


1896 
1897 
1898 
1899 
1900 
1901 


.13 

9.80 

1.57 

.0005 

.0062 

.0051 

.0011 

.10 

.0145 

.0000 

.10 

.05  1 

9.09 

1.65 

.0014 

.0062 

.0048 

.0014 

.08 

.0127 

.0000 

.09 

.11 

8.52 

1.80 

.0003 

.0056 

.0045 

.0011 

.07 

.0155 

.0000 

.16 

.12  ' 

9.02 

1.67 

.0013 

.0092 

.0078 

.0014 

.12 

.0155 

.0001 

.20 

.03 

10.46 

1.79 

.0021 

.0190 

.0114 

.0076 

.10 

.0175 

.00001 

.09 

.06 

9.39 

2.57 

.0021 

.0132 

.0103 

.0029 

.10 

1.0147 

.0000 

.21 

Odor  in  March,  1901,  diBtinctly  unpleasant. 


Ashley  Brook  Reservoir. 


35179 

1001. 

Mar.  20 

Decided. 

Cons. 

.09 

6.00 

1.90 

.0168 

.0256 

.0148 

.0108 

.11 

.0200 

.0000 

.12 

4.9 

36051 

Juno  19 

I^one. 

V.  slight. 

.02 

7.60 

1.90 

.0016 

.0100 

.0080 

.0020 

.10 

.0040 

.0001 

.24 

6.6 

37341 

Sept.  23 

None. 

V.  slight. 

.13 

8.85 

3.35 

.0020 

.0202 

.0190 

.0012 

.06 

.0080 

.0000 

.36 

6.9 

38378 

Dec.  17 

V.  Blight. 

V.  slight. 

.20 

5.30 

2.10 

.0012 

.0106 

.0092 

.0014 

.08 

.0100 

.0000 

.30 

3.9 

Averages  by 

Tears. 

- 

1896 

" 

- 

.17 

6.67 

1.71 

1 

.00061.0139 

1 

.0115 

.0024 

.09 

.01331.0000 

.28 

6.3 

- 

1897 

- 

.21 

6.70 

1.37 

1 

.0008 

.0103 

.0094 

.0009 

.09 

.0070  .0000, 

.27 

4.1 

- 

1898 

- 

- 

.17 

6.72 

1.70 

.0002 

.0068 

.0062 

.0006 

.07 

.0122 

.0000 

.23 

6.1 

- 

1899 

- 

- 

.19 

6.30 

1.58 

.0016 

.0109 

.0098 

.0011 

.08 

.0096 

.0000; 

.33 

4.6 

- 

1900 

- 

- 

.08 

5.96 

1.62 

.0029 

.0166 

.0167 

.0008 

.10 

.0095 

.0000 

.22 

4.4 

- 

1901 

- 

- 

.11 

6.94 

2.31 

.0054 

.0166 

.0127 

.0039 

.09 

.0106 

.0000 

.25 

6.6 

Odor  In  March,  1901,  faintly  unpleasant;  in  September,  vegetable.    The  organism  Uroglena  was 
found  in  the  sample  collected  in  June. 
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PITTSFIEIiD. 


Hathaway  Brook  Reservoir, 

[Parts  per  100,000.] 


c 

o 
o 

resid0e  on 
Evapora- 
tion. 

Ammonia. 

o 

o 
.12 
.10 

NiTEOGBN 
AS 

a 

3 

C 
O 

c 
to 
>. 

O 

0) 

□ 

1 

1 

£ 

albuminoid. 

1 
2 

o 

•6 
> 

1   c 
3  a 

03 

a 
2 

Average  of  4  samples  collected  in 

1901. 
Average  of  five  previous  years, 

.09 
.06 

7.77 
8.47 

2.34 
1.70 

.0020 
.0004 

.0111 
.0072 

.0101 
.0061 

.0010 
.0011 

.0132 
.0152 

.0000 
.0000 

.20 
.12 

6.4 

7.2 

- 

Mill  Brook  Beservoir. 


Average  of  4  samples  collected  in 

1901. 
Average  of  five  previous  years, 


.03 

5.29 

1.44 

.0030 

.0079 

.0055 

.0024 

.09 

.0085 

.0000 

.18 

3.8 

.05 

5.13 

0.92 

.0006 

.0060 

.0051 

.0009 

.08 

.0090 

.0000 

.10 

3.6 

Water  and  Ice  examined  in  Connection  with  Advice  to  the  Morewood  Lake  Ice 
Company.     (See  also  page  108.) 

Water. 
[Parts  per  100,000.] 


Residde  on 

1 

APPEAEANCE. 

EVAPOBA- 
TION. 

Ammonia. 

NiTBOQKN 

AS 

a 

a 

6 

^ 

c 

albuminoid. 

3 
0 
0 

^ 

■d 

•0 

S 

.0 

a 

0 

S 

a 

0 

"3 

5S, 

i 

« 

0 

3  d 

c 
0 
2 

1 

a 

Szi 

Q 

El 

Oj 

0 

H 

h) 

^ 

H 

a 

CO 

0 

5«i 

!? 

0 

m 

1»01. 

86914 

Aug.  23 

V.  slight. 

Blight. 

.12 

13.20 

3.80 

.0016 

.0180 

.0156 

.0024 

.12 

.0020 

.0001 

.42 

7.1 

36915 

Aug.  23 

V.  Blight. 

Blight. 

.10 

13.50 

3.65 

.0028 

.0158 

.0144 

.0014 

.11 

.0010 

.0001 

.39 

11.1 

Ice. 


86909 
86910 


Aug.  23 
Aug.  23 


None. 
None. 


V.  Blight. 

.00 

0.72 

- 

.0064 

.0036 

- 

- 

.005 

.0040 

.0002 

.02 

V.  Blight. 

.00 

0.32 

- 

.0048 

.0032 

- 

- 

.000 

.0020 

.0002 

.02 

0.0 
0.0 


Odor  of  Nob.  36914  and  36916,  faintly  vegetable,  becoming  strongor  on  heating. The  flret  sample 

of  water  was  collcctod  from  the  iolct  of  Morowood  Lake ;  the  second  from  the  lake  near  Its  outlet.  The 
samplftH  of  ice  were  taken  from  tho  Ico  house,  tlio  first  being  from  the  top  of  the  cnko  and  the  second 
from  the  bottom  of  the  cake.    Bacteria  per  cubic  contlmeter  In  No,  36909,  39;  In  No.  36910,  9. 
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189 


PLYMOUTH. 


Water  Supply  of  Plymouth. 

Little  South  Pond. 

[Parts  per  100,000.] 


o 
o 

Kksidue  on 

EVAPOEA- 
TION. 

AUHOKIA. 

o 

s 

.70 
.68 

1?ITB00BN 
AS 

i 

e 

3 
O 

O 
O 

•5 

3 
o 

00 

O 

^ 

ALBCMINOID. 

1 

S 

> 
1 

5 

T3 

•a 

3  O. 

1 

Average  of  6  samples  collected  in 

1901. 
Average  of  seven  previous  years,  . 

.01 

2.41 
2.51 

0.96 
0.82 

1 

.0006 
.0009 

.0146 
.0151 

.0132 
.0129 

.0014 
.0022 

.0022 
.0016 

.0000 
.0000 

.10 
.■2 

0.1 
0.2 

- 

Odor  In  1901,  generally  faintly  vegetable  when  heated. 


Water  Supply  of  Provincetown. 
Open  Basin. 

[ParU  per  100,000.] 


o 

Q 

Appearance. 

i 
|l 

Ammosia. 

a 
1 
o 

NiTBOOEX 
A3 

a 

3 

o 

00 

cs 

o 

1 

03 

i 

a 

>> 

■3 
1 

1 

■3 

33 

o 

3 

•6 

o 

a 

is 

< 

s 
2 

BO 

a 
o 

1901 

. 

34326 

Jan. 

2 

Decided. 

Cons. 

- 

11.00 

.0288 

.0150 

2.68 

.0030 

.0001 

.70 

2.9 

.9000 

34684 

Feb. 

6 

Decided. 

Heavy. 

- 

12.00 

.0156 

.0200 

2.74 

.0050 

.0001 

.86 

3.0 

.5200 

35011 

Mar. 

G 

Decided. 

Cons. 

- 

11.50 

.0252 

.0162 

2.57 

.0040 

.0002 

.63 

3.4 

.4800 

85323 

Apr. 

3 

Decided. 

Cons. 

- 

11.50 

.0218 

.0192 

2.56 

.0020 

.0001 

.80 

3.4 

.5600 

35589 

May 

1 

Decided. 

Cons. 

- 

10.00 

.0090 

.0190 

2.71 

.0080 

.0003 

.61 

2.6 

.2000 

35868 

June 

5 

Slight. 

Cons. 

0.70 

9.40 

.0072 

.0384 

2.45 

.0040 

.0001 

.84 

1.8 

.0550 

36205 

July 

1 

Decided. 

Cons. 

0.70 

9.00 

.0112 

.0500 

2.16 

.0120 

.0002 

.65 

1.4 

.0640 

86688 

Aug. 

7 

Slight. 

Cons. 

0.90 

9.40 

.0014 

.0164 

2.45 

.0080 

.0002 

.63 

1.6 

.1160 

87080 

Sept. 

3 

Decided. 

Cons. 

0.85 

9.00 

.0012 

.0134 

2.20 

.0040  |.O002 

.64 

1.6 

.1360 

37442 

Oct. 

1 

Decided. 

Cons. 

- 

10.60 

.0002 

.0214 

2.60 

.0040 

.0002 

.79 

2.6 

.4200 

87885 

Nov. 

7 

Decided. 

Cods. 

- 

13.10 

.0250 

.0178 

2.63 

.0040 

.0000 

.98 

3.5 

.4800 

38243 

Dec. 

4 

Decided. 

Heavy. 

- 

11.60 

.0256 

.0186 

2.69 

.0020 

.0000 

.90 

8.8 

.6400 

Averages  by  Tears. 


- 

1898 

- 

- 

0.66 

9.42 

.0054 

.0151 

2.50 

.0047 

.0001 

.62 

2.1 

.2289 

- 

1899 

- 

- 

1.18 

10.97 

.0159 

.0194 

2.58 

.0048 

.0001 

.77 

2.8 

.4433 

- 

1900 

- 

- 

0.91 

10.80 

.0139 

.0168 

2.71 

.0077 

.0001 

.70 

2.6 

.3774 

- 

1901 

- 

- 

- 

1  10.67 

.0143 

.0221 

2.54 

.0050 

.0001 

.76 

2.6 

.3800 

190 
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Water  Supply  of  Quinct. 

(See  Metropolitan  Water  District,  pages  120-123.) 

"Water  Supply  of  Eaxdolph  axd  Holbrook. 
Great  Pond  in  Randolph  and  Braintree. 


[Parts  per  100,000 


Odor  in  1901,  generally  vegetable  and  occasionally  unpleasant.    The  organism  Dinobryon  was  found 
in  the  samples  collected  in  March  and  April. 

Water  Supply  of  Eeading. 

Filter  Gallery. 

[Parts  per  100,000.] 


s 
o 

Appearance. 

Ammonia. 

a 
1 
H 
o 

Nitrogen 

AS 

id 

1 

s 
o 

c 

a 

3 

S 
■5 

o 
CO 

o 

2 
o 

c 

< 

1 

■§ 

1901. 

34372 

Jan.     8 

Decided. 

Cons. 

0.70 

10.30 

.0112 

.0104 

.51 

.0070 

.0000 

.47 

3.9 

.2000 

34721 

Feb.   12 

Decided. 

(Jons. 

0.35 

12.20 

.0106 

.0088 

.46 

1.0100 

.0000 

.41 

4.9 

.3000 

3.5059 

Mar.   12 

Decided. 

Cons. 

0.50 

9.90 

.0122 

.0082 

.45 

1.0090   1.0000 

.40 

5.3 

.1500 

3.5389 

AprillO 

Decided. 

Heavy. 

0.33 

11.00 

.0060 

.0090 

.46 

.0060 

.0001 

.52 

3.4 

.4500 

35599 

May      6 

Decided. 

V.  slight. 

0.7(7 

7.80 

.0082 

.0096 

.38 

.0100 

.0000 

.44 

3.0 

.1200 

35891 

June  10 

Decided. 

Cons. 

- 

8.20 

.0108 

.0208 

.37 

.0070 

.0000 

.77 

2.7 

.1900 

36266 

July     8 

Decided. 

Cons. 

- 

8.00 

.0090 

.0172 

.40 

.0040 

.0000 

.76 

2.3 

.1300 

36896 

Aug.  12 

Decided. 

Ueavy. 

- 

8.60 

.0020 

.0110 

.42 

.00.30     .0001 

.82 

2.6 

.1640 

37125 

Sept.    9 

Decided. 

Cods. 

1.20 

8.60 

.0024 

.0180 

.41 

.0030     .0001 

.81 

2.5 

.1280 

37493 

Oct.      6 

Decided. 

CODB. 

0.70 

8.00 

.0108 

.0108 

.42 

.0040 

.0000 

.57 

2.7 

.2000 

37905 

Nov.  11 

'  Decided. 

Cons. 

0.70 

9.60 

.0110 

.0120 

.46 

.0020 

.0000 

.57 

3.3 

.2300 

38253 

Dec.     9 

Decided. 

Cons. 

0.70 

9.80 

.0108 

.0098 

.45 

.0050 

.0002 

.43 

2.9 

.2200 

Averages  by  Tears. 


1891 

0.13 

12.96 

.0016 

.0063 

.43 

.0094 

.0001 

6.1 

1892 

_ 

_ 

0.44 

9.25 

.0042 

.0073 

.54 

.0071 

.0001 

- 

3.4 

1893 

_ 

_ 

0.64 

10.08 

.0034 

.0087 

.66 

.0032 

.0001 

.35 

3.9 

1894 

_ 

_ 

0.45 

12.76 

.004:! 

.0107 

.68 

.0029 

.0000 

.36 

5.0 

1895 

_ 

_ 

0.61 

13.88 

.008H 

.0114 

.72 

.0048 

.00(10 

.44 

5.5 

1896 

- 

- 

0..52 

11.50 

.OOKO 

.  0089 

.61 

.0059 

.01)01 

.40 

4.1 

1897 

_ 

_ 

0.76 

11.12 

.0090 

.0110 

.63 

.0068 

.0001 

.44 

4.0 

1898 

_ 

_ 

0.82 

9.61 

.0096 

.0141 

.44 

.  0(J03 

.0000 

.04 

3.0 

1899 

_ 

- 

0.07 

7.80 

.0099 

.0109 

.44 

.0026 

.0000 

.60 

2.4 

1900 

_ 

_ 

0.59 

9.27 

.0105 

.0098 

.45 

.0041 

.0000 

.43 

2.9 

1901 

- 

- 

0.65 

9.33 

! 

.0087 

.0121 

.43 

1.0058 

.0000 

.58 

3.3 

.1261 
.2642 
.2277 
.2096 
.2044 
.2254 
.1721 
.2497 
.2068 
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READING. 

Water  of  Filler  Gallery  after  passing  through  the  Mechanical  Filler. 

[Parts  per  100,000.] 


c 

APPEARANCE. 

1 

e 

il 

2S 

Ammonia. 

c5 

e 
■n 

o 

XlTBOGES 

AS 

E 

1^ 

e 
■2 

a 
6 

-J 

c 
o 

s 

o 

1 
1 

C 

s 

i 
g 

S 

5 

c 

£ 

le. 

H 

a: 

O 

< 

o 

K 

7i 

o 

B 

1901.     !                      j 

34373 

Jan.     8  1  None.       1  None. 

.12 

16.10 

.0056 

.0090 

.61 

.0060 

.0007 

.20 

8.6 

.0050 

34722 

Feb.  12 

V.  Blight. 

None. 

.09  ' 

15.90 

.0066 

.0062 

.51 

.0070 

.0011 

.20 

7.7 

.0080 

36060 

Mar.  12 

None. 

None. 

.04 

16.40 

1.0068 

.0060 

.47 

.0050 

.0011 

.21 

8.9 

.0550 

35300 

Apr.  10 

None. 

V.  Blight. 

.11 

16.20 

,.0060 

.0098 

.48 

.0080 

.0016 

.20 

9.0 

.0060 

35600 

May     6 

None. 

None. 

.19 

13.50 

.0062 

.0072 

.42 

.0060 

.0012 

.29 

8.4 

.0080 

35S92 

June  10 

V.  Blight. 

None. 

.40 

15.50 

.0090 

.0178 

.38 

.0050 

.0010 

.48 

9.9 

.0180 

36267 

July     8  : 

V.  slight.!  None. 

.39 

17.20 

.0076 

.0130 

.42 

.0030 

.0013 

'  .51 

10.5 

.0150 

36697 

Aug.  12 

V.  Blight.,  V.  slight. 

.26 

15.90 

.0112 

.0172 

.46 

.0020 

.0032 

.41 

8.9 

.0140 

37126 

8ept.    9  ' 

V.  slight.'  None. 

.22 

16.90 

.0024 

.0062 

.46 

.0050 

.0016 

.44 

9.3 

.0050 

37494 

Oct.     6 

None.       1  None. 

.26 

16.20 

.0070 

.0086 

1  .44 

.0030 

.0009 

.37 

9.7 

.0130 

37906 

Nov.  11 

V.  slight.!  None. 

.26 

16.40 

1.0104 

.0090 

..50 

.0040 

.0001 

1  .40 

9.3 

.0150 

38254 

Dec.    9 

None.       1  None. 

.22 

16.40 

1.0086 

.0076 

.46 

.0050 

.0005 

;  .31 

9.3 

.0180 

Averages  by  Tears. 


_ 

1896 

_ 

i   .15  1    19.42 

.0035 

.0067 

.56 

.0043 

.0016 

.24 

11.3 

.0091 

_ 

1897 

- 

- 

.23  i    18.54 

.0034 

.0084 

.52 

1.0082 

.0010  ] 

.29 

12.7 

.0037 

_ 

1898 

- 

- 

.27  1,  16.82 

.0028 

.0103 

.45 

!.0060 

.0006  1 

.34 

10.0 

.0132 

_ 

1899 

- 

- 

.23    ;  14.60 
.14    1  14.59 
.21    '  16.05 

.0040 

.0080 

.45 

.0042 

.0016  ' 

.32 

8.4 

.0084 

_ 

1900 

- 

- 

|.00o3 

.0073 

.47 

.0046 

.0015 

.25 

7.9 

.0082 

- 

1901 

~ 

"" 

.0073 

.0098 

.46 

.0049 

.0012 

.33 

9.1 

.0150 

Water  Sltply'  of  Revere. 
(See  Aletropolilan  Water  District,  pages  120-123.) 

"Water  Supply  of  Rockland. 
(See  Abington.) 

Water  Supply  of  Rockport. 
Cape  Pond. 

[Parts  per  100,000.] 




Kesidce  on 

— ^"^ 

c 

1            Appearance. 

Evapora- 

Ammonia. 

KiTROGEN 

I    "O 

1 

{ 

tion. 

1 

A8 

1   5 

i 

B 

ALBCMINOID. 

S 

o 

o 
2 

i         ^ 

1        5 

1 

c 
S 

o 

i 

fi 

5 

i 

OB 

1 

,  = 

!    e 

'    c 

r 

,    o 

00 

g 

1 

1  « 

1   1 

m 

7 

o 

5 

K 

is 

— 

^ 

00 

U 

E- 

'a. 

Eh 

o 

CD 

6 

;    »5 

Sz; 

!  o 

a 

1901. 

1 

1 

1 

35036  J 

Mar.    8  1  Slight. 

Slight. 

.13 

10.65 

1.85 

.0022'. OSes'. 0248 

.0050  4.23 

.0050  .0000 

',38 

1  6 

85412 

Apr.  15  1   I)ecided. 

Cons. 

.24 

9.85 

2.35 

.0012  .0278.0200 

.0078  3.94 

.0030  .0000 

X\ 

1  4 

36164 

June  29  |   I'ecided. 

Cods. 

.36 

11.00 

2.50 

.0570  .0460  .0340 

.0120  4.18 

.0030  .0003 

47 

1  1 

36953 

Aug.  26  1   l>i'cided. 

Cons. 

.20 

10.20 

2.15 

j.OOWO  .0276.0206 

.0070  3.69 

.0020  .0005 

.31 

1  1 

37766 

Oct.    28     ]>ecided. 

Cons. 

.34 

10.55 

8.15 

.034(1  .0.'556  .0240 

.0116  3.81 

.0050  .0002 

61 

1  •? 

386U 

Dec.  30  ;  Decided. 

Slight. 

.50 

9.95 

2.10 

i. 0046.0262  .0220 

.0042 

3.82 

.0060  .0001   .51 
.0033  .0002  .43 

1.4 

Av... 

1 

.29 

10.37 

2.36 

.0180J. 0322;. 0242 

: ' 1 

1.3 

1 

II 

A  vera 

ge  of  seven  previous  years,     . 

.29 

11.21 

2.05* 

.0026  .0280  .0196 

. 0084* 4.75 

.0083 1.0000  .32 

1.1 

Odor  In  1901,  vogetable  or  unpleasant,  beconilni:  stroneer  on  heating.    Large  numbers  of  organiBins 
were  found  In  many  of  the  eamplcs,  consisting  chietly  of  Jfelosira. 
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RUTLAND. 


Watee  Supply  of  Rutland. 
Mushcopauge  Lake. 


[Parts 

per  100,000.; 

'•J 

o 

Appeakance. 

Residue  on 
Evapora- 
tion. 

Ammonia. 

a 
1 
3 
0 

.22 
.17 
.15 

.18 
.17 

Nitrogen 

A3 

[ 

0 

c 
so 

0 

•5 

3 
El 

1 

0 
0 
0 

0 

3 

1 

ALBDMINOID. 

1 

2 

'[-1 

2 

.a 

a 

"3 
0 

Eh 

■d 
0 

5 

•a 

1     S3 

3  P. 

CO 

0! 

w 

34836 
36158 
38195 

1901. 

Feb.  20 
June  27 
Nov.  30 

V.  slight. 
Slight. 
V.  slight. 

V.  slight. 

Slight. 

None. 

.01 
.05 
.10 

2.55 
2.25 
2.25 

0.90 
0.75 
0.65 

.0022 
.0028 
.0006 

.0250 
.0210 
.0120 

.0228 
.0176 
.0110 

.0022 
.0034 
.0010 

.0050 
.0020 
.0000 

.0001 
.0000 
.0000 

.19 
.24 
.05 

.16 
.16 

0.6 
0.3 
0.3 

Av  .. 

.05 

2.35 

0.77 

.0019 

.0193 

.0171 

.0022 

.0023 

.0000 

0.4 

Average  of  four  previous  years, 

.05 

2.22 

0.85 

.0032 

.0146 

.0121 

.0025 

.0029 

.0000 

0.6 

Odor  in  February  and  June,  1901,  unpleasant.    The  organism  Dinohryon  was  found  in  large  numbers 
in  the  sample  collected  in  February. 


Water  Supply  of  Salem  and  Beverly.     (See  also  pages  43,  45.) 
Wenham  Lake  in  Beverly  and  Wenham. 


1901. 

' 

3437S 

Jan.     8 

V.  slight. 

Slight. 

.09 

5.50 

1.35 

.0076 

.0166 

.0146 

.0020 

.82 

.0060 

.0000 

.22 

2.7 

34728 

Feb.  12 

V.  slight. 

Cons. 

.08 

5.85 

1..50 

.0074 

.0174 

.0128 

.0046 

.84 

.0130 

.0002 

.33 

2.3 

35075 

Mar.  12 

V.  slight. 

Blight. 

.03 

6.10 

1.50 

.0068 

.0160 

.0144 

.0016 

.82 

.0100 

.0001 

.25 

2.7 

35355 

Apr.    9  1 

Slight.  , 

Slight. 

.12 

5.35 

1.70 

.0038 

.0186 

.0154 

.0032 

.65 

.0100 

.0001 

.30 

2.3 

35613 

Mav     7 

Blight. 

Cons. 

.20 

4.95 

1.40 

.0036 

.0186 

.0180 

.0006 

.75 

-0100 

.0001 

.35 

2.1 

35949     June  11 

V.  slight. 

Cons. 

.22 

5.25 

1.90 

.0014 

.0264 

.0210 

.0054 

.70 

.0080 

.0002 

.38 

2.1 

3630:j 

July     9 

V.  slight. 

Slight. 

.22 

5.40 

2.00 

.0036 

.0224 

.0210 

.0014 

.66 

.0030 

.0001 

.41 

2.1 

36733 

Aug.  13 

Slight. 

Cons. 

.12 

5.65 

2.35 

.0014 

.0186 

.0158 

.0028 

.63 

.0020  .0001 

.35 

2.0 

37138 

Sept.  10 

V.  slight. 

Cona. 

.09 

5.10 

2.10 

.0006 

.0198 

.0164 

.0034 

.60 

.0020. 0000 

.34 

2.3 

37513 

Oct.     8 

V.  Blight. 

Slight. 

.05 

5.10 

1.85 

.0010 

.0178 

.0150 

.0028 

.69 

.OO20I.OOOI 

.36 

2.5 

37923 

Nov.  12 

Slight. 

Cons. 

.13 

5.75 

2.25 

.0104 

.0228 

.0176 

.0052 

.68 

.00301.0001 

.35 

2.3 

88281 

Dec.  10 

V.  Blight. 

Cons. 

.08 

5.60 

2.15 

.0012 

.0160 

.0122 

.0038 

.71 

.00301.0001 

.27 

2,2 

Averages  by 

Tear 

!. 

1888 

.05 

.0020 

.0146 

.73 

.0068 

.0001 

_ 

_ 

_ 

1889 

_ 

_ 

.06 

_ 

_ 

.0014 

.0173 

.01.38 

.0035 

.72 

.0052 

.0002 

- 

- 

_ 

1890 

_ 

_ 

.05 

_ 

- 

.0016  .01.'')4 

.0125 

.0029 

.74 

.0104 

.0001 

- 

2.5 

_ 

1891 

_ 

_ 

.07 

4.70 

1.12 

.000G'.0I47 

.0113 

.0034 

.72 

.0125 

.0000 

- 

1.9 

_ 

1892 

_ 

_ 

.03 

4.85 

1.10 

.00 10!.  01:57 

.0103 

.0034 

.75 

.0077 

.0000 

- 

2.2 

_ 

1893 

_ 

_ 

.04 

5.49 

1.26 

.0033 

.0130 

.0100 

.00.30 

.77 

.00.55 

.0001 

.16 

2.6 

_ 

1894 

_ 

_ 

.07 

6.69 

1.53 

.DD.'iO 

.014H 

.0114 

.0034 

.82 

.0023 

.0001 

.14 

3.0 

_ 

1895 

_ 

_ 

.21 

6.75 

1.97 

.0026 

.0177 

.0146 

.0031 

.HI 

.0059 

.0001 

.30 

3.1 

_ 

1896 

_ 

_ 

.15 

6.30 

1.82 

.0020 

.0213 

.0152 

.0061 

.80 

.00.53 

.0001 

.28 

2.7 

_ 

1897 

_ 

_ 

.13 

6.09 

1.80 

.0027 

.0206 

.0170 

.0036 

.82 

.0048 

.0001 

.29 

2.7 

_ 

1898 

_ 

_ 

.15 

5.61 

1.73 

.0025 

.0181 

.0151 

.0030 

.80 

.0040 

.0001 

.29 

2.3 

_ 

1899 

_ 

_ 

.13 

5.37 

1.70 

.0043 

.0184 

.0165 

.0029 

.73 

.0069 

.0002 

.27 

2.1 

_ 

1900 

_ 

_ 

.10 

6.31 

1.32 

.00.59 

.0187 

.0145 

.0042 

.74 

.0055 

.0001 

.26 

2.2 

- 

1901 

- 

- 

.12 

6.46 

1.84 

.0041 

.0193 

.0162 

.0031 

.71 

.0060 

.0001 

.33 

2.3 

Odor  In  1901,  generally  faintly  vegetable,  becoming  stronger,  and  frequently  distinctly  unpleasant, 
on  heating.  The  organism  Anabama  was  found  In  the  Bamples  collected  in  tho  tnontliB  from  June  to 
October,  IncluMlvc.     Large  numbers  of  organlHras  were  found  In  many  of  the  other  samples. 
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SALEM  AND  BEVERLY. 

Longham  Brook,  in  Beverly  and  Wenhani. 

[I'artB  per  100,000.] 


i 

ArPEAEANCE. 

Residue  on 

EVAPORA-     1 
TIOS. 

Ammonia. 

Nitrogen 

AS 

■6 

1 

s 

1 

o 

3 

1 

•3 
a: 

II 

1    i 

05, 
«^ 
0 

ALBUMINOID. 

i  0 
1.29 

1 

1 
1 
0 

1 

s 
!Z5 

1 

o    j 
1=    1 

2 

o 

"0 

> 

0 

00 

■3 

•a 
1  s 
s  0. 

00 

1 

2 

5 

00 

1 

34377 

1901. 

Jan.     8  ' 

Slight. 

Cons. 

0.59 

8.50 

2.60 

.0084 

.0280 

.0190 

.0090 

.0960 

.0001 

0.77 

2.7 

34727 

Feb.  12 

Slight. 

Slight. 

1.20 

8.25 

3.00 

.0116 

.0376  .0316 

.0060 

1.14 

.0390 

.0002 

1.31 

2.9 

35074 

Mar.  12 

Decided. 

Cons. 

1.10 

5.25 

2.35 

.0252 

.056o'.0488 

.0072 

0.66 

.0040 

.0001 

1.13 

1.0 

35354 

Apr.    9 

V.  slight. 

Slight. 

0.72 

4.20 

1.70 

.0026 

.0212  .0190 

.0022 

0.61 

.0060 

.0000 

0.78 

1.1 

35612 

May     7  ' 

V.  slight. 

Slight. 

1.06 

4.60 

2.00 

.0014 

.0234  .0228 

.0006 

0.78 

.0010 

.0000 

1.02 

1.1 

35948 

June  11 

V.  slight. 

Cons. 

1.70 

6.45 

3.45 

.0038 

.0468^.0412 

.0056 

|0.91 

.0060 

.0002 

1.60 

1.7 

36302 

July    9 

Slight. 

Cons. 

1.05, 

8.30 

2.95 

.0200 

.0380 

.0324 

.0056 

1.23 

.0050 

.0010 

0.90 

2.0 

30732 

Aug.  13 

Slight. 

Cons. 

1.10 

8.25 

3.70 

.0044 

.0412  .0380 

.0032 

'1.09 

.0040 

.0003 

1.29 

2.5 

37137 

Sept.  10 

Slight. 

Cons. 

0.68 

7.90 

2.75 

.0036 

.0296  .0280 

.0016 

,1.29 

.0070 

.0004 

0.75 

2.5 

37512 

Oct.     8 

V.  slight. 

Slight. 

0.76 

8.20 

3.95 

.0032 

.0308  .0296 

.0012 

1.14 

.0000 

.0001 

1.14 

2.2 

37922 

Nov.  12 

V.  slight. 

Slight. 

0.72 

8.55 

3.30 

.0060 

.0268  .0252 

.0016 

1.13 

.0400 

.0001 

0.89 

2.5 

38280 

Dec.  10  ! 

Decided. 

Cons. 

0.84  1  6.90 

3.25 

.0024 

.0288  .0262 

.0026 

0.98 

.OOSOj.OOOO 

1.13 

■•' 

Averages  by 

Years 

• 

- 

1897 

- 

- 

1.83 

6.99 

3.05 

.0127 

.0504 

.0415 

.0089 

0.94 

.0098 

.0002 

1.17 

1.7 

- 

1898 

- 

- 

1.39 

6.29 

2.89 

.0094 

.0472 

.0394 

.0078 

0.86 

.0085 

.0002' 

1.03 

1.5 

- 

1899 

- 

- 

0.76 

5.63 

2.26 

.0079 

.0361 

.0293 

.0068 

0.75 

.0073 

.00011 

0.73 

1.2 

- 

1900 

- 

- 

0.63 

6.13 

1.76 

.0052 

.0239 

.0208 

.0031 

0.87 

.0153 

.0001; 

0.72 

2.0 

- 

1901 

- 

- 

0.96 

7.11 

2.92 

.0077 

.0340 

.0301 

.0039 

1.02 

.0177 

.0002! 

1.06 

2.0 

Odor  in  1901,  distinctly  vegetable  or  unpleasant,  becoming  stronger  on  heating. 

Water  examined  in  Connectio7i  with  Advice  to  the  City  Authorities.     (See  also 

page  45.) 

[Parts  per  100,000.] 


= 

Appearance. 

Ammonia. 

Nitbooen 

■d 

— 

B 

s 

S 

•3 

3 

B 

1 

•a 

0 

il 

V  03 

s  > 

I 

•6 

0 

B 

0 

B 

•c 

0 

1 

g 

5 

a 

00 

s 

E 

■E 

0> 

s 
0 

55 

C 

f- 

m 

u 

K 

b. 

< 

0 

K 

!zi 

0 

a 

1901. 

37741 

Oct.   28 

Decided. 

Heavy. 

- 

64.70 

.0032 

.0104 

4.47 

2.6000 

.0006 

.83 

16.4 

.0800 

37887 

Nov.    8 

j  Decided. 

1 

Cods. 

.06 

66.00 

.0086 

.0088 

4.65 

2.8800 

.0006 

.12 

12.3 

.1250 

Odor  of  No.  37741,  unpleasant. The  samples  were  collected  from  a  well  In  the  yard  of  the  St. 

James  School. 
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Salisbury. 
Water  examined  in  Connection  tvith  Advice  to  E.  P.  Shaiv.     (See  also  page  45.) 

[Parts  per  100,000.] 


Appeakance. 

i 

Ammonia. 

Nitrogen 

13 

a 

^ 

r-Z 

1 

3 

o 
S 

'■5 
1 

1 

■5 

u 

o 

2a 

!2 
'S 

a 

is 

6 
a 

o 

1 

03 

1 

to 

a 

§ 

ss 

a 

H 

QD 

O 

es 

fe 

<! 

O 

« 

(5 

O 

w 

Ml 

1900. 

34268 

Dec.  31 

Blight. 

Cons. 

.02 

64.80 

.0256 

.0014 

26.15 

.0020 

.0000 

.10 

18.8 

.0600 

The  sample  was  collected  from  a  tubular  well  near  Salisbury  Beach. 

Water  Supply  of  Saugus. 
(See  Lynn.) 

Water  Supply  of  Sharon. 
Well. 

[Parts  per  100,000.] 


o 
O 

Kksidue  on 

EVAPORA- 
TIOK. 

Ammonia. 

a 
1 
la 

1.15 
1.10 

Nitrogen 

AS 

1    . 
•a 

a 

3 

C 
O 
O 

a 

U) 

x 
o 

•s 

03 

n 

s 

o 

c 
o 

r 

£ 

ALBUMINOID. 

B 

t 
o 

5 

•6 

•a 

la  o 

s  p. 

w 

a 
2 

Average  of  6  samples  collected  in 

1901. 
Average  of  three  previous  years,  . 

.00 
.01 

9.50 
9.18 

- 

.0002 
.0002 

.0011 
.0009 

- 

- 

.2733 
.2450 

.0000 
.0000 

.01 
.02 

3.5 
3.2 

.0045 
.005» 

Water  Supply   of  Sheffield.  —  Sheffield  Water   Company. 

Spring. 


Average  of  6  samples  collected  In 
1901. 


3.48 


.0002 


,0007 


.07 


.0076 


.0000 


,02 


1.7 


.009S 


Water  Supply  of  Somerville. 
(See  Metropolitan  Water  District,  pages  120-123.) 
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SOMERVELLE. 

Water  examined  in  Connection  with  Advice  to  the  Somerville  Iron  Foundry. 

(See  also  page  46.) 

[Parts  per  100,000.] 


c 
o 

o 

o 

o 
« 

Appearance. 

5 

? 
go 

AUMOXIA. 

% 

6 

Nitrogen 

AS 

1 

m 

o 
O 

s 

1 

1 

3 

5 

1 

•3 

o 

2 

2 
o 

c 

i 

2 

e; 
5 

d 
£ 

34940 

1001. 

Mar.    4 

V.  slight. 

V.  slight. 

.08 

29.50 

.0122 

.0114 

2.80 

.6400 

.0015 

.19 

8.9 

.0250 

Odor,  earthy. The  sample  was  collected  from  a  faucet  supplied  from  a  driven  well  on  the 

factory  grounds, 

SOUTHBOROUGH. 

Waters  examined  in  Connection  with  Advice  to  the  School  Committee.     (See  also 

page  47.) 


37750 

1001. 

Oct.   28 

V.  slight. 

V.  slight. 

.02 

29.00 

.0042 

.0018 

1.48 

.8000 

.0032 

.06 

11.1 

.0200 

37751 

Oct.   28 

None. 

V.  slight. 

.00 

22.60 

.0002 

.0078 

2.01 

.8400 

.0004 

.04 

8.9 

.0040 

The  first  sample  was  collected  from  a  tubular  well  supplying  the  high  school  building;  the  last  from 
a  dug  well  on  the  premises  of  C.  P.  Jones,  M.D. 


Water  Supply  of  Southbridoe.  —  Southbridge  Water 

Supply  Company. 

Hatchet  Brook  Storage  Reservoir. 

[Parts  per  100,000.] 


i 

Residue  on 
Evapora- 
tion. 

Ammonia. 

s 

■n 

o 

.18 

.16 

NiTHOOKN 

AS 

■d 

1 

00 

S 

o 
O 

B 

1 

5 

•5 

1 

§ 

§1 

3 

i 

ALBUMINOID. 

1 

9, 

flD 

3 

■d 
> 
o 
S 

5 

•d 

•a 

1  c 

1 

Average  of  4  samples  collected  In 

1901. 
Average  of  four  previous  years,    . 

.37 
.48 

3.15 
3.41 

1.35 
1.60 

.0023 
.0027 

.0169 
.0227 

.0162 
.0180 

.0017 
.0047 

.0026 
.0023 

.0000 
.0000 

.50 
.59 

0.8 
0.6 

Odor  in  March,  1901,  decidedly  unpleasant  and  fiehy  when  heated;  in  September  and  December 
faintly  vegetable,  becoming  stronger  on  heating.  The  organism  UrogUna  was  found  in  the  sample 
collected  in  March. 
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SOUTHBRIDGE. 

Waters  examined  in  Connection  luith  Advice  to  the  Souihhridgc  Water  Suxtply  Com- 
X)a7iy.     (See  also  page  48.) 

[Parts  per  100,000.]  , 


APPEAKA^■CE. 

c 

Ammonia. 

Nitrogen 

i 

AS 

a 

a 

o 

i 

1 
'5 

_o 

Ha 

£ 

•d 
o 

c 
o 

1 

1 

p 

•z 

a 

5- 

CO 

O 

^ 

b 

<! 

O 

!z; 

!Hi 

o 

HI 

1901. 

36201 

July    1 

None. 

V.  slight. 

.00 

2.40 

.0000 

.0062 

0.16 

.0030 

.0000 

.02 

1.4 

.0060 

36202 

July    1 

None. 

V.  Blight. 

.00 

17.80 

.0000 

.0030 

1.88 

.7400 

.0000 

.02 

6.6 

.0050 

The  first  sample  was  collected  from  a  spring  just  below  reservoir  No.  1  of  the  Southbridge  Water 
Supply  Company;  the  last,  from  Glover  Spring,  on  High  Street. 


Water  examined  in  Connection  with  Advice  to  the  Toivn  Authorities.     (See  also 

page  47.) 


38173 


1901. 

Nov.  29 

None. 

V.  slight. 

.02 

5.60 

.0000 

.0078 

.49 

.0600 

.0000 

.01 

2.2 

0060 


The  sample  was  collected  from  the  spring  of  the  Southbridge  Village  Aqueduct  Company. 

Water  Supply  of  South  Hadley  Falls  Fire  District. 

Leaping  Well  Eeservoir. 

[Parts  per  100,000.] 


Kksidck  on 
Evapora- 
tion. 

Ammonia. 

•s 

o 

o 
.12 
.13 

Nitrogen 

AS 

■d 

1 

a 

a 

c 

5" 

O 

1 

1 

o 
o 

ALBUMINOID. 

1 

1 

o 

•d 
> 
o 

5 

■d 

■a 

1  o 

a  o. 

99 

1 

Average  of  4  samples  collected  in 

1901. 
Average  of  four  previous  years,    . 

.02 
.09 

2.60 
2.79 

0.87 
0.94 

.0029  .0155 
.0014  .0136 

.0095 
.0102 

.0060 
.0034 

.0010 
.0036 

.0000 
.0000 

.11 
.10 

0.6 
0.6 

- 

Odor  In  May,  1901,  faintly  unpleasant.    The  organlBm  AnabcRna  was  found  in  this  sample. 


Buttery  Brook  Reservoir. 


Average  of  4  samples  collected  In 
1901. 


1.29 


.0240 


.0002 


0.9 


Odor  in  January  and  November,  unpleasant;  at  other  times,  vegetable. 
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SOUTH  HADLEY. 

Water  and  Ice  examined  in  Coniiection  with  Advice  to  Charles  Huot.     (See  also 

page  109.) 

Water. 
[Parts  per  100,000.] 


Appearance. 

Residue  on 
Evapora- 
tion. 

Ammonia. 

NlTKOGEN 

A8 

1 

o 

1       ^ 

ALBUMINOID. 

i 

s 

o 
O 

o 

2 

1 
•a 

o 

"3 

o 
o 

2 

2 

CO 

1 

1 

bo 

K 

.a 

a 

s 

"3 

T3 

a  a 

flo 

O 

•3 

55 

- 

=-                  * 

O 

£-■ 

ij 

Eh 

O     J  K 

u 

^ 

" 

1901. 

! 

36128 

June  26 

Decided. 

CODB. 

.24 

10.10 

3.35 

.0396 

.0244 

.0096 

.0148 

1.26 

.1950 

.0028 

.22 

3.0 

Ice. 


36537 
36538 


1001.     I 
July  24     None. 
July  24     None. 


Blight. 
V.  slight. 


1.38 
0.42 


.0014 
.0014 


.0018 
.0010 


,0051  .0000  .0004   .03 
,000  .0000  .0003  .03 


■  0.0 
0.0 


The  sample  of  water  was  collected  from  the  malu  feeder  of  Huot's  ice  pond.  The  samples  of  ice 
were  taken  from  the  ice-house,  the  first  being  from  the  top  of  the  cake,  and  the  second  from  the  bottom 
of  the  cake.  A  sample  of  ice  examined  on  June  26,  1901,  contained  322  bacteria  per  cubic  centimeter  in 
the  top  of  the  cake  and  30  in  the  bottom  of  the  cake. 

Waters  exambied  in  Con^iection  with  Advice  to  H.  E.  Gaylord  relative  to  Ice  Supply. 

(See  also  page  111.) 


1001. 

1 

34461 

Jan.   15 

V.  slight. 

V.  slight. 

0.07 

7.00 

0.70 

.0160 

.0064 

.0062 

.0002  .64 

.1850 

.0005 

.12 

5.1 

34581 

Jan.  24 

Slieht. 

V.  slight. 

0.06 

8.80 

2.65 

.0172 

.0084 

.0074 

.0010  .67 

.1220 

.0005 

.10 

3.8 

36130 

June  26 

Decided. 

Cons. 

0.26 

8.50 

2.50 

.0090 

.0280 

.0240 

.0040  .62 

.0300 

.0024 

.33 

4.3 

34460 

Jan.   15 

J>ecided. 

Cons. 

1..S0 

8.00 

1.75 

.0448 

.0176 

.0132 

.0044 i. 43 

.1020 

.0006 

.35 

4.0 

36131 

June  26 

V.  slight. 

Cons. 

0.07 

4.75 

1.45 

.0038 

.0220 

.0164 

.0056  1.32 

.0030 

.0004 

.20 

2.0 

34462 

Jan.   15 

Slight. 

Cons. 

0.08 

6.95 

1.10 

.0244 

.0080 

.0056 

.0024  1.87 

.4200 

.0030 

.13 

4.6 

36129 

June  26 

Decided. 

Cons. 

0.28 

6.75 

2.00 

.0126 

.0150 

.0120 

.0030  j. 64 

.0440 

.0008 

.32 

2.0 

The  first  three  samples  were  collected  from  a  brook  a  short  distance  west  of  Newton  Street,  and 
about  a  quarter  of  a  mile  north  of  Qranby  Road;  the  next  two,  from  the  outlet  of  Smith's  ice  pond, 
which  is  tributary  to  this  brook;  the  next,  from  a  small  tributary  which  enters  the  main  stream  from 
Flander'e  brick  yard;  the  last,  from  a  small  tributary  entering  the  main  stream  from  the  south. 


Water  Sltply  of  Spexcer. 
Shaw  Pond. 

[Parts  per  100,000.] 


c 

o 

o 

Residue  on 
Evapora- 
tion. 

Amuonia. 

«;  ! 
"S 

.16 
.16 

Nitrogen 

AS 

•d 

E 

3 

c 
o 

^  s 

C       o 

B  & 

3 

o 
E- 

1 

5 

1 

'A 

albuminoid. 

1 

S 

5 
2 

"3 

> 

o 
O 

•d 

■§ 
,  e 
K  a 

3  C. 
CO 

a 
2 

Average  of  4  samples  collected  in 

1901. 
Average  of  four  previous  years,     . 

.03 
.05 

2.36 
2.29 

0.84 
0.78 

.0006.0189 
.0020  .0148 

.0128 
.0129 

.0011 
.0019 

.0052 
.0067 

.0000 
.0000 

.10  0.6 
.14  0.0 

- 
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sprixgfield  axd 

"Water   Supply 


LUDLOW. 

OF  Speixgfield  and  Ludlow. 
page  49.) 
Ludloiv  Reservoir. 

[Parts  per  100,000.] 


(See  also 


Kesidce  on 
Evapora- 
tion. 

Ammonia. 

Nitrogen 
as 

§ 

s 

c 
o 
o 

ALBUMINOID. 

Date  of  Collection. 

■6 

a 

"S 

"3 
o 

Eh 

o 

fa 

o 

Eh 

> 
o 

5 

,  c 

a  P. 

03 

c 
o 
S 

1 

*1^ 

c 

o 

c 
•o 

1901. 

January,  . 

.37 

3.22 

1.43 

.0067 

.0235 

.0202 

.0033 

.16 

.0069 

.0001 

.51 

1.0 

February, 

.35 

3.36 

1.35 

.0061 

.0302 

.0221 

.0081 

.15 

.0092 

.0001 

.47 

0.9 

March, 

.32 

3.27 

1.41 

.0036 

.0272 

.0210 

.0062 

.15 

.0077 

.0001 

.46 

1.0 

Aphl, 

.31 

2.68 

1.15 

.0025 

.0223 

.0174 

.0049 

.13 

.0040 

.0001 

.41 

0.6 

May,  . 

.28 

2.71 

1.04 

.0026 

.0205 

.0155 

.0050 

.12 

.0022 

.0001 

.41 

0.7 

June, 

.27 

2.75 

1.20 

.0032 

.0224 

.0181 

.0043 

.14 

.0033 

.0000 

.38 

0.6 

July, . 

.27 

2.75 

1.32 

.0059 

.0215 

.0179 

.0036 

.12 

.0024 

.0000 

.40 

0.7 

August,  . 

.34 

3.17 

1.64 

.0133 

.0722 

.0341 

.0381 

.12 

.0022 

.0001 

.42 

0.9 

September, 

.28 

3.33 

1.80 

.0144 

.0662 

.0312 

.0350 

.11 

.0040 

.0002 

.34 

0.8 

October,  . 

.18 

2.68 

1.23 

.0037 

.0210 

.0166 

.0044 

.12 

.0142 

.0002 

.27 

0.9 

November, 

.12 

2.37 

1.09 

.0016 

.0180 

.0156 

.0024 

.13 

.0156 

.0000 

.27 

0.6 

December, 

.12 

2.40 

1.24 

.0012 

.0190 

.0148 

.0042 

.17 

.0152 

.0001 

.25 

0.5 

Averages  by  Tears. 


1888, 

.13 

- 

- 

.0019 

.0332 

- 

- 

.12 

.0047 

.0001 

- 

- 

1889, 

.12 

- 

- 

.0028 

.0461 

.0237 

.0224 

.10 

.0033 

.0002 

- 

- 

1890, 

.15 

- 

- 

.0029 

.0387 

.0210 

.0177 

.10 

.0065 

.0001 

- 

0.9 

1891, 

.20 

3.00 

1.42 

.0050 

.0425 

.0228 

.0197 

.09 

.0050 

.0001 

- 

0.8 

1894, 

.37 

3.39 

1.47 

.0009 

.0221 

.0165 

.0066 

.16 

.0018 

.0000 

.42 

1.1 

1895, 

.29 

3.35 

1.55 

.0028 

.0315 

.0201 

.0114 

.18 

.0030 

.0000 

.41 

1.1 

1896, 

.26 

3.25 

1.41 

.0042 

.0404 

.0220 

.0184 

.15 

.0081 

.0000 

.37 

1.0 

1897, 

.33 

3.28 

1.67 

.0039 

.0453 

.0267 

.0186 

.15 

.0028 

.0000 

.43 

0.8 

1898, 

.29 

2.90 

1.44 

.0020 

.0373 

.0218 

.0155 

.15 

.0016 

.0000 

.38 

0.7 

1901, 

.27 

2.89 

1.32 

1 

.0054 

.0304 

.0204 

.0100 

.13 

.0072 

.0001 

.38 

0.8 

Odor  Id  January,  February,  July,  October,  November  and  December,  1901,  faintly  vegetable,  be- 
coming stronger  on  heating;  In  August  and  September,  decidedly  disagreeable;  in  March  and  April, 

unplensant  when  heated;  In  May  and  June,  vegetable  when  heated. Each  unalysis  is  the  average  of 

analyses  of  samples  collected  weekly  from  the  reservoir.  For  tlie  results  of  microscopical  examinations 
of  the  water  of  Ludlow  Reservoir,  see  paper  on  "  Itcsults  of  Filtration  Experiments  at  Ludlow,"  in  a 
Bubaequent  portion  of  this  report. 
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SPRIXGriELD  AXD  LUDLOW. 

Receiving  Basin  at  Ludlow. 

[Parts  per  100,000.] 


Residue  on 

c 

1            Appearance. 

Evapora- 

Ammonia. 

NiTEOGEX 

1 

tion. 

b 
3 

i 

e 
1 

s 

ALBDMINOID. 

.a 

a 

5 

o 

c 
1 

i 

s 

!l 

3 

•d 
> 
g 

■d 

•o 
1  <= 

e 

In 
o 

CO 

f 

1 

m 

•3 

55 

a 

u. 

CO 

u 

^ 

b 

^         Q 

00 

O 

SS 

a 

0 

E3 

1900. 

1 

34292 

Dec.  31 
IBOI.    ! 

V.  slight. 

V.  Blight. 

.28 

3.75 

1.00 

.0008 

.0110 

.0102.0008 

.17 

.0100 

.0000 

.38 

1.3 

34458 

Jan.    15  , 

V.  Blight. 

Slight. 

.22 

3.30 

1.15 

.0020 

.0132  .00901.0042 

.15 

.0120 

.0000 

.39 

1.1 

34669 

Feb.    5 

V.  slight. 

V.  Blight. 

.20 

3.70 

1.25 

.0016 

.0092  .0082  .0010 

.14 

.0200. 0000 

.25 

1.3 

34977 

Mar.    4 

Slisht. 

Slight. 

.25 

4.25 

1.15 

.0080 

.0196  .0166  .0030 

.19 

.0150  .0003 

.35 

1.3 

36256 

July     8 

Slight. 

Slight. 

.36 

3.25 

1.65 

.0038 

.0214  .0194  .0020 

.12 

.0020;. 0001 

.44 

1.0 

36791 

Aug.  15 

.Slight. 

Cons. 

.37 

4.25 

1.75 

.0068 

.0396  .0268  .0128 

.14 

.00101.0000 

.56 

1.8 

37075 

Sept.    3 

Slight. 

Cons. 

.34 

3.65 

1.50 

.0070 

.0278. 0184  .0094 

.11 

.0030  .0002 

.58 

1.1 

37487 

Oct.     7 

V.  slight. 

Slight. 

.42 

3.80 

2.20 

.0024 

.0216  .0200  .0016 

.15 

.0030  .0001 

.53 

0.8 

37851 

Nov.    5 

V.  slight. 

V.  slight. 

.30 

3.65 

1.30 

.0008 

.0142  .0126  .0016 

.16 

.0050  .0000 

.41 

1.0 

38219 

Dec.    3 

V.  Blight. 

V.  Blight. 

.19 

3.80 

1.50 

.0010 

.OO88|.0O76  .0012 

.20 

.0090,. 0000 

.20 

1.1 

Averages  by  Years. 


1891 
1892 
1893 
1894 
1895 
1896 
1897 
1898 
1899 
1900 
1901 


.31 

3.27 

1.20 

.00111.0225  .0147  .0078 

.09 

.0049 

.0001 

1  _  1 

.44 

3.79 

1.39 

.0004.0164  .0127  .0037 

.14 

.0089  .0001  1     - 

.49 

3.76 

1.39 

.0009  .02041.0146.0058 

.15 

.0026  .0001  |.51 

.49 

3.68 

1.42 

.0010  .01961.0151  .0045 

.16 

.0027. 0000 '.46 

.47 

3.86 

1.61 

.0019  .02121.0162  .0050 

.18 

.0050 

.0000|l.50 

.43 

3.71 

1.37 

.0012  .01821.0150  .0032 

.15 

.0051 

.OOOOil.SO 

.51 

3.49 

1.40 

.0013  .0185  .0154  .0031 

.16 

.0051 

.0000 

.51 

.45 

3.54 

1.54 

.0011;. 0162  .0131  .0031 

.16 

.0048 

.0000 

.45 

.38 

3.43 

1.36 

.0014  .0177  .0155  .0022 

.13 

.0044 

.0000 

.49 

.40 

3.34 

1.29 

.0014,-0215  .01681.0047 

.14 

.0027 

.0000 

.61 

.30 

3.76 

1.49 

.00361.0194  .0155  .0039 

.15 

.0077 

.0001 

.41 

1.0 
1.3 
1.2 
1.6 
1.3 
1.1 
1.0 
0.9 
0.8 
0.8 
1.2 


Odor  la  August,  1901,  faintly  unpleasant,  becoming  stronger  on  heating;  at  other  times,  faintly 
vegetable,  becoming  stronger  on  heating.  The  organism  Aitabaena  was  found  in  considerable  numbers 
in  the  samples  collected  In  August  and  September. 

Jabish  Brook  Canal,  Ludlow. 

[Parts  per  100,000.] 


Rbsioce  on 

1 

.  1 

Evapora- 

AUMOHIA. 

Nitrogen 

tion. 

1 

h 

3 
m 

c 
0 

c 

= 

ALBiruINOID. 

Date  of  Collection. 

1 

•d 

K 

i 

1 
5 

=  5> 

s 

s 

> 
0 

•a 

e 

i 

2 

s 

B 
>> 

0 

B 

•a 

u. 

c 

1     = 

,S 

S  B. 

ji 

g 

0 

E-i 

b 

H 

Q 

oa 

0 

85 

« 

0 

X 

1901. 

1 

January,   

.25 

3.60 

1.08 

.0013'. 0108'. 0095 

.0013 

.17 

.0073 

.0000 

.35  1.4  .0170 

February, 

.20 

3.70 

1.07 

.0014  .0101  .0086 

.0015 

.18 

.0157 

.0001 

.27  1.3  .0113 

March, 

.35 

3.48 

1.48 

.0103  .0287  .0231 

.0056 

.16 

.0093 

.0001 

.62  0.9  .0157 

April, 

.33 

2.85 

1.18 

.0013  .011)1  .0133\0028 

.14 

.0050  .OOOll  .45  0.7  .0130 

May,  . 

.50 

3.17 

1.32 

.0010  .01671.0142  .0025 

.12 

.0040  .00(10   .520.9  .0275 

June, 

.42 

3.18 

1.22 

.0015 

.0192,. 0142  .0050 

.12 

.0023  .0000   .46  0.9  .0218 

July,  . 

.38 

4.05 

1.49 

.0081 

.0238    0172  .0066 

.13 

.001.-.  .nooi    .49  1.1  .0472 

August, 

.41 

3.99 

1.71 

.0030 

.0234'. 0196  .0038 

.16 

.          !    . .16  1.0  .0330 

September, 

.36 

4.21 

1.62 

.0037 

.0208  .0169  .0039 

.111 

..>♦  1.5  .0590 

October,     . 

.49 

4.10 

2.04 

.0013 

.0223  .0174  .0049 

.18 

.51)1.3.0846 

November, 

.31 

3.69 

1.36| 

.0007 

.0161  .0111  .0050 

.17 

.44  1.0  .0250 

December, 

.35 

3.77 

1.66 

.0013 

.0137 

.0114  .0023 

76  i 

.47  0.9.0212 

Averag 

e,     . 

_ 

3.64 

1.43 

.0029 

.0186 

.0147 

.0038. 

.0057 

.0001| 

^ 

1.1 

.0271 

Odor  during  the  first  sis  months,  generally  faintly  vegetable,  becoming  stronger  on  beating;  dur- 
ing the  remainder  of  the  year,  distinctly  vecetable,  becoming  stronger  on  heating.  Unpleasant  odors 
■were  observed  in  the  samples  collected  during  the  latter  part  of  July  and  the  first  of  August.  Each 
analysis  is  the  average  of  analyses  of  samples  collected  weekly  from  the  canal.  For  the  results  of 
microscopical  examinations  of  the  water  of  Jabish  Brook  Canal,  see  paper  on  "  Results  of  Filtration 
EsperimentB  at  Ludlow,"  in  a  subsequent  portion  of  this  report. 
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SPRIXGFIELD  AND  X,TJDL,0"W. 

Chajyin  Pond,  in  Ludloiv. 

[Parts  per  100,000.] 


c 

o 
"3 

Residue  on 
Evapora- 
tion. 

Ajimonia. 

c 
1 

.11 

.n 

NITKOGEN 

AS 

■6 

a 

C 
o 

1 

O 

a 
■a 

C3 

33 

1 

a 
o 

c  a 
o 

£ 

albuminoid. 

1 

"3 

> 
o 

5 

■a 

■o 

1  c 

S  P. 

to 

1 

s 

'C 

g 

o 

Average  of  9  samples  collected  in 

1901, 
Average  of  five  previous  years, 

.02 
.07 

2.29 
2.39 

1.03 
0.98 

.0011 
.0016 

.0219 
.0195 

.0184 
.0158 

.0035 
.0037 

.0020 
.0022 

.0001 
.0000 

.26 
.24 

0.4 
0.5 

- 

Odor  in  January,  February,  March,  October  and  November,  1901,  unpleasant,  becoming  stronger 
on  heating.    The  organism  Uroglena  was  found  in  considerable  numbers  in  the  first  three  samples. 


Five  Mile  Pond. 


Average  of  9  samples  collected  in 

1901. 
Average  of  five  previous  years. 


.04 

2.66 

1.14 

.0052 

.0229 

.0203 

.0026 

.15 

.0026 

.0000 

.27 

0.6 

.10 

2.26 

1.05 

.0055 

.0229 

.0201 

.0028 

.14 

.0020 

.0000 

.28 

0.4 

Odor  in  1901,  generally  faintly  vegetable  or  unpleasant.     The  organisms  Anahc^na,  Dinobryon, 
Synura  and  Uroglena  were  found  in  many  of  the  samples. 


Loon  Pond. 


Average  of  8  samples  collected  in 

1901. 
Average  of  five  previous  years. 


.02 

2.52 

1.02 

.0010 

.0185 

.0168 

.0017 

.21 

.0032 

.0000 

.19 

0.8 

.04 

2.49 

1.01 

.0011 

.0192 

.0168 

.0024 

.22 

.0026 

.0000 

.18 

0.8 

Odor  in  January  and  December,  1901,  vegetable.    The  organism  Uroglena  was  found  in  the  sample 
collected  in  March. 


Waters  examined  in  Connection  with  Advice  to  the  City  Authorities.     (See  also 

page  48.) 

[Parts  per  100,000.] 


= 

Al'PEABANCK. 

s 

Ammonia. 

NiTEOGEN 

•a 

~ 

a 

i 

J 

h 

S 

1 
•3 

a  !> 

2 
o 

1 

S 

i 

al 

a 

3 

a 

.o 

_o 

S« 

Z 

ia 

2 

B 

s 

■2 

g 

S5 

- 

H 

03 

O 

M 

u* 

< 

o 

»q 

Z! 

o 

w 

a 

1001. 

36066 

Aug.  27 

None. 

None. 

.00 

19.00 

.0004 

.0008 

1.01 

.0750 

.0002 

.01 

7.9 

.0040 

36967 

Aug.  27 

None. 

None. 

.00 

10.60 

.0004 

.0026 

0.86 

.3800 

.0001 

.00 

8.9 

.0030 

36964 

Aug.  27 

None. 

None. 

.00 

9.90 

.0000 

.0020 

0.41 

.1400 

.0001 

,00 

5.1 

.0020 

36965 

Aug.  27 

Slight. 

Slight. 

.18 

6.00 

.0082 

.0076 

0.10 

.0050 

.0003 

.07 

3.0 

.0430 

The  flrst  oample  was  collected  from  Ilygola  Spring,  In  Springfield ;  the  second,  from  Ingorsoll  Grovo 
Spring,  In  Springflold;  the  third,  from  Wllbraham  Mountain  Spring,  in  Wllbrahara;  the  last,  from 
IroquoU  Spring,  In  West  Springfield. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES.  201 

stockbridge. 
Water  Supply  of  Stockbriuge. — Stockbridge  Water 

Company. 
Lake  Averic. 

[Parts  per  100,000.] 


1 
1 

1 

o 
o 
O 

KESIDtJE   ON 

Evapora- 
tion. 

Ammonia. 

s 

1 

u 
.08 
.08 

Nitrogen 

AS 

c 

•5 
a 

c 

ALBCMISOID. 

1 
5 

"a 

.2 
f 

1 

m 

a 

i 

•a 

1^ 

CB 

1 

c 
>> 

o 

d 
o 

Average  of  6  aamples  collected  in 

1901. 
Average  of  five  previous  years, 

.09 
.12 

6.22 
8.30 

1.93 
1.35 

.0014 
.0015 

.0178  .0156 
.0176.0149 

.0022 
.0027 

.00421.0000 
.0032  .0000 

.27 

:.28 

4.0 
4.3 

- 

Odor  in  1901,  generally  distinctly  vegetable  or  unpleasant  -when  heated.    The  organism  Dinohryon 
was  found  In  considerable  numbers  in  the  samples  collected  in  October  and  December. 

Water  Supply  of  Stoxeham. 
(See  Metropolitan  Water  District,  pages  120-123,  and  also  Wakefield.) 

Water  Supply  of  Stoughton. 
Well. 


Average  of  6  samples  collected  in 

1901. 
Average  of  three  previous  years,  . 


.aOj    4.02 
.22    3.89 


j.OOOS 
.0006 


.0104 
.0084 


.0043 
.0043 


.0000  .35  0. 7|. 0072 
.0000  1.310.7  .0071 


In  1901,  a  faintly  vegetable  odor  was  developed  in  some  of  the  samples  on.beating. 

Water  Supply  of  Swampscott. 
(See  Metropolitan  Water  District,  pages  120-123.) 


Water  Supply  of  Taunton. 
Assawoynpsett  Pond,  in  Lakeville. 


Average  of  7  samples  collected  in    .26 

1901.  1 

Average  of  seven  previous  years,  .  !.35 


3.21 
3.34 


1.51 
1.45 


.0020 
,0008 


.0204 
.0189 


.0176 
.0163 


.0028 
.0026 


.0035.0000;|.60  0.5 
.0018  .0000:  .62  0.7 


Odor  in  1901,  frequently  faintly  vegetable.    An  unpleasant  or  vegetable  odor  was  developed  in  most 
of  the  samples  on  heating. 

Elders  Pond,  in  Lakeville. 


Average  of  7  samples  collected  in    .07 

1901.  I 

Average  of  seven  previous  years,  .    .OSi 


2.68 
2.59 


1.17 
1.00 


.0010 
.0007 


.0171 
.0159 


.0151 
.0141 


.0020 
.0018 


,0030.00001.25 
.0017  .0000  1.23 


Odor  in  1901,  occasionally  vegetable;  in  July,  faintly  unpleasant.    The  organism  Anabtna  was 
found  in  the  sample  collected  in  May,  and  Dinobryon  in  the  samples  collecteQ  In  January  and  July. 
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Long  Pond,  ih  Lakeville, 

[Parts  per  100,000.] 


Average  of  4  samples  collected  in 

1901. 
Average  of  eight  previous  years,  . 


Residue  on 
Evapora- 
tion. 


3.95 

3.88, 


2.21 
2.05 


,0017 
,0004 


ALBUMINOID. 


,0189 
,0195 


.0173 
.0178 


.0016 
.0017 


.0017 
.0012 


.0000 
.0000 


.94 


Odor  in  1901,  faintly  vegetable,  becoming  stronger  on  heating. 

Tewksbury  State  Hospital. 

Waters  examined  in  Connection  with  Advice  relative  to  a  ProjMsed  Water  Supply. 

(See  also  pages  50,  51.) 

[Parts  per  100,000.] 


i 

■s 

■3 
a 

a 

APPBABANCB. 

c 
0 

1 

Ammonia. 

c 
1 
0 

NiTBOGEN 
AS 

i 

a 
c 

bo 

1 

c 

.a 

a 
1 

3 

1 

i 
0 
0 

[=4 

2 
■5 

= 

< 

1 

■2 

i 

1901. 

36361 

July  12 

V.  slight. 

V.  Blight. 

1.96 

6.75 

.0072 

.0380 

.23 

.0030 

.0000 

2.26 

1.4 

- 

36362 

July  12 

None. 

V.  Blight. 

0.00 

3.70 

.0010 

.0004 

.32 

.0300 

.0000 

0.00 

1.6 

.0080 

36474 

July  24 

V.  slight. 

V.  slight. 

0.00 

3.30 

.0000 

.0004 

.34 

.0460 

.0000 

0.00 

0.6 

.0100 

36363 

July  12 

None. 

V.  Blight. 

0.00 

3.60 

.0000 

.0006 

.20 

.0040 

.0000 

0.00 

1.0 

.0090 

36475 

July  24 

V.  Blight. 

V.  Blight. 

0.00 

4.00 

.0000 

.0002 

.19 

.0030 

.0000 

0.00 

0.8 

.0180 

36364 

July  12 

Decided. 

CODB. 

0.60 

7.80 

.0040 

.0006 

.20 

.0040 

.0000 

0.04 

2.0 

.2800 

36476 

July  24 

Decided. 

Cons. 

- 

9.50 

.0044 

.0002 

.25 

.0030 

.0000 

0.03 

2.0 

.4000 

37395 

Sept.  26 

Noue. 

None. 

0.00 

3.90 

.0000 

.0054 

.29 

.0390 

.0000 

0.01 

1.6 

.0060 

87400 

Sept.  28 

None. 

None. 

0.00 

3.10 

.0000 

.0008 

.29 

.0180 

.0000 

0.01 

1.3 

.0050 

87404 

Sept.  29 

None. 

None. 

0.00 

3.00 

.0000 

.0008 

.30 

.0210 

.0000 

0.01 

1.0 

.0060 

37405 

Sept.  30 

None. 

None. 

0.00 

3.10 

.0002 

.0010 

.32 

.0270 

.0000 

0.01 

1.4 

.0180 

87430 

Oct.     1 

'  None. 

None. 

0.00 

3.40 

.0000 

.0006 

.32 

.0300 

.0001 

0.01 

0.8 

.0060 

87473 

Oct.     2 

None. 

None. 

0.00 

3.80 

.0004 

.0022 

.34 

.0360 

.0000 

0.00 

1.0 

.0040 

37474 

Oct.     3 

None. 

None. 

0.00 

8.70 

.0000 

.0012 

.35 

.0260 

.0000 

0.00 

1.1 

.0050 

Odor  of  Xo.  36361,  faintly  vegetable,  becoming  stronger  on  heating. The  first  sample  was 

collected  from  .Strongwater  Brook,  from  which  the  present  supply  of  the  hOBpltal  is  taken;  the  next 
two,  from  test  well  No.  1,  near  Htrongwater  Brook,  a  short  distance  above  the  pumping  station;  the 
next  two,  from  test  well  No.  2,  a  short  distance  above  well  No.  1;  the  next  two,  from  tost  well  No.  3,  a 
short  distance  above  well  No.  2;  the  last  seven,  during  a  pumping  test,  from  a  group  of  test  wells  about 
400  feet  west  of  .Strongwater  Brook. 
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TISBURY. 

Water    Supply    of    Tisbury.  —  Vineyard    Haven    Water 

Company. 

Spring. 

[Parts  per  100,000.] 


Residue  on 

EVAPOEA- 

TIOS. 

AUMONIA. 

NiTKOGEN 
AS 

i 

9 

p 

ALBDMINOID. 

s 

e 

5 

1 

c - 

> 

1 

•o 

o 

°u 

2 

■a 
1  c 

at 

1 

O 

H 

a^ 

H 

Q 

oo 

1.02 

»5 

»5 

O 

— 

i 

Average  of  6 

Bamples  collected  in 

.00 

4.30 

_ 

.0003 

.0016 

_ 

. 

.0060 

.0000 

.02 

0.6 

.0045 

1901. 

Tyngsborough. 

Water  examined  in  Connection  with  Advice  to  the  Tmvn  Authorities.     (See  also 

page  52.) 

[Parts  per  100,000.] 


Date  of 

Collection. 

Appeabakce. 

S 

Si. 

2a 

Ammonia. 

i 
6 

KiTROGEX 
AS 

§ 

3 

s 
>? 

o 

CD 

SO 

c 

■H 

d 
S] 

1 

a 
iz; 

1         >. 

is 

2 

1 

■a 

o 

5 

6 

2 

2 

O 

s 

< 

1 

1 

36411 

1901. 

Apr.  15 

V.  slight. 

Slight. 

.07 

3.40 

.0006 

.0082 

.17 

.0840 

.0000 

.18 

2.0 

.0050 

The  sample  was  collected  from  a  well  on  the  road  from  Tyngshorough  to  Dunstable. 


Water  Supply  of  Uxbridge. 
Spring. 

[Parts  per  100,000.] 


o 

Residue  on 

EVAPOBA- 
TION. 

Ammonia. 

1 
c 

.15 

N'lTBOGEN 
AS 

c 

a 
m 

5 

c 

1 

•s 

a 

a 

S 

fl 

J 

ALBUMINOID. 

a 

« 

S 

1 

1 
o 

ao 

CO 

5 

■s 

•3 
1    S 

CO 

i 

Average  of  4  samples  collected  In 

1901. 

.00 

2.44 

0.76 

.0002 

.0022 

.0019 

.0008 

.0055 

.0000 

.04 

0.4 

- 
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avakefield  and  stoxeham. 
Water  Supply  of  "Wakefield  and  Stoneham.  —  Wakefield 

Water  Co^ipany. 

Crystal  Lake. 

[Parts  per  100,000.] 


o 
o 

Residue  os 

EVAPOBA- 
TION. 

Ammonia. 

c 
o 

S 
o 

.58 
.64 

NiTROGES 

AS 

■3 

1 

3 

C 
O 

c 

it 
K 
O 

OQ 

■S 

1      c 

6 

ALBCMINOID. 

C 
g 

o 

=  5, 

o 
►J 

• 

03 
O 

E-> 

•6 
> 
o 

5 

■3 
1  c 

CO 

s 
o 

Average  of  6  samples  collected  In 

1901. 
Average  of  eight  previous  years,    . 

.15 

.16 

4.77 
4.44 

1.87 
1.37 

.0042 
.0023 

.0217 
.0174 

.0175 
.0149 

.0042 
.0025 

.0123 
.0109 

.0002 
.0001 

.30  2.0 
.281.8 

- 

Odor  in  1901,  vegetable,  and  occasionally  unpleasant.  Large  numbers  of  organisms  were  found  in 
many  of  the  samples,  consisting  chiefly  of  Asterionella,  Syneclra,  Tabellaria  and  Dinobryon.  This 
source  was  used  for  the  supply  of  Stoneham  until  October  21,  after  which  date  this  town  was  supplied 
with  water  from  the  metropolitan  water  district. 


Water  Supply  of  Walpole.     (See  also  page  53.) 
Tubular  Wells. 


Average  of  11  samples  collected  in 

1901. 
Average  of  five  previous  years, 


3.52 
3.71 


.0001 
.0001 


.0007 
.0007 


.0131 
.0069 


.0000 
.0000 


.0051 
.0047 


Water  and  Ice  examined  in  Connection  loith  Advice  to  J.  A.  Turner.     (See  also 

page  113.) 

Water. 
[Parts  per  100,000.] 


1 

o 
U 
o 

Appearancb. 

Kesidue  on 
Evapora- 
tion. 

Ammonia. 

Nitrogen 

AS 

■d 

a 

a 

a 
o 
O 

f 

'3 

s 
1 

i 

S 

i 

c - 
OS, 

6 

ALBUMINOID. 

1 

5 

a 

a 

a 

•a 

> 
o 

i 

•a 
,  c 

S 

m 

a 

H 

CO 

o 

H 

^ 

b 

E-i 

a 

ao 

b 

;z; 

Z 

o 

'Ji 

1001. 

34033 

Mar.    1 

V.  Slight. 

V.  slight. 

.25 

3.75 

1.25 

.0010 

.0234 

.0204 

.0030 

.49 

.0070 

.0002 

.41 

1.3 

Ice. 


L.  29787  Mar.    1 
L.  29788  Mar.    1 


None. 
None. 


V.  slight. 
V.  slight. 


.0010 
.0016 


.0018 
.0028 


.0000 
.0000 


.0002 
.0002 


0.0 
0.0 


Odor  of  No,  34933,  faintly  unpleasant,  boooming  Btronger  on  heating. The  sample  of  water  was 

collected  from  Morey's  Pond.    The  first  wample  of  Ico  was  collected  from  the  pond;  the  second  was 
taken  from  the  ice-house  of  Pope  &  Turner. 
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Water  Supply  of  Waltiiam. 
Well  and  Filter  Gallery. 

[Parts  per  100,000.] 


g 

1 

o 

Appbahakce. 

o 

si 

S  ? 

Ammonia. 

'3 

NiTBOGBM 
AS 

1 

3 

e 

•3 

OS 

i 

•5 
1         3 

c 
S 

1 

c; 

3 

o 

1 

Z 

£ 

S5 

o 

1         ^ 

CO 

o 

^ 

Ut 

< 

o 

K 

m 

o 

" 

1001. 

\ 

34505 

Jan.   21 

None. 

V.  slight. 

.00 

6.60 
6.70 

.0012 

.0046 

.60 

.0570 

.0000 

.02 

2.7 

.0090 

34792 

Feb.  18 

V.  slight. 

Slight. 

.00 

.0010 

.0042 

.84 

.0590 

.0000 

.10 

3.0 

.0350 

35216 

Mar.  25 

Xone. 

None. 

.02 

6.40 

.0032 

.0048 

.56 

.0280 

.0000 

.06 

3.4 

.0110 

35462 

Apr.  22 

1  V.  slight. 

None. 

.08 

7.10 

.0036 

.0046 

.55 

.0280 

.0000 

.10 

3.4 

.0200 

35726 

May   20 

V.  slight. 

Cons. 

.08 

6.80 

.0030 

.0070 

.54 

.0300 

.0000 

.12 

3.6 

.0450 

36093 

June  24 

,  None. 

None. 

.12 

6.60 

.0016 

.0044 

.53 

.0280 

.0000 

.18 

3.1 

.0150 

36437 

Jaly  22 

■  None. 

None. 

.00 

6.80 

.0004 

.0020 

.55 

.0350 

.0000 

.09 

3.2 

.0100 

36933 

Aut:.26 

None. 

None. 

.00 

7.10 

.0016 

.0044 

.56 

.01.50 

.0000 

.04 

8.4 

.0040 

37324 

Sept.  24 

None. 

None. 

.00 

8.00 

.0018 

.0052 

.52 

.0190 

.0001 

.06 

3.6 

.0110 

37659 

Oct.   22 

None. 

None. 

.03 

7.00 

.0040 

.0046 

.55 

.0200 

.0000 

.06 

3.6 

.0100 

38092 

Nov.  25 

None. 

None. 

.06 

7.00 

.0052 

.0038 

.57 

.0160 

.0000 

.06 

3.8 

.0140 

38345 

Dec.  17 

V.  alight. 

1 

Slight. 

.12 

7.20 

.0036 

.0044 

.51 

.0200 

.0000 

.06 

3.6 

.0360 

Averages  by  Tears. 


1888 

.00 

6.70 

.0009 

.0054 

.46 

.0273 

.0003 

. 

-         - 

_ 

1892 

_ 

_ 

.00 

6.81 

.0033 

.0027 

.45 

.0162 

.0000 

- 

3.4    .0034 

_ 

1893 

_ 

_ 

.01 

6.86 

.0036 

.0022 

.47 

.0179 

.0000 

.06 

3.4  1.0020 

_ 

1894 

_ 

_ 

.02 

6.75 

.0028 

.0019 

.51 

.0192 

.0000 

.06 

3.1    .0044 

_ 

1895 

_ 

_ 

.03 

7.15 

.0036 

.0024 

.53 

.0198 

.0000 

.05 

3.4    .0082 

_ 

1896 

_ 

_ 

.03 

7.36 

.0034 

.0018 

.55    t 

.0194 

.0000 

.06 

3.6    .0167 

_ 

1897 

_ 

_ 

.04 

7.15 

.0031 

.0035 

.57 

.0222 

.0001 

.06 

3.6    .0108 

_ 

1898 

_ 

_ 

.07 

7.31 

.0034 

.0028 

.69 

.0280 

.0000 

.07 

3.4  1.0162 

_ 

1899 

_ 

_ 

.03 

7.22 

.0024 

.0027 

.58 

.0371 

.0000 

.05 

3.1    .0082 

_ 

1900 

_ 

_ 

.02 

6.69 

.0015 

.0053 

.55 

.0259 

.0000 

.08 

3.0  1.0086 

- 

1901 

- 

- 

.04 

6.94 

.0026 

.0046 

.56 

.0296 

.0000 

.08 

3.4  1.0182 

For  the  results  of  esaminations  of  water  from  the  Charles  Kiver  opposite  the  well  and  filter  gallery 
of  the  Waltham  water  works,  see  "  Charles  River"  in  the  chapter  on  the  Examination  of  Rivers. 


Distributing  Reservoir. 


[Parts  per 

100,000.] 

o 
o 

RKSIDUE  OS 

EVAPOBA- 

TIOK. 

Amuonia. 

c 

•c 

_c 
"Z 
o 

.54 
.63 

NiTBOOBK 
AS 

■d 

§ 

s 

09 

c 

s 

1 

c 
a 

1 

1 

OB 

1 

ALBCMIKOID. 

m 

1 
1 

i 

•a 

is. 

00 

£ 

Average  of  6  samples  collected  in 

1901. 
Average  of  nine  previous  years,    , 

.07 

.05 

7.37 
7.05 

- 

.0024 
.0012 

.0115 
.0102 

- 

- 

.0200 
.0136 

.0001 
.0001 

.11 

.09 

1 

3.6 
3.2 

.0193 
.0068 

Odor  in  December,  1901,  distinctly  vegetable.    A  vegetable  odor  was  developed  in  some  of  the  other 
samples  on  heating.    Large  numbers  of  the  organism  AsUrionella  were  found  In  most  of  the  samples. 
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'WAX.THAM. 

Water  examined  in  Coymection  with  Advice  to  the  City  Authorities. 

page  55.) 

[Parts  per  100,000,] 


(See  also 


s 

Appearance. 

Ammonia. 

NITKOGEN 

■3 

§ 

s 

a  > 
2H 

1 

a 

3 

o 

1 

1 

i 

s 

o 

1 

1 

So 
>1 

c 

c 
o 

z 

- 

H 

m 

o 

Sj 

fa 

<j 

U 

'A 

^ 

o 

a 

1901. 

36627 

Aug.    2 

Decided. 

Heavy. 

. 

7.20 

.0000 

.0034 

.22 

.0010 

.0000 

.09 

1.8 

.0280 

36861 

Aug.  20 

V.  slight. 

Slight. 

.10 

5.00 

.0000 

.0042 

.24 

.0020 

.0000 

.04 

2.0 

.01 50 

Odor  of  the  first  sample,  decidedly  disagreeable;  of  the  last,  faintly  unpleasant  when  heated. - 
The  samples  were  collected  from  a  well  in  Prospect  Hill  Park. 


Watee  Supply  of  Ware. 
Well. 

[Parts  per  100,000.] 


o 

o 

Residue  on 
Evapora- 
tion. 

Ammonia. 

1 

Nitrogen 

AS 

•d 

a 

a 

c: 

S) 
o 

c 
■a 

o 

Eh 

c 
o 

1 
fa 

albuminoid. 

g 

2 

3 

> 
1 

5 

■6 

■a 

1    C3 
to  <I> 

3  P. 

1 

Average  of  7  samples  collected  in 
1901. 

.00 

7.61 

- 

.0000.0009 

- 

- 

.66 

.2686.0000 

.01 

2.6!.  0067 

.00 

2.49 

0.99 

.0020J.0137 

.0120 

.0017 

.74 

.0022 

.0000 

.15 

0.1 

"Water    Supply    of   Onset   Bay    Fire    District,    Wareham.  — 
Onset  Water  Company. 

Jonathan's  Pond. 

Average  of  4  samples  collected  in 
1901, 

Odor  in  July,  faintly  unpleasant,  becoming  stronger  on  heating;  at  other  times,  occasionally  faintly 
vegetable. 

Warren. 

Waters  examined  in  (Jo7inection  with  Advice  to  the  Town  Authorities  relative  to  Ice 
Supply.     (See  also  page  113.) 

[Parts  per  100,000.] 


Kksiddu  on 

= 

Appearance. 

Evapora- 

Ammonia. 

Nitrogen 

1 

tion. 

8 
S 

'S 

^ 

o 

ALBUMINOID. 

■o 

•o 

Sq 

a 

G 

a 

c 

a 

« 

tss 

5 

1 

•o 

,  a 

B 
o 

4> 

2 

s 

B 

B 
•d 

3 

"A 

a 

B 

M 

O 

H 

fa 

H 

a 

t» 

O 

'A 

'A 

o 

H 

1001. 

34.542 

Jan.  22 

None. 

None. 

.04 

3.06 

0.80 

.0018 

.0116 

.0100 

.0016 

.16 

.0220 

.0000 

.18 

0.6 

3454S 

Jan.  22 

V.  Blight. 

V.  Blight. 

.33 

4.60 

1.50 

.0046 

.0210 

.0192 

.0018 

.28 

.0160 

.0002 

.46 

1.3 

Odor  of  No.  34542,  falotly  unpieasant  and  musty;  of  No.  ."54643,  faintly  vegetaljle,  becoming  stronger 
on  heating. The  first  sample  was  collected  from  Bliss's  Pond;  the  last,  from  the  Quaboag  Hlver. 
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watertowx. 
Water  Supply  of  Watehtown. 

(See  MelropolUan  Water  District,  pages  120-123.) 

Water  Supply  of  Wayland. 
Filler  Gallery. 

[Parte  per  100,000.] 


Residue  on 



1 

Evapora- 

AUMON'IA. 

KiTHOGEN 

i 

tion. 

6 

a 

1 

s 
1 

1 

1 

,1 

1 

2 

ALBCMISOID. 

a 

1 

i 

> 

•a 

,   B 
00  o 

c 

2 

o 

t^ 

iJ 

b. 

&" 

d 

CO 

o 
.30 

s; 

2! 

O  1  = 

Average  of  4  eamplea  collected  in 

.92 

5.25 

_ 

.0136 

.0258 

. 

_ 

.0162 

.0001 

.96 

1.7 

.0372 

1901. 

' 

Average  of  eight  previous  years,   . 

.57 

4.59 

~ 

.0061 

.0194 

~ 

~ 

.38 

.0228 

.0001 

.62 

1.6 

.0683 

Odor  in  1901,  occasionally  faintly  vegetable  or  unpleasant. 

Storage  Reservoir. 


Average  of  4  samples  collected  In 

1901. 
Average  of  five  previous  years,     • 


4.84 
4.15 


2.26 

1.9ll 


.0069  .0334|. 0296. 0038 
.0024.02891.0241  .0048 


.0077  .0000  .981.4 
.0085  .0000  .77  1.4 


Odor  in  1901,  vegetable,  becoming  stronger  on  heating. 


Water  Supply  of  Webster. 

Well. 


Average  of  8  samples  collected  in 

1901. 
Average  of  seven  previous  years,  . 


.00 

3.80 

- 

.0001 

.0015 

- 

- 

.22 

.0116 

.0000  .01 

1.3 

.00 

3.87 

- 

.0002 

.0011 

- 

- 

.23 

.0190 

.0000  .01 

1.4 

0067 
.0028 


Water  Supply  of  Wellesley. 
Filter  Gallery. 


September,  1901,       .... 

.00 

6.80 

- 

.0000 

.0012     - 

1 

- 

.41 

1          1'       1 
.0880.000111.013.1 

i          ll       1 

.0060 

Well  at  Williams  Sjiring. 

Average  of  6  samples  collected  in    .00 

1901.                                                      i 
Average  of  two  previous  years,      .    .01 

9.63 
9.66 

-  .0003 

-  .0013 

.0013 
.0014 

- 

-  1  .79 

-  '  .78 

.4167  .0000   .013.6  .0047 
.4342  .0009   .02  3.4  .0037 

Tubular  Wells. 

Average  of  6  samples  collected  in 

1901. 
Average  of  three  previous  years,  . 

I 
.00     7.27 

.02,    7.07 

- 

.0002 
.0023 

.0013 
.0012 

- 

- 

.63 
.67 

.1090 
.0730 

.OOOl'  .01  3.3 

.00221  .02  2.8 

ll 

.0045 
.0063 
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Water  Supply  of  Westborough. 

Lower  Sandra  Pond. 

[Parts  per  100,000.] 


Average  of  4  samples  collected  in 

1901. 
Average  of  five  previous  years, 


,03 


Kesidue  on 

EVAPOBA- 
TION. 


2.54 
3.20 


o 


1.01 
1.18 


.0004 
.0009 


ALBUMINOID. 


,0096 

.0127 


.0083 
.0095 


.0013 
.0032 


.0022 
.0028 


.0001 
.0000 


Odor  in  November,  1901,  faintly  unpleasant,  becoming  stronger  on  heating. 

Water  Supply  of  Westfield. 

Montgomery  Storage  Reservoir. 


Average  of  4  samples  collected  in 

1901. 
Average  of  five  previous  years, 


.59 

2.74 

1.35 

.0046 

.0239 

.0202 

.0037 

.11 

.0047 

.0000 

.73 

0.3 

.53 

2.67 

1.36 

.0023 

.0228 

.0183 

.0045 

.11 

.0034 

.0000 

.63 

0.5 

Odor  in  1901,  generally  vegetable.  An  unpleasant  odor  was  developed  in  the  June  sample  on  heat- 
ing. The  organisms  Anabana  and  Peridiniiim  were  found  in  the  sample  collected  in  November.  Two 
of  the  other  samples  contained  a  very  large  number  of  organisms. 

Tillottson  Brook  Reservoir,  in  Granville. 


Average  of  4  samples  collected  in 

1901. 
Average  of  three  previous  years,  . 


2.57 
2.70 


0.66 
0.80 


.0002 
,0008 


,0049 
.0058 


,0039 
,0051 


,0010 
,0007 


,0050 
,0035 


.0000 
.0000 


Odor  in  March,  1901,  faintly  vegetable,  becoming  stronger  on  heating.    A  faintly  vegetable  odor 
was  developed  in  some  of  the  other  samples  on  heating. 

Water  Supply  of  Weston.  —  Weston  Aqueduct  Company. 

Well. 

[Parts  per  100,000.] 




§ 

Appeaeanck. 

c 

Ammonia. 

NiTBOGKN 

i, 

s 

1 

i 

8 
■s5 

'd 

^ 

II 

o 

a! 

a 

m 

c 

i 

a 

e 

a 

f 

a 

•a 

U 

o 

siS 

£ 

t^ 

o 

"C 

Si) 

■2 

i 

!z; 

a 

i        H 

00 

o 

M 

fc 

< 

D 

•A 

"A 

o 

» 

a 

1901. 

84685 

Feb.     6 

V.  Blight. 

None. 

.03 

6.30 

.0000 

.0062 

.40 

.0560 

.0000 

0,08 

2.2 

.0040 

35332 

Apr.    4 

V.  Blight. 

None. 

.15 

5.80 

.0010 

.0078 

..39 

.0510 

.0000 

0.03 

2.7 

.0050 

85847 

Jane   5 

V.  Blight. 

V.  Blight. 

.98 

7.60 

.0014 

.0252 

.37 

.0110 

.0001 

1.04 

3.4 

.0090 

86858 

July  11 

None. 

None. 

.00 

6.20 

.0000 

.0024 

.43 

.0490 

.0000 

0.06 

3.0 

.0030 

86665 

Aug.   7 

None. 

V.  slight. 

.03 

6.80 

.0004 

.0060 

.45 

.0400 

.0002 

0.14 

3.1 

.0030 

37480 

Oct.     3 

1  None. 

V.  slight. 

.00 

6.80 

.0002 

.0032 

.44 

.0380 

.0000 

0.08 

3.1 

.0160 

88245 

Dec.    6 

V.  Blight. 

V.  Blight. 

.40 

8.00 

.0002 

.0164 

.61 

.0240 

.0000 

0.62 

3.0 

.0060 
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WESTOX. 

Well— Coacluded. 

Averages  by  Years. 
[Parts  per  100,000.] 


o 

Appearance. 

j 

Ammonia. 

e 

o 

NiTBOOBN     1 
AS 

■a 

1 

A 

>. 

M 

o 

B 
a) 

1 

.a 

Sediment. 

u 

o 
o 
O 

6 
1 

2 

1 

_ 

1896 

. 

- 

.01 

6.99 

.0001 

.0019 

.41 

.0433 

.0001 

.03 

3.2 

.0019 

- 

1897 

- 

- 

.01 

6.07 

.0006 

.0023 

.44 

.0452 

.0000 

.03 

2.8 

.0009 

- 

1898 

- 

- 

.05 

6.80 

.0002 

.0031 

.48 

.0338 

.0000 

.07 

3.2 

.0028 

- 

1899 

- 

- 

.03' 

5.88 

.0001 

.0026 

.42 

.0390 

.0000 

.03 

2.4 

.0078 

- 

1900 

- 

- 

.02 

6.62 

.0002 

.0039 

.47 

.0422 

.0000 

.07 

2.7 

.0063 

- 

1901 

- 

- 

.22 

^6.79 

.0005 

.0095 

.44 

.0384 

.0000 

.29 

2.9 

.0064 

Odor  in  June,  1901,  faintly  vegetable,  becoming  Btronger  on  heating. 

Water  Supply  of  AVest  Springfield.     (See  also  page  57.) 
Darby  Brook  Storage  Reservoir. 

[Parts  per  100,000.] 


o 
o 
O 

Uesidce  ok 
Evapora- 
tion. 

1           Ammonia. 

o 

s 

u 
.16 
.15 

NiTBOOBN 
AS 

•a 

1 

a 

c 

5 

c 

1 

o 

c 
•a 

zS 

a 

"3 

c 
f 

ALBUMINOID. 

(0 

s 

IB 

O 

■d 
1 

a 

•a 
1  s 

Average  of  4  eamplea  collected  in 

1901. 
Average  of  four  previous  years,     . 

.11 

.21 

1  5.25 
5.27 

1.69 
1.46 

.0036 

'.0015 

1 

.0141 
.0178 

.0101 
.0113 

.0040 
.0065 

.0067 
.0044 

.0000 
.0000 

.23 

.29 

2.8 
2.6 

- 

Odor  in  January  and  July,  1901,  distinctly  unpleasant.    The  organisms  Anab(Xna  and   Uroglena 
were  found  in  the  sample  collected  In  November. 

Receiving  Well. 


Average  of  4  samples  collected  in 

1901. 
Average  of  three  previous  years,   . 


7.05 
7.16 


.0000 
.0002 


.0014 
.0016 


.2612 
.2058 


.0000  .01 
.0000  .03 


.0047 
.0050 


Water  Supply  of  Weymouth. 
Great  Pond. 


Average  of  4  samples  collected  in 

1901. 
Average  of  nine  previous  years,    . 


4.07 
3.95 


1. 01 

1.87 


.0021 
,0006 


.0220 
.0187 


,0192 
.0169 


.0028 
,0018 


,0027 
,0034 


,0000 
.0000 


Odor  in  January,  1901,  faintly  unpleasant,  becoming  stronger  on  heating;  at  other  times,  vegetable. 
The  organisms  Synedra  and  Dinobryoii  wore  found  in. large  numbers  in  the  sample  collected  in  January. 
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"WTErrrMAx. 


"Water  Supply  of  "Whitmax. 
Filter  Gallery. 

[Parts  per  100,000.] 


c 

Appearasce. 

Ammonia. 

Nitrogen 

•6 

AS 

a 

s 

s 

o 
o 

^ 

3 
§ 

1 

5 

o 

2  a 

2 
o 

c 

2 

a 

"S 

J 

c 
■2 

C3 

o 

»5 

a 

CO 

O 

« 

Eu 

< 

U 

2; 

2; 

o 

w 

1901. 

34996 

Mar.     6  I 

Slight. 

Slight. 

0.60 

8.70 

.0086 

.0222 

1.26 

.0300 

.0003 

0.60 

2.9 

.0580 

35836 

June    4 

None. 

V.  slight. 

1.02 

1     5.10 

.0042 

.0268 

0.66 

.0110 

.0000 

1.05 

1.3 

.0220 

37109 

Sept.    7 

V.  slight. 

Cons. 

0.70 

:    7. so 

.0120 

.0300 

0.98 

.0040 

.0000 

0.77 

2.2 

.0350 

38251 

Dec.    9  : 

Slight. 

Slight. 

0.60 

8.90 

.0086 

.0170 

1.08 

.0400 

.0001 

0.54 

2.6 

.1400 

Averages  by  Years. 


1891 
1893 
1896 
1897 
1898 
1900 
1901 


0.45 

5.64 

.0067 

.0184 

0.68 

.0137 

.0001 

1.9 

0.51 

5.70 

.0027 

.0209 

0.81 

.0067 

.0000 

0.55 

1.8 

0.34 

5.65 

.0023 

.0230 

0.79 

.0125 

.0000 

0.51 

1.8 

0.60 

5.69 

.0045 

.0253 

0.76 

.0127 

.0000 

0.65 

1.5 

0.65 

6.80 

.0109 

.0239 

0.92 

.0190 

.0001 

0.63 

2.4 

0.66 

6.56 

.0047 

.0264 

0.96 

.0175 

.0001 

0.72 

1.6 

0.73 

7.62 

.0083 

.0240 

0.97 

.0212 

.0001 

0.74 

2.2 

.0402 

.0430 
.0925 
.0632 
.0637 


Odor  in  March  and  June,  1901,  faintly  vegetahle,  becoming  stronger  on  heating. 


EobarCs  Pond. 

[Parts  per  100,000.] 


Kksidue  on 

S 

o 
O 

o 
o 

a 

APPEARANCE. 

Evapora- 
tion. 

Ammonia. 

o 

a 

Nitrogen 

AS 

1 

s 

S 
O 

B 

2 

a 

1 

•a 

o 

o 

°5, 

albuminoid. 

1 

•2 

1 

3 

5 

13 

I 

O 

,  c 

c 

■o 

2; 

o 

H 

t» 

o 

H 

>J 

Ui 

E-i 

Q 

cc 

U 

52!        « 

O 

a 

1001. 

34995 

Mar.    6 

Blight. 

Cons. 

0.55 

5.45 

1.90 

.0096 

.0256  .0236 

.0020 

0.87 

.0100  .0002 

0.73 

2.0 

35835 

June   4 

None. 

None. 

1.00 

5.15 

2.15 

.0048 

.0276  .02581.0018, 

0.55 

.0080  .0002 

1.19 

1.1 

37108 

Sept.   7 

V.  Blight. 

Slight. 

0.49 

7.10 

3.40 

.0052 

.0344  .0292 

.0062 

1.00 

.0040  .0000 

0.77 

2.1 

38250 

Dec.    9 

Blight. 

Blight. 

0.80 

7.75 

3.00 

.0020 

.0366. 0302 

.0064 

1.24 

i 

.0120  .0001 

1.13 

2.0 

Averages  by 

Years. 

1891 

0.64 

5.34 

2.02 

.0012 

.0334 

.0273 

.0061  0.68 

.0112 

.0001 

1.6 

_ 

1893 

_ 

_ 

0.67 

6.62 

2.15 

.0009 

.0309 

.0272 

.0037  0.80 

.0060 

.0000 

0.64 

1.6 

_ 

1898 

_ 

_ 

0.4l| 

5.50 

1.90 

.0008 

.0329 

.0295 

.0034  0.78 

1.0085 

.0000 

0.61 

1.7 

. 

1897     ! 

_ 

_ 

0.75! 

6.. 55 

2.47 

.0024 

.0314 

.0287 

.0027  0.86 

.0152 

.0001 

0.79 

1.8 

_ 

1898 

_ 

_ 

0.69: 

6.67 

2.63 

.0025 

.0361 

.0318 

.004310.88 

.0065 

.0001 

0.79 

2.0 

_ 

1900 

_ 

_ 

0.66' 

6.06 

2.17 

.0040 

.0320 

.0271 

.0049 

0.90 

.0102 

.0001 

0.83 

1.6 

- 

1901 

- 

- 

0.71 

6.36 

2.61 

|.0054 

.0310 

.0272 

.0038 

0.91 

.0086 

.0001 

0.95 

1.8 

Odor  in  June,  1901,  faintly  vegetable,  becoming  stronger  on  heating;  at  other  times,  unpleasant. 
The  organisms  IHnobryon  and  Synura  were  found  in  many  of  the  samples. 
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williamstoavx. 
Water   Supply    of    Williamstoavx.  —  Williamstowx   AVateu 

Company. 

Cold  Spring. 

[Parts  per  100,000.] 


o 
o 

KKSIDUE    OS 

EVAPOBA- 

TION. 

Ammonia. 

6 

s 
u 

_o 

0 

.06 
.06 

NiTBOGEN 

AS 

1 

00 

c 
0 

e 

1 

X 

0 

1 
•H 

OS 

3 

■5 
0 

S 

0 

6 

ALBCMINOID. 

1 

ao 

s 
2 

■5 
0 

•6 
■3 

5 

■3 

So. 
00 

s 

Average  of  4  samples  collected  Id 

1901. 
Average  of  three  previous  years,  . 

.00 

.01 

12.02 
12,42 

- 

.0002 
.0004 

.0020 
.0016 

- 

- 

.0402 
.0348 

.0000 
.0000 

.03 
.02 

9.7'.0045 

1 
11.0.0022 

Sherman  Spring/. 


Average  of  4  samples  collected  in 

19U1. 
Average  of  three  previous  years,  . 


9.22 
8.15 


.0001 
.0016 


.0134 
.0037 


.07   .0170 
.06  .0099 


.0000; 

I 

.0000; 


6.3  .0060 
6.0  .0013 


Flora  Olen  Reservoir. 


Average  of  4  samples  collected  In 

1901. 
Average  of  three  previous  years,  . 


5.16 
4.94 


1.26 

t 

■.0005  .0174 

.0116 

.0058 

.08 

.0030 

.0000 

.12 

3.4 

0.67 

j.0007  .0062 

.0047 

.0015 

.08 

.0051 

.0000 

.09 

3.1 

Odor  in  May,  1901,  distinctly  unpleasant  when  heated. 


Paul  Brook  Reservoir. 


Average  of  4  samples  collected  in 

1901. 
Average  of  three  previous  years,   . 


1 
.07 

5.60 

1.14 

.0007 

.0267  .0196  .0071,  .09.  .0172 
.0033  .0023  .0010  .07  j. 0081 

.ooooi 

1 

.11    3.9 

.02 

4.10 

0.74 

.0005 

.0000 

.05   2.9 

Odor  in  May,  1901,  faintly  unpleasant,  becoming  stronger  on  healing. 


Water  Supply  of  Wixchendon. 

Well. 


Average  of  6  samples  collected  in 

1901. 
Average  of  four  previous  years,    . 


3.17 
3.21 


.0009 
.0004 


.0015 
.0014 


.12  .0038 
.11:  .004 


.0000:  .02 
.00001.03 


0.9  .0058 
1.2.0097 
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WINCHESTER. 


Water  Supply  of  Winchester. 
North  Reservoir. 

[Parts  per  100,000.] 


:| 

Kesidue  on 



APPEARA^•CE. 

Evapora- 
tion. 

Ammonia. 

Nitrogen 

AS 

s 

3 

1 

o 
a 

>> 

•5 

J2 

c 
1 

o 

"a 

c 
o 

AlBCMINOID. 

c 
u 
0 

« 

i 

c 
0 

0 
c 

E 

■5 

> 
0 

L. 

3  o. 

a; 

t' 

GO 

O 

H 

hJ 

fe 

H 

Q 

cc 

0 

^ 

?5 

0 

Hi 

1901. 

34950 

Mar.    4 

Slight. 

Slight. 

.10 

4.50 

1.30 

.0286 

.0200 

.016S 

.0032 

.42 

.0110 

.0002 

.40 

1.8 

35312 

Apr.    3 

Blight. 

Cons. 

.13 

5.65 

2.00 

.0012 

.0262 

.0216 

.0046 

.49 

■.0120 

.0001 

.25 

2.3 

35869 

June    6 

Slight. 

Slight. 

.15 

4.40 

0.90 

.0074 

.0256 

.0214 

.0042 

.50 

.0090 

.0003 

.37 

2.5 

36681 

Aug.    7 

V.  slight. 

Slight. 

.07 

5.35 

1.90 

.0016 

.0296 

.0236 

.0060 

.40 

.0010 

.0001 

.28 

2.3 

37444 

Oct.     2 

V. Blight. 

Slight. 

.05 

6.55 

2.10 

.0014 

.0232 

.0210 

.0022 

.46 

.0060 

.0001 

.29 

2.6 

38228 

Dec.    4 

V.  Blight. 

Slight. 

.08 

5.20 

1.90 

.0006 

.0270 

.0216 

.0054 

.51 

.0000 

.0000 

.34 

2.3 

Av... 

.10 

5.11 

1.68 

.0068 

.0253 
.0227 

.0210 
.0183 

.0043 

.46 
.67 

.8065 

.0001 

.32 
.28 

2.3 

.     . 

1                   1 

Average  of  ten  previous  years, 

.09 

5.64 

1.71 

.0034 

.0044 

.0111 

.0001 

2.4 

Odor  of  N"oB.  34950  and  38228,  unpleasant;  of  Nos.  36681  and  37444,  distinctly  vegetable.  The 
organism  AyiabcBtia  was  found  in  the  sample  collected  in  August,  and  the  organism  TJroglena  in  the 
earaple  collected  in  December. 

South  Reservoir. 


1            r 

1901.    1 

34951 

Mar.    4 

V.  Blight. 

V.  slight. 

.07 

3.65 

1.10 

.0068  .0218 

.0204 

.0014 

.36 

.0100 

.0000 

.28 

1.6 

35313 

A\)T.     3 

Slight 

CODB. 

.10 

3.50 

1.55 

.0088!. 0228'. 0204 

.0024 

.27 

.0030 

.0001 

.25 

l.S 

35870 

.June    6 

V.  Blight. 

Slight. 

.06 

3.10 

1.25 

.0058:. 0220, .0200 

.0020 

.29 

.0050 

.0000 

.32 

1.1 

86682 

Aug.    7 

None. 

Slight. 

.08 

3.10 

1.70 

.0004  .0214  .0192 

.0022 

.28 

.0010 

.0001 

.26 

1.0 

37445 

Oct.     2 

V.  slight. 

V.  slight. 

.03 

3.00 

1.50 

.0008i.0204i.0194 

.0010 

.28 

.0050 

.0000 

.25 

1.4 

38230 

Dec.    4 

V.  Blight. 

Slight. 

.11 

3.75 

1.70 

.0138  .0208 

1 

.0061  .0215 

.0184 

.0024 
.0019 

.29 
.29 

.37 

.0010 
.0042 

.0001 
.0000 

.0001 

.23 
.26 

.39 

1.0 

Av  .. 

.07 

3.35 

1.47 

.0196 

1.? 

Average  of  ten  previous  years, 

.25 

4.31 

1.72 

.0056 

.0307 

.0248 

.0059 

.0059 

1.7 

Odor  in  1901,  generally  faintly  vegetable. 

Middle  Reservoir. 


1901. 

349.52     Mar.    4 

Slight. 

Slight. 

.30 

3.95 

1.40 

.0054 

.0330 

.0302 

.0028 

.86 

.0070 

.0008 

.41 

1.1 

35314     Apr.    3 

Bliuht. 

Cons. 

.28 

3.25 

1.75 

.0048 

.033(1 

.0298 

.0032 

.27 

.0030 

.0001 

.43 

0.8 

35871  ;  June    6 

Slight. 

Cons. 

.22 

3.15 

1.30 

.0000 

.0278 

.0242 

.0030 

.30 

.0020 

.ouoo 

.39 

1.3 

86683 

Aug.    7 

Blight. 

Cona. 

.27 

3.50 

1.90 

.00.34 

.(1358 

.0266 

.0092 

.28 

.0010 

.0001 

.43 

1.3 

37446 

Oct.     2 

Blight. 

Cons. 

.15 

3.60 

1.90 

.0010 

.04  34 

.0290 

.0144 

.27 

.005(» 

.(lUOl 

.43 

1.4 

38229 

Due.    4 

V.  Blight.  Blight. 

.21 

3.70 

1.65 

.0042 
.0031 

.0030 

.0330 
.0343 

.(ir,r.« 

.0270 
.0278 

.0377 

.0060 
.0065 

.0181 

.31 
.30 

.86 

.0010 
.0032 

.0043 

.0000 
.0002 

.0001 

.38 
.41 

.61 

1.0 

Av... 

,?4 

3.62 

1.65 

1.1 

Average  of  seven  prevloue  years,     . 

.40 

4.80 

2.28 

1.8 

Odor  In  October  and  Ducember,  1901,  decidedly  unpleasant;  at  other  limes,  gononilly  vegetable. 
The  orgnnlBms  Anabrp.na,  Dinobryon  and  TrachclomonuH  wore  found  in  largo  numbers  in  the  sample 
collected  in  October,  and  In  smaller  numbers  in  Hcvoral  of  the  other  samples. 

Water  Supply  of  VVixtiik-oi'. 
(See  Metropolitan  Water  iJidricl,  pages  120-123.) 
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WOBURX, 


Water  Supply  of  Woburn. 

Filler  Qallery. 

[Parts  per  100,000.] 


1 

a 

a 

Appeabasce. 

c 

s  > 

Ammonia. 

c 
o 
O 

Nitrogen 

AS 

■a 

i 

J 

5 

eo 
C 

a 

1 

2 

1 

00 

o 
o 

fa 

2 
o 

a 

< 

a 

"A 

3 

1901. 

34551 

Jan.   23 

None. 

None. 

.00 

9.50 

.0068 

.0042 

1.24 

.0220 

.0000 

.07 

4.3 

.0040 

34891 

Feb.  27 

None. 

None. 

.00 

9.50 

.0056 

.0028 

1.31 

.0180 

.0000 

.03 

4.1 

.0040 

35273 

Mar.  29 

None. 

V.  Blight. 

.00 

9.80 

.0066 

.0030  ! 

1.23 

.0220 

.0000 

.10 

5.0 

.0040 

35505 

Apr.  24 

None. 

None. 

.00 

9.60 

.0062 

.0030 

1.16 

.0260 

.0000 

.12 

5.0 

.0040 

35760 

May   22 

None. 

None. 

.00 

8.50 

.0030 

.0018 

1.12 

.0360 

.0000 

.02 

4.7 

.0040 

36133 

June  26 

None. 

None. 

.00 

9.80 

1.0050 

.0024 

1.11 

.0280 

.0000 

.04 

4.2 

.0050 

38674 

July  30 

None. 

None. 

.00 

10.60 

.0052 

.0030 

1.10 

.0200 

.0000 

.11 

4.4 

.0030 

37005 

Aug.  28 

None. 

None. 

.00 

9.30 

.0048 

.0032 

1.14 

.0180 

.0000 

.10 

4.4 

.0040 

37357 

Sept.  25 

None. 

None. 

.00 

9.10 

.0050 

.0036 

1.11 

.0170 

.0000 

.05 

4.4 

.0040 

37797 

Oct.    30 

None. 

None. 

.00 

9.20 

.0052 

.0040 

1.11 

'.0130 

.0000 

.06 

4.9 

.0080 

38139 

Nov.  27 

None. 

None. 

.00 

9.70 

.0042 

.0026 

1.18 

j.OllO 

.0000 

.13 

4.7 

.0060 

88477 

Dec.  24 

None. 

V.  Blight. 

.00 

9.70 

.0064 

.0060 

1.22 

1.0200 

.0000 

.18 

5.3 

.0040 

Averages 

hy  Tears. 

_ 

1888     ■ 

_ 

.00 

12.00 

.0012 

.0032 

2.50 

.0346 

.0000  ! 

_ 

_ 

_ 

_ 

1.SS9 

_ 

.00 

10.84 

.0010 

.0022 

'  2.07 

.0372 

.0000  j 

- 

- 

_ 

_ 

1890     .\ 

- 

.01 

11.06 

.0012 

.0023 

1.91 

^0481 

.0000  1 

_ 

5.0 

_ 

_ 

1891     !i 

_ 

.00 

10.85 

.0008 

.0015 

1.79 

1.0668 

.0000  ; 

_ 

4.9 

_ 

_ 

1892 

_ 

_ 

.00 

11.27 

.0012 

.0024 

1.95 

'.0542 

.0000 

_ 

5.1 

_ 

_ 

1893 

_ 

_ 

.00 

11.50 

.0022 

.0018 

2.04 

.0447 

.0000 

.05 

6.3 

.0004 

_ 

1894     ; 

_ 

- 

.01 

11.02 

.0026 

.0018 

1.94 

'.0262 

.0000 

.05 

5.0 

.0021 

_ 

1895 

- 

_ 

.01 

10.82 

.0031 

.0022 

1.74 

!.0204 

.0000 

.06 

4.9 

.0023 

_ 

1890 

_ 

_ 

.01 

10.49 

.0033 

.0031 

1.56 

'.0242 

.0000 

.04 

5.0 

.0011 

_ 

1897 

_ 

_ 

.01 

10.06 

.0041 

.0032 

1.36 

.0202 

.0000 

.04 

5.0 

.0012 

- 

1898 

_ 

_ 

.02 

10.15 

.0041 

.0026 

1.27 

.0252 

.0000 

.06 

4.5 

.0015 

- 

1899 

- 

. 

.01 

9.51 

.0044 

.0025 

1.19 

.0258 

.0000 

.05 

4.4    .0015 

_ 

1900 

_ 

.00 

9.32 

.0055 

.0029 

1.20 

.0169 

.0000 

.05 

4.6    .01.32 

- 

1001    1 

- 

.00 

9.62 

.0053 

.0033 

1.17 

.0209 

.0000 

.08 

4.6    .0045 

Horn  Pond, 

[Parts  per  100,000.] 


Residue  on 

a 

Al>PEARANCR. 

Evapora- 

.Vmmonia. 

Nitrogen 

« 

o 
a    • 

tion. 

0) 

e 
1 

9 
C 

6 
1 

5J 

3 

c 

3 
•3 

u 

o 

8 

5 

o 

3 

91  -^ 

o 

ALBUMINOID. 

GO 
1 

"C 

c 

1 

3 

a 
o 

■d 
> 
1 

•a 
a  o. 

so 

a 

■3 

is 

Q 

H 

CO 

H 

iJ 

fa 

El 

Q 

X 

u 

'A 

^ 

o 

a 

1901. 

! 

34550 

Jan.  23 

None. 

Slight. 

.20 

8.55 

2.30 

.0054 

.0282  .0178  .0104 

0.99 

.0820 

.0005 

.44 

3.0 

34890 

Feb.  27 

SItitht. 

Slight. 

.19 

8.75 

2.50 

.0024 

.0258  .0186  .0072 

1.10 

.0900 

.0007 

.45 

3.3 

35272 

Mnr.  29 

Deci.ied. 

Cons. 

.37 

8.15 

2.65 

.0100 

.0286  .0236  .0050 

0.84 

.1140  .0012 

.55 

3.1 

35504 

Apr.  24 

Slight. 

Cons. 

.35 

7.35 

2..i0 

.0026 

.0284  .0198  .0086 

0.79 

.lOAO  .0006 

.50 

2.1 

35759 

May   22 

.-^llKht. 

ConH. 

.43 

7.30 

2.50 

.0018 

.0222  .0170  .00.V2 

0.77 

.1080  .0012 

.51 

2.9 

36132 

June  26 

Slight. 

Slight. 

.33 

8.25 

2.90 

.0048 

.0222  .0202  .0020 

0.89 

.0860  .0014 

..SO 

3.3 

36573 

July  30 

V.  Blight 

V.  Blight. 

.20 

7.85 

2.30 

1.0020 

.0260  .0210  .0050 

0.94 

.0340  .0010 

..'.0 

r>.6 

37004 

Aug.  28 

.■flight. 

Slight. 

.22 

8.05 

3.10 

.0010 

.0226  .0200  .0026 

0.06 

.Ol.iO  .0012 

.4'.! 

3.0 

37356 

Sept.  25 

V.  Blight. 

V.  Blight. 

.19 

8.00 

2.  CO 

1.0030 

.0224  .0206  .0018 

0.84 

.0080  .0010 

.47 

3.4 

37796 

Oct.   30 

Slight. 

Slight. 

.2;i 

7.70 

2.70 

.0048 

.0'J56  .0218  .0038 

0.96 

.0150  .0005 

..•^9 

3.(i 

38138 

Nov.  27 

Slight. 

OOHB. 

.21 

7.65 

2.00 

.0028 

.0288  .0204  .0084 

1.04 

.0220  .0008 

.41 

3.3 

88476 

Dec.  24 

Slight. 

CODH. 

.28 

7.40 

2.50 

1.0074 

.0232  .0204  .0028 

|0.95 

j.0490|.0007 

.49 

3.6 
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Horn  Pond —  Concluded. 
Averages  by  Tears. 
[Parts  per  100,000.] 


Date  of  Collection. 

Appeakance. 

Residue  on 
Evapora- 
tion. 

Ammonia. 

c 
T. 
0 

2.98 

Nitrogen 

AS 

•d 

1 

3 

i 

c 

1 

o 
o 

"5 
o 

E- 

B 
O 

c - 

05, 

c 

0 

ALBUMINOID. 

"5 

o 

£ 

Szi 

"3 

I 

•6 

•6 
•a 
1  c 

5  P. 

•5 

1888 

_ 

.32 

11.28 

1.71 

.0186 

.0383 

.0398 

.0015 

- 

1889 

- 

_ 

.30 

8.37 

2.03 

.0092. 0376'. 0216 

.0160  11.98 

.0498 

.0015 

- 

_ 

- 

1890 

- 

- 

.27 

10.76 

2.07 

|.00SO|.O38O 

.0211 

.0169'  1.93 

.0542 

.0008' 

_ 

3.4 

- 

1891 

- 

- 

.22 

8.90 

2.06 

1.0129  .0453 

.0237 

.0216; 1.76 

.0502 

.0009 

_ 

2.9 

- 

1892 

- 

- 

.25 

10.57 

2.13 

1.0110  .0368 

.0216 

.0142!2.42 

.0821 

.0008 

- 

3.3 

- 

1893 

- 

_ 

.30 

9.83 

2.51 

.0061  .0456 

.02471.0208' 2.10 

.0472 

.0009 

.45 

3.2 

- 

1894 

- 

_ 

.33 

9.03 

1.98 

.0065  .0292 

.0184'. 0108'  1.84 

.0404 

.0009 

.40 

3.3 

- 

1895 

- 

_ 

.36 

9.43 

2.84 

.0087  .0297 

.0205'.  0092]  1.53 

.0523 

.0014 

.48 

3.4 

- 

1896 

- 

_ 

.27 

8.27 

2.43 

.00431. 0321:. 0199!. 0122;, 1.18 

.0476 

.0010 

.39 

3.1 

- 

1897 

_ 

_ 

.41 

7.95 

2.30 

.00521.0355 

.0224  .013111.02 

.0389 

.0008 

.48 

3.2 

- 

1898 

- 

_ 

.40 

7.80 

2.32 

.00371.0286 

.0206'. 0080' 0.96 

.0616 

.0015 

.48 

3.0 

- 

1899 

- 

_ 

.18 

7.65 

2.14 

.00461.0344 

.0203  .0)41 

0.87 

.0527 

.0011 

.37 

2.9 

- 

1900 

- 

- 

.22 

7.17 

1.94 

.0065 

.0320 

.02161.0104 

0.85 

.0207 

.0005 

.46 

2.7 

~ 

1901 

- 

- 

.27 

7.92 

2.56 

.0040 

.0253 

.0201  .0052 

[0.92 

.0607 

.0009 

.47 

3.2 

Odor  in  November,  1901,  unpleasant;  at  other  times,  faintly  vegetable,  becoming  stronger,  and 
occasionally  unpleasant,  on  heating.  The  organisms  Peridinium  and  Si/nura  were  found  in  small 
numbers  in  several  of  the  samples. 


Water  Supply  or  Worcester. 
Bottomly  Pond,  07i  Kettle  Brook,  in  Paxton. 


[Parts  per  100,000.] 


Kksiduk  on 

EVAPOBA- 
TION. 

Ammonia. 

Nitrogkn 

AS 

1 

3 

3 
0 

c 

0 

albuminoid. 

■a 

c 

"5 
0 

^M 

» 

0 

"3 

1  c 
=  c 

•E 

0 

s 

a 

*C 

to 

■a 

t> 

H 

- 

fa 

H 

a 

33 

0 
.14 

25 

g 

0 

M 

Average  of  12  sampica  collected  In 

.41 

3.45 

1.50 

.0069 

.0249 

.0191 

.0058 

.0113 

.0001 

.63 

0.9 

_ 

1901. 

Average  of  six  previous  years, 

.42 

3.29 

1.48 

.0049 

.0243 

.0190  .0053 

.15 

.0066 

.0001 

.65 

0.8 

~ 

Odor  in  1901,  generally  vegetable  and  occasionally  unpleasant. 


Kent  Reservoir,  on  Kettle  Brook,  in  Leicester, 


Average  of  12  sampluB  collected  In 

1901. 
Average  of  three  previous  years,  . 


3.33 
3.22 


1.41 
1.32 


,0024 
,0032 


,0192 
,0209 


.0167  .00.35 
.0175  .0034 


.0083  .0000 
.00481.0001 


Odor  In  1901,  fref|upnlly  vegetable  or  unpleasant.  The  orgonifim  Dtnobryon  was  found  In  large 
numbers  in  the  Bampies  collected  in  January,  August  and  September,  and  the  organism  Uroglena  in  the 
samples  collected  in  October  and  November. 


No.  34.]     EXAMINATION  OF  WATER  SUPPLIES. 


215 


WORCESTER. 


Lynde.  Brook  Storage  Reservoir. 

[Parts  per  100,000.] 


Kbsiduk  on 

EVAl'ORA- 
TIOK. 

AUMONIA. 

NiTBOOEH 
▲8 

•a 

a 

s 

i 

i 

ALBDUINOID. 

• 

,. 

§g, 

. 

> 

•a 

c 

2 

s 

c 

o 

1 

3 

Cm 

I 

5 

So. 

X 

.16 

s 

g 

o 

M 

2 

Average 

of  12  samples 

collected  in 

.24 

3.15 

1.29 

.0039 

.0171 

1 

.0148.0023 

.0088  .0000 

.46  0.9 

. 

1901. 

1 

1 

Average 

of  ten 

previou 

8  years, 

.29 

3.04 

1.17 

.0041 

.0155 

.0131  .0024 

.16 

.0073.0000 

.38  0.8 

■" 

Odor  In  1901,  generally  faintly  vegetable.     The  organisms  Anabxna  and  Uroglena  were  found  In 
email  numbers  in  several  of  tiie  samples. 

Tatnuck  Brook  Storage  Reservoir. 


Average  of  12  samples  collected  in 

19111. 
Average  of  ten  previous  years, 


2.22     0.90 
2.25     0.91 


.0019  .0155  .0116.0039 

.13  1 

.0032  .0000 

.31 

0.3 

.0014.0155  .0118.0037 

1 

.14 

.0044  .0000 

.31 

0,4 

Odor  in  1901,  occasionally  faintly  vegetable  or  unpleasant.  A  vegetable  or  unpleasant  odor  was 
developed  in  most  of  the  samples  on  heating.  The  organism  Uroglena  was  found  in  the  samples  col- 
lected in  April  and  May. 


Wrentham. 

Waters  examined  in  Connection  with  Advice  to  the  Town  Authorities. 

Ijage  58.) 

Well  in  Scltool  Yard. 
[Parts  per  100,000.] 


(See  also 


c 

o 

o 

o 
« 
Q 

APPKAEANCE. 

e 
o 

a 

a  a 
z  > 
HW 

Ammonia. 

s 
o 

6 

NiTBOGKN 
AS 

TJ 

a 

a 

M 

o 

OQ 
C 

S 

1 

a 

1 

i 

1 

"S 

c 

< 

c 
2 

1900. 

33437 

Oct.    24 

V.  Blight. 

Cons. 

.12 

12.40 

.0014 

.0028 

.42 

.1900 

.0008 

.01 

4.2 

.1800 

83622 

Oct.   30 

V.  slight. 

Slight. 

.10 

12.00 

.0028 

.0022 

.43 

.4200 

.0012 

.04 

4.0 

.0850 

83536 

Nov.    2 

V.  slight. 

V.  slight. 

.01 

13.00 

.0006 

.0030 

.38 

.4700 

.0000 

.02 

4.7 

.0630 

33537 

Nov.    2 

V.  slight. 

Cons. 

.11 

14.60 

.0010 

.0034 

.39 

.4150 

.0000 

.02 

4.4 

.1850 

34285 

Dec.  31 

,V.  slight. 

V.  slight. 

.00 

13.40 

.0058 

.0060 

.61 

,.5400 

.0001 

.08 

4.3 

.0050 

34286 

Dec.  31 
1001. 

;  V.  slight. 

! 

Cons. 

.03 

15.50 

.0016 

.0040 

.67 

1.6000 

.0008 

.01 

5.0 

.4600 

34435 

Jan.   11 

\  None. 

V.  slight. 

.02 

12.10 

.0012 

.0032 

.62 

.4200 

.0004 

.01 

4.2 

.0180 

34436 

■Ian.   11 

V.  Blight. 

V. slight. 

.02 

12.00 

.0010 

.0036 

.63 

.4200 

.0003 

.02 

4.2 

.0180 

34437 

Jan.   11 

None. 

V.  slight. 

.02 

1  11.90 

.0006 

.0028 

.63 

.4200 

.0004 

.02 

4.3 

.0200 

85134 

Mar.  15 

V.  slight. 

Cons. 

.00 

11.20 

.0024 

.0026 

.76 

.3900 

.0028 

.04 

4.2 

.1080 

86135 

Mar.  15 

None. 

V.  slight. 

.00 

10.90 

.0000 

.0028 

.76 

.3600 

.0002 

.04 

4.0 

.0170 

36136 

Mar.  15 

|V.  slight. 

Blight. 

.00 

11.00 

.0014 

.0030 

.76 

.3800 

.0000 

.04 

4.0 

.0120 

Nos.  34285  and  35136  were  collected  directly  from  the  well ;  Nos.  33-137,  .33522,  33536,  33537  and  34286, 
from  the  pump  after  pumping  a  few  minutes;  Nos.  34436  and  35134,  from  the  pump  before  any  consid- 
erable quantity  of  water  had  been  pumped;  No.  34436,  from  the  pump  after  pumping  fifteen  minutes; 
N0.3513S,  from  the  pump  after  pumping  twenty  minutes;  No.  34437,  from  the  pump  after  pumping 
twonty-flve  minutes. 
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whentham. 


Tubular  Wells  at  Straw  Factory. 

[Parts  per  100,000.] 


S 
"S 

o 
S 

Appeabance. 

c 

o 

if 

Ammonia. 

c 
o 

Nitrogen 

AS 

a 

a 
c 

>. 

K 

o 

a 
•a 

03 

SI 

s 

a 

3 

z 

■3 

3 

.1 
•3 

c 

o 
o 

fa 

"2 
o 

c 

< 

'a 

a 
5 

1 

1 

1900. 

33521 

Oct.    30 

None. 

None. 

.01 

19.80 

.0000 

.0014 

1.09 

.1100 

.0000 

.02 

3.4 

.0120 

33534 

Nov.    2 

None. 

None. 

.02 

22.20 

.0000 

.0018 

1.28 

.1000 

.0000 

.01 

4.0 

.0150 

33632 

Nov.  12 

None. 

None. 

.00 

22.20 

.0006 

.0018 

1.24 

.1060 

.0000 

.02 

3.3 

.0050 

33860 

Nov.  30 

None. 

V.  slight. 

.02 

20.40 

.0002 

.0018 

1.28 

.0860 

.0000 

.02 

3.4 

.0080 

33975 

Dec.     7 

None. 

None. 

.00 

26.40 

.0006 

.0030 

1.49 

.1600 

.0000 

.03 

5.7 

.0050 

Faucet  in  Straw  Factory  siqiplied  from  Tubular  Wells. 


33859 

1900. 

Nov.  30 

None. 

V.  slight. 

.02 

20.50 

.0002 

.0040 

1.30 

.0800 

.0000 

.03 

3.5 

.0100 

33976 

Dec.    7 

j  None. 

None. 

.01 

25.00 

.0000 

.0020 

1.46 

.1650 

.0000 

.02 

5.1 

.0080 

Fountain  in  Common  suj)pliedfrom  Tubular  Wells. 


33436 
33535 
33634 
33861 
33862 
33977 


33633 

1900. 

Nov.  12 

None. 

None. 

.03 

21.30 

.0002 

.0024 

1.24 

.1100 

.0000 

.03 

3.4 

.0060 

33863 

Nov.  30 

None. 

V.  slight. 

.01 

19.60 

.0000 

.0020 

1.28 

.0920 

.0000 

.02 

3.4 

.0060 

33978 

Dec.    7 

None. 

None. 

.00 

- 

- 

- 

1.42 

.1340 

.0000 

.02 

5.0 

- 

Faucet  in  School  Building  sujyi^lied  from  Tubular  Wells. 


1900. 

Oct.   24 

None. 

None. 

.00 

24.80 

.0050 

.0022 

1.15 

.0370 

.0180 

.03 

7.7 

Nov.    2 

None. 

None. 

.01 

18.80 

.0176 

.0022 

1.20 

.0180 

.0005 

.06 

7.4 

Nov.  12 

None. 

None. 

.01 

22.80 

.0102 

.0020 

1.10 

.0380 

.0340 

.06 

6.3 

Nov.  30 

None. 

None. 

.01 

21.10 

.0106 

.0020 

1.16 

.0230 

.0320 

.03 

7.1 

Nov.  30 

None. 

None. 

.02 

23.30 

.0114 

.0020 

1.32 

.0290 

.0440 

.04 

8.0 

Doe.    7 

V.  slight. 

None. 

.01 

26.60 

.0076 

.0020 

1.39 

.0700 

.0300 

.02 

8.6 

.0160 
0040 
0050 
0080 
0070 

.0080 


No.  33861  waa  collected  after  the  water  had  been  runniDg  from  the  faucet  for  twenty-flve  nilnutee. 


EXAMINATION  OF  RIVERS 


[-217] 


EX-iMINATION  OF  EIVEES. 


During  the  year  1901  examinations  have  been  made  monthly  of 
the  waters  of  the  Bhickstone,  Charles,  Concord,  Hoosick,  Housa- 
tonic,  Merrimack,  Nashua,  Xei)onset,  Saugus,  Taunton  and  Wcst- 
tield  rivers  and  some  of  their  principal  tributaries,  and  during  the 
summer  months  of  the  waters  of  the  Chicopee,  Connecticut,  Deer- 
field,  French,  ]Millers,  Xemasket,  Quinebaug,  Salisbury  Plain, 
Shawsheen  and  Ten  Mile  rivers  and  their  principal  tril)utaries. 
Occasional  examinations  have  also  been  made  of  other  streams  in 
the  State.  The  results  of  the  examinations  will  generally  be  found 
arranged  alphalietically  by  rivers  in  the  pages  which  follow,  but 
some  of  them  are  given  on  the  preceding  pages  in  the  examinations 
of  water  supplies,  as  follows  :  — 

Page 

Charles  at  Milfovd 173 

Green  at  Gi'eat  Harrington, 142 

Merrimack  at  Lowell, 159 

Merrimack  at  Lawrence, lo3 

Nashua  at  Clinton, 120 

Quinepoxet  at  Ilolden, 120 

Saugus  at  Montrose, 164 

Saugus  at  Ilowlett's  Dam, 164 

Stillwater  at  Sterling 120 

Sudbury  at  Framingham, 122 

The  flow  of  streams  for  the  year  as  a  whole  was  somewhat  above 
the  normal,  the  excess  being  particularly  marked  in  the  late  spring 
and  summer  months.  Tables  showing  the  flow  of  several  streams 
in  the  State  and  the  normal  flow  are  given  in  a  subsequent  chapter 
entitled  "  AVater  Supply  Statistics  and  Flow  of  Streams.'" 

ASSABET    KlVEK. 
(See  Concord  River.) 
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Blackstone 
Chemical  Examination  of  Water  from  Blackstone  River,  between 

[Parte  per  100,000.] 


c 

s 

!?5 

o 

"o 

o 
« 

33 

Appearance. 

Residue  on  Evapokation. 

s 

1 

■5 

"3 

TOTAL  RESIDUE. 

LOSS 

ON  IGNITION. 

■5 

> 
,  p 

Q 

•a 

■a 
,  c 

=  0. 
CO 

0 
El 

1  0 

5 

T3 
1    C 

00 

1901.     ' 

1 

34474 

Jan. 

15 

Decided. 

Heavy. 

0.05 

28.90 

24.10 

4.80 

9.60 

7.70 

1.90 

2 

34840 

Feb. 

19 

Decided. 

Heavy. 

0.04 

53.00 

42.20 

10.80 

18.80 

18.40 

0.40 

3 

35173 

Mar, 

19 

Decided. 

Heavy. 

0.04 

10.80 

7.00 

3.80 

3.30 

2.00 

1.30 

4 

35456 

Apr. 

18 

Decided, 

Heavy. 

0.10 

29.70 

25.90 

3.80 

12.70 

10.90 

1.80 

5 

35683 

May 

14 

Decided. 

Heavy. 

0.00 

25.80 

22.00 

3.80 

10.20 

8.35 

1.85 

6 

36079 

June 

20 

Decided. 

Heavy. 

0.12 

26.50 

17.20 

9.30 

7.50 

3.40 

4.10 

7 

36472 

July 

22 

Decided. 

Heavy. 

0.03 

26.00 

22.00 

4.00 

7.70 

5.60 

2.10 

8 

36957 

Aug. 

26 

Decided. 

Heavy. 

0.70 

12.40 

9.90 

2.50 

2.20 

2.20 

0.00 

0 

37289 

Sept. 

20 

Decided. 

Cods. 

0.26 

39.30 

36.60 

2.70 

14.30 

12.80 

1.50 

10 

37704 

Oct. 

23 

Decided. 

Cone. 

0.10 

36.30 

33.70 

2.60 

12.90 

12.40 

0.50 

11 

38060 

Nov. 

20 

Decided. 

Cons. 

0.17 

45.70 

44.30 

1.40 

19.50 

18.30 

1.20 

12 

38422 

Dec. 

23 

Decided. 

Cons. 

1.36 

13.00 

10.00 

3.00 

4.80 

3.80 

1.00 

^'^ 

Av 

0.25 

28.95 

24.57 

4.38 

10.29 

8.82 

1.47 

1 

Odor,  distinctly  disagreeable. The  samples  were  collected  from  the  river  about  200  feet  below 

Nob.  35456  and  36079  on  Thursday,  No.  37289  on  Friday,  and  the  other  samples  on  Tuesday.    The  samples 


Chemical  Examination  oj  Water  from  Blac 

kstone  River, 

1 

34475 

1901. 

JaD.     15 

Decided. 

Heavy. 

0.07 

30.50 

21.50 

9,00 

8,80 

4.00 

4,80 

2 

34841 

Feb. 

19 

Decided. 

Heavy. 

0.05 

67.20 

59.60 

7.60 

27,00 

19.60 

7.40 

3 

35174 

Mar. 

19 

Decided. 

Heavy. 

0,06 

15.60 

10.40 

5.20 

4.50 

2,50 

2.00 

4 

35457 

Apr. 

18 

Decided. 

Heavy. 

0.09 

37.20 

33.80 

3.40 

15.50 

13.80 

1.70 

5 

35684 

May 

14 

Decided. 

Heavy. 

0.00 

15.40 

0.00 

9.40 

3.50 

1.65 

1.85 

6 

36080 

Jane 

20 

Decided. 

Heavy, 

0.11 

24.00 

19,30 

4.70 

7.80 

4.70 

3.10 

7 

36473 

Jaly 

22 

Decided. 

Heavy. 

- 

38.00 

28.40 

7.60 

7.60 

4.70 

2.00 

8 

36958 

Aug. 

26 

Decided. 

Heavy. 

- 

38.20 

34.50 

3.70 

9.80 

7.10 

2.70 

9 

37290 

8ept. 

20 

Decided. 

Heavy, 

0.13 

30.40 

25.10 

5.30 

5.20 

3.40 

1.80 

10 

37705 

Oct. 

23 

Decided. 

Cons. 

0.04 

25.90 

22.70 

3.20 

6.50 

5.00 

0,60 

11 

38061 

Nov. 

20 

Decided. 

Heavy. 

- 

32,20 

28.30 

3.90 

S.-OO 

4.80 

0.70 

12 

38423 

Dec. 

23 

Decided. 

Cona. 

1,10 

17.00 

14,10 

2.90 

6,90 

5.60 

0.40 

13 

Av 

0.18 

30,80 

26,31 

6,49 

8,88 

6.39 

2,49 

Odor  of  No.  36473,  offensive;  of  the  others,  distinctly  (llsuKrceable. The  samples  were  collected 

precipitation  works  enters  the  river.    Nos.  36958  and  'MVl'i  were  collected  on  Monday,  Nos.  37705  and 
Tuesday.     The  samples  were  collected  between  U.45  and  II  .30  a.m. 
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BLACKSTONE  RIVER. 


RiVEU. 

Millbrook  Channel  and  the  Worcester  Sewage  Precipitation  Works. 

[Parts  per  100,000.] 


AUMONIA. 

i 

c 
O 

NlTBOOEK  AS 

OXTGBN 
CONSDUED. 

c 

■s 

IBON. 

ALBUMINOID. 

s 

1 

•a 

b 

"5 

1  o 

■d 

■o 
,  c 

So. 

CO 

•6 

.2960 

.1260 

.1080 

.0180 

_ 

_ 

.0017 

1.91 

1.11 

13.0 

2.5600 

2.0000 

1 

.4200 

.1740 

.1020 

.0720 

- 

- 

.0019 

2.58 

2.14 

18.9 

2.7000 

1.5200 

2 

.0580 

.0480 

.0130 

.0350 

0.85 

.0400 

.0007 

1.04 

0.34 

3.6 

0.4800 

0.4000 

3 

.1080 

.0590 

.0530 

.0060 

- 

- 

.0012 

1.60 

1.20 

16.2 

2.2400 

1.4000 

4 

.1400 

.0520 

.0170 

.0350 

- 

- 

.0012 

1.24 

0.81 

14.0 

3.4400 

3.2000 

5 

.1400 

.0970 

.0300 

.0670 

- 

- 

.0080 

2.24 

0.82 

7.7 

1.4400 

0.6800 

6 

.2130 

.0680 

.0360 

.0320 

- 

- 

.0012 

1.36 

0.96 

9.6 

1.7600 

1.3200 

7 

.1260 

.0470 

.0270 

.0200 

1.11 

.0100 

.0018 

0.78 

0.52 

2.6 

0.4800 

0.0640 

8 

.1590 

.0330 

.0285 

.0045 

- 

- 

.0005 

1.46 

1.40 

20.6 

3.2000 

2.2000 

9 

.1000 

.0430 

.0285 

.0145 

- 

- 

.0017 

1.90 

1.60 

17.8 

2.5600 

2.5600 

10 

.1080 

.0410 

.0355 

.0085 

- 

- 

.0005 

2.64 

2.40 

24.5 

5.9200 

3.6000 

11 

.0680 

.0370 

.0230 

.0140 

0.60 

.0580 

.0008 

0.93 

0.62 

3.1 

0.5000 

0.3000 

12 

.1613 

.0687 

.0418 

.0269 

0.85 

.0360 

.0018 

1.64 

1.16 

12.6 

2.2733 

1.6037 

13 

the  iron  bridge.     Nob.  36957  and  38422  were  collected  on  Monday, 
were  collected  between  8.43  and  11.45  a.m. 


Nos.  37704  and  3S060  on  Wednesday, 


belou)  the  Worcester  Sewage  Precipitation  Works. 

.4400 

.1780 

.1300 

.0480 

1.89 

.0380 

.0060 

2.94 

1.18 

9.6 

0.5600 

0.3000 

1 

.7400 

.2080 

.1300 

.0780 

- 

- 

.0032 

2.82 

1.05 

28.1 

2.8000 

2.6000 

2 

.1600 

.0940 

.0320 

.0620 

0.98 

.0360 

.0018 

1.08 

0.42 

4.7 

O.8000 

0.1120 

3 

.0720      .0480 

.0430 

,0050 

- 

.0013 

1.76 

1.56 

21.2 

5.6000 

1.7200 

4 

.2000      .0520 

.0160 

.0360 

1.14 

.0250 

.0048 

0.90 

0.42 

5.7 

1.7200 

0.7000 

5 

.1600      .2080 

.0900 

.1180 

- 

- 

.0034 

2.12 

1.12 

8.9 

1.6800 

1.0400 

6 

.7680  ,   .1600 

.0770 

.0830 

3.68 

.0030 

.0000 

1.68 

1.04 

8.1 

0.8000 

0.1300 

7 

.1700 

.2140 

.1650 

.0490 

4.27 

.0090 

.0112 

2.40 

2.16 

13.6 

0.4600 

0.0320 

8 

.3900 

.0280 

.0255 

.0025 

- 

- 

.0015 

0.86 

0.82 

11.1 

2.3000 

0.6000 

9 

.6800      .0730 

1 

.0405 

.0325 

2.23 

.0150 

.0130 

0.60 

0.48 

11.2 

0.8800 

0.0100 

10 

.6800     .0930 

.0650 

.0280 

3.62 

- 

.0056 

1.56 

1.44 

12.0 

1.6800 

0.2400 

11 

.2350     .0495 

.0360 

.0135 

1.14 

.1120 

.0024 

1.04 

0.70 

6.0 

0.3600 

0.1600 

12 

.3829      .1171 

.0708 

.0463 

2.36 

.0340 

.0045 

1.62 

1.03 

11.6 

1.6367 

0.6370 

13 

from   the  river  abos-e  Millbury  and  below  the  point  where  the  cttluent  from   the  Worcester  sewage 
33081  on  Wednesday,  Nos.  35467  and  36080  on  Thursday,  No.  37290  on  Friday,  and  the  other  samples  od 
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Chemical  Examinatioyi  of  Water  from 

[Parts  per  100, 


Blackstone  River,  at  Uxbridge. 

000.] 


Date  of  Collection. 

Appearance. 

Residue  on 
Evapora- 
tion. 

Ammonia. 

o 

c 

o 

Nitrogen 
as 

1 

3 

a 

1 
o 

\ 

i 

o 

1 

albuminoid. 

1 

a; 
2 

o 

a 

■3 

3 

c 

a 

•o 

Total. 
Dissolved. 

13 

00 

c 
1 

1901. 

i 

34438  1  Jan.    12 

;  Decided. 

Cons. 

0.10 

11.00 

2.20 

.2800 

.0390 

.0290 

.0100 

1.18 

.0390 

.0026 

.34 

3.8 

34862  ;  Feb.  21 

Decided. 

Cons. 

0.03 

14.00 

2.60 

.3700 

.0415 

.0370 

.0045 

1.62 

.0200 

.0026 

.49 

4.3 

35190 

Mar.  20 

Decided. 

Cods. 

0.16 

8.25 

1.85 

.1800 

.0540 

.0270 

.0270 

0.83 

.0170J.0012 

.40 

3.0 

35455 

Apr.  18 

Decided. 

Cons. 

0.70 

6.75 

1.90 

.0970 

.0290 

.0220 

.0070 

0.65 

.0190 

.0014 

.29 

2.5 

35701 

May  15  ' 

Decided. 

Cons. 

0.73 

8.00 

2.00 

.1800 

.0340 

.0250 

.0090 

0.80 

.0180 

.0017 

.45 

2.7 

36081 

June  20 

Decided. 

Cons. 

0.10 

10.60 

2.00 

.2480 

.0224 

.0160 

.0064 

1.24 

.0170 

.0013 

.32 

3,5 

36430 

July  19 

Slight. 

Slight. 

0.11 

13.20 

2.70 

.2240 

.0212 

.0192 

.0020 

1.53 

.0290 

.0052 

.33 

4.9 

36889 

Aug.  22 

Slight. 

Slight. 

0.21 

14.60 

2.80 

.1232 

.0226 

.0188 

.0038 

1.33 

.0280 

.0120 

.36 

5.9 

37308 

Sept.  23 

V.  Blight. 

Cons. 

0.10 

15.00 

2.40 

.2800 

.0240 

.0200 

.0040 

1.73 

.0150 

.0004 

.27 

5.3 

37628 

Oct.   17 

Decided. 

Cons. 

0.80 

13.15 

2.85 

.6000 

.0430 

.0390 

.0040 

1.30 

.0130 

.0002 

.44 

4.3 

38090 

Nov.  23 

Decided. 

Cons. 

0.02 

16.90 

3.25 

.4200 

.0380 

.0310 

.0070 

1.90 

.0150 

.0017 

.43 

6.1 

38411 

Dec.  20 

Decided. 

Cons. 

1.20 

9.20 

3.20 

.0720 
.2562 

.0360 

.0300 

.0080 
.0076 

0.72 
1.24 

.0320  .0012 
.0218  .002fi 

,63 
.40 

2.3 

Av... 

0.35 

11.72 

2.48 

.0338 

.0262 

4  n 

Odor,  vegetable  or  unpleasant,  occasionally  becoming  disagreeable  on  heating. The  samples 

were  collected  from  the  canal  leading  from  the  upper  dam  of  the  Calumet  Woolen  Company  to  the  mill, 
jaat  before  the  water  passed  the  screens. 


Chemical  Examination  of  Water  from  Blackstone  River 

at  Millville,  Blackstone. 

34495 

1901. 

Jan.  17 

Decided. 

Slight. 

0.32 

7.90 

2.25 

.1600 

.0290 

.0265 

.0025 

0.84 

.0200 

.0013 

.44 

2.6 

34846 

Feb.  21 

Decided. 

Cone. 

0.34 

9.00 

2.05 

.2400 

.0350 

.0235 

.0115 

1.06 

.0130 

.0008 

.46 

2.3 

35192 

Mar.  21 

Decided. 

Cons. 

0.51 

6.20 

2.10 

.0720 

.0320 

.0265 

.0055 

0.56 

.0230 

.0006 

.50 

2.0 

35454 

Apr.  18 

Decided. 

Cons. 

0.60 

4.90 

1.75 

.0550 

.0210 

.0180 

.0030 

0.47 

.0300 

.0010 

.88 

1.8 

35696 

May  16 

Decided. 

Cods. 

0.60 

6.10 

1.95 

.0760 

.0230 

.0205 

.0025 

0.65 

.0180 

.0008 

.43 

2.0 

36076 

June  20 

Slight. 

Cone. 

0.25 

6.85 

1.75 

.1000 

.0208 

.0148 

.0000 

0.73 

.0200 

.0008 

.39 

2.3 

3<Uie 

July  18 

Slight. 

Cods. 

0.34 

7.95 

1.85 

.0900 

.0305 

.0270 

.0035 

0.76 

.0200 

.0012 

.44 

2.5 

36884 

Aug.  22 

Slight. 

Slight. 

0.30 

8.80 

2.15 

.0460 

.0280 

.0240 

.0040 

0.85 

.0090 

.0008 

.44 

3.8 

37269 

Sept.  19 

Slight. 

CODB. 

0.34 

7.65 

2.15 

.0880 

.0206 

.0190 

.0016 

0.81 

.0140 

.0003 

.46 

3.1 

37627 

Oct.   17 

Decided. 

Cons. 

0.35 

10.50 

2.25 

.3000 

.0450 

.0300 

.0150 

1.10 

.0170 

.0001 

.40 

3.0 

38068 

Nov.  21 

Decided. 

Slight. 

0.28 

10.00 

2.65 

.2280 

.0280 

.0215 

.0065 

0.98 

.0130 

.0008 

.61 

2.9 

38403 

Dec.  19 

Decided. 

Cons. 

1.05: 

8.55 

2.45 

.0368 
.1248 

.0296 
.0285 

.0240 
.0229 

.0056 
.0056 

0.50 
0.78 

.0.320 
.0191 

.0005 
.0007 

.67 
.46 

1.6 

Av... 

»■"! 

7.87 

2.11 

2.6 

Odor,  vegetable  or  unpleasant,  occasionally  disagreeable,  becoming  stronger  on  heating. The 

samples  were  collected  from  the  river  Just  above  the  dam  in  the  village  of  Millville. 
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blackstone  river. 

Averages  of  Chemical  Analyses  of  Water  from  the  Blacksto^e  River 
FOR  THE  Years  1888  to  1901,  inclusive. 

Blackstone  River  between  Mill  Brook  Channel  and  the  Sewage  Precipitation  Works. 

[Parts  per  100,000.] 


RK8IDU8  OK 

a 

ALIiUJIINOID 

Nitrogen 

Evaporation. 

S 

a 
a 

AMMONIA. 

a 

AS 

YEAR. 

s 

0-" 

■6 
> 

i 

« 

CO 

« 

">  c 

a 

o 

s 

2 

s 

•2 

o 

o 

§^ 

o 

m 

~  o. 

J3 

*j 

S 

O 

H 

1-9 

'■^ 

a 

03 

o 

S!i 

a 

a 

1888 

0.64 

_ 

_ 

.2112 

.1040 

_ 

_ 

1.21 

.0370 

.0029 

1  - 

1889 

0.76 

- 

- 

.2841 

.1198 

.0629 

.0569 

1.06 

.0235 

.0024 

1890 

0.82 

- 

_ 

.1800 

.1024 

.0549 

.0475 

1.03 

.0367 

.0014 

_ 

1891 

0.80 

13.54 

4.00 

.3340 

.1563 

.0840 

.0723 

1.73 

.0333 

.0032 

4.6 

1892 

0.71 

16.28 

4.85 

.2530 

.1262 

.0627 

.0(535 

1.84 

.0312 

.0061 

4.9 

1893 

0.68 

17.95 

4.88 

.1429 

.0603 

.0325 

.0277 

1.04 

.0180 

.0012 

4.5 

1894 

0.86 

17.17 

5.58 

.0739 

.0570 

.0304 

.0266 

0.88 

.0195 

.0006 

3.7 

1896 

0.84 

13.40 

4.02 

.0507 

.0374 

.0229 

.0145 

0.86 

.0175 

.0007 

2.9 

1896 

0.75 

12.69 

3.37 

.0759 

.0486 

.0309 

.0177 

1.01 

.0187 

.0010 

2.9 

1897 

0.94 

17.62 

6.31 

.0715 

.05.33 

.0306 

.0227 

0.77 

.0151 

.0015 

2.9 

1898 

0.50 

13.52 

4.34 

.0762 

.0557 

.0259 

.0298 

0.83 

.0167 

.0011 

3.5 

1899 

0.26 

25.33 

8.08 

.1921 

.0751 

.0360 

.0391 

1.20 

.0109 

.0010 

9.7 

1900 

0.18 

19.49 

5.44 

.1141 

.0602 

.0253 

.0349 

0.83 

.0102 

.0011 

6.2 

1901 

0.25 

28.95 

10.29 

.1613 

.0687 

.0418 

.0269 

- 

1   - 

.0018 

12.6 

Blackstone  Biver  below  Seivage  Precipitation 

Works. 

1888 

0.64 

_ 

_ 

.2112 

.1040 

_ 

1.21  11.0370 

.0029  ] 

_ 

1889 

0.76 

- 

- 

.2841 

.1198 

.0629 

.0569 

1.06  1.0235 

.0024  1 

_ 

1890 

0.74 

- 

_ 

.2263 

.1177 

.0581 

.0696 

1.26  ij.OSSl 

.0016  1 

_ 

1891 

0.80 

15.62 

4.52 

.4080 

.1303 

.0695 

.0608 

1.91 

.0358 

.0031  j 

4.6 

1892 

0.53 

19.35 

5.29 

.3633 

.1442 

.0737 

.0705 

2.21 

.0278 

.0033 

7.2 

1893 

0.74 

25.65 

6.54 

.3757 

.1447 

.0864 

.0583 

1.98 

.0369 

.0070 

7.4 

1894 

0.60 

25.75 

6.61 

.4228 

.1309 

.0946 

.0363 

2.13 

.0.316 

.0047 

7.9 

1895 

0.79 

19.14 

4.78 

.2298 

.0840 

.0573 

.0267 

1.52 

.0347 

.0040 

5.8 

1896 

0.40 

24.28 

6.36 

.2645 

.0930 

.0615 

.0315 

1.91 

.0356 

.0071 

8.3 

1897 

0.75 

19.94 

4.59 

.2447 

.0843 

.0630 

.0213 

1.33 

.0300 

.0047 

5.4 

1898 

0.49 

19.41 

5.20 

.2260 

.0725 

.0473 

.0252 

1.30 

.0264 

.0072 

6.6 

1899 

0.30 

32.48 

7.90 

.3908 

.1337 

.0749 

.0588 

2.37 

.0176 

.0053 

12.0 

1900 

0.25 

22.47 

5.02 

.3120 

.1120 

.0499 

.0621 

1.57 

.0210 

.0081 

7.2 

1901 

0.18  1 

30.80 

8.88 

.3829  .1171 

.0708 

.0463 

2.36 

.0340 

.0045 

11.6 

Blackstone  River  at  Uxbridge. 


1888 

0.45 

_ 

_ 

.0979 

.0284 

_ 

_ 

0.61 

.0322 

.0008 

_ 

1889 

0.28 

- 

- 

.0992 

.0300 

.0191 

.0109 

0.60 

.0253 

.0009 

_ 

1890 

0.25 

- 

- 

.1168 

.0214 

-0152 

.0062 

0.66 

.0272 

.0006 

_ 

1891 

0.27 

8.32 

1.94 

.1647 

.0272 

.0197 

.0076 

0.77 

.0396 

.0008 

2.8 

1892 

0.21 

8.59 

1.90 

.2113 

.0222 

.0163 

.0069 

0.82 

.0326 

.0007 

2.8 

1893 

0.40 

9.45 

1.91 

.1603 

.0256 

.0167 

.0089 

1.00 

.0424 

.0029 

3.2 

1894 

0.51 

10.80 

1.97 

.1372 

.0242 

.0187 

.0055 

1.22 

.0460 

.0032 

4.0 

1896 

0.64 

10.66 

2.44 

.1081 

.0315 

.0243 

.0072 

1.05 

.0439 

.0037 

3.9 

1896 

0.42 

10.77 

2.50 

.1209 

.0308 

.0249 

.0059 

1.09 

.0405 

.0064 

4.2 

1897 

0.59 

10.31 

2.50 

.1126 

.0298 

.0248 

.0050 

1.04 

.0481 

.0036 

3.8 

1898 

0.68 

8.72 

2.30 

.0818 

.0305 

.0232 

.0073 

0.84 

.0360 

.0046 

3.2 

1H99 

0.26 

14.06 

2.51 

.2298 

.0374 

.0297 

.0077 

1.59 

.0331 

.0078 

6.6 

1900 

0.27 

11.43 

1.97 

.2122 

.0351 

.0262 

.0089 

1.38 

.0359 

.0039 

4.2 

1901 

0.35 

11.72 

2.48 

.2562 

.0338 

.0262 

.0076 

1.24 

.0218 

.0026 

4.0 

Blackstone  River  at  Millville. 


1888 

0.47 

_ 

_ 

.0444 

.0253 

_ 

. 

0.44 

.0242 

.0005 

1889, 

0.38 

- 

- 

.0450 

.0277 

.0206 

.0071 

0.43 

.0160 

.0004 

_ 

1890, 

0.34 

- 

- 

.0587 

.0211 

.0162 

.0049 

0.46 

.0240 

.0004 

_ 

1891, 

0.32 

6.05 

1.83 

.0807  .0293 

,0194 

.0099 

0.55 

.0275 

.0005 

1.9 

1892, 

0.35 

6.03 

1.62 

.0896  .0249 

.0180 

.0069 

0.54 

.0218 

.0004 

1.8 

1893, 

0.40 

6.23 

1.53 

.0899 

.0288 

.0225 

.0063 

0.66 

1.0289 

.0008 

2.0 

1894, 

0.49 

6.37 

1.90 

.0528 

.0219 

.0173 

.0046  > 

0.73 

.0232 

.0008 

2.5 

1S95, 

0.58 

7.47 

2.27 

1.0501 

.0253 

.0189 

.0064  1 

0.74 

.0278 

.0016 

2.7 

1S96, 

0.40 

7.34 

1.64 

1.0549 

.0248 

.0185 

.0063  1 

0.76 

.0347 

.0018 

2.8 

1897, 

0.53 

7.07 

2.14 

1.0523 

.0262 

.0219 

.0043 

0.73 

.0332 

.0014 

2.6 

1898, 

0.55 

6.43 

1.95 

.04.56 

.0256 

.0201 

.0055 

0.61 

.0222 

.0016 

2.3 

1899, 

0.28  i 

8.95 

2.04 

.0985  1.0267 

.0221 

.0046 

0.88 

.0220 

.0029 

3.2 

1900, 

0.36 

8.32 

1.81 

1.1194  1.0288 

.0232 

.0056  j 

0.93 

.0272 

.0023 

2.9 

1901,   . 

0.44 

7.87 

2.11 

.1243  ].0285 

.0229 

.0056  1 

0.78 

.0191 

.0007 

2.6 
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BLACKSTONE  RIVER. 

AvEKAG^  OF  Chemical  Analyses  of  Water  fkom  the  Blackstone  River 
FOR  Six  Months,  from  June  to  November,  1887  to  1901,  inclusive. 

Blackstone  River  between  Mill  Brook  Channel  and  the  Seivage  Precipitation  Works, 

[Parts  per  100,000.] 


Kesidce  on 

a 

Albuminoid 

Nitrogen 

Evaporation. 

B 
O 

a 
a 

Ammonia. 

a 

AS 

MONTHS. 

r§ 

■d 

r3 

0? 

i 

< 

o 

03 

as 

o 

,   C 

o 

^ 

•o 

O 

i* 

fc. 

tH 

Q 

Tj 

O 

'^ 

iz| 

K 

June-Nov.,  1887, 

0.91 

- 

- 

.2686 

.1741 

- 

- 

1.35 

.0160 

- 

- 

"      1888, 

0.76 

- 

- 

.2658 

.1112 

.0557 

.0555 

1.50 

.0382 

.0041 

- 

"        "      1889, 

0.86 

- 

- 

.3980 

.1430 

.0772 

.0658 

1.32 

.0177 

.0026 

- 

"      1890, 

l.U 

9.92 

3.03 

.2107 

.1246 

.0673 

.0573 

1.07 

.0250 

.0015 

2.9 

"      1891, 

1.10 

17.42 

5.59 

.4913 

.1950 

.1127 

.0823 

2.29 

.0192 

.0037- 

5.0 

"      1892, 

0.52 

20.75 

6.30 

.3547 

.1433 

.0708 

.0725 

2.43 

.0227 

.0108 

6.1 

"        "      1893, 

0.40 

16.98 

4.55 

.1480 

.0588 

.0240 

.0348 

1.01 

.0115 

.0015 

6.3 

"       1894, 

0.68 

16.93 

4.76 

.0548 

.0380 

.0236 

.0144 

0.74 

.0115 

.0005 

4.4 

"        "       1895, 

0.49 

14.17 

4.50 

.0613 

.0414 

.0243 

.0171 

0.92 

.0163 

.0006 

3.4 

"        "      1896, 

0.51 

12.90 

2.93 

.0780 

.0415 

.0282 

.0133 

0.97 

.0147 

.0015 

3.4 

"      1897, 

0.85 

26.45 

7.68 

.1130 

.0674 

.0362 

.0312 

0.89 

.0090 

.0024 

4.2* 

"      1898, 

0.33 

17.42 

5.62 

.0857 

.0619 

.0260 

.0359 

0.96 

.0053 

.0010 

4.6 

"       1899, 

0.14* 

34.38 

10.60 

.2583 

.0788 

.0390 

.0398 

1.55t 

.0050t 

.0004 

14.3 

"        "       1900, 

0.05 

16.48 

3.38 

.1068 

.0518 

.0210 

.0308 

1.03 

.0107 

.0012 

3.6 

"        "       1901, 

0.23 

31.03 

11.68 

.1410 

.0548 

.0309 

.0239 

- 

- 

.0023 

13.8 

Blackstone  River  below  Seivag 

e  Precipitation 

Works. 

June-Nov.,  1887 

0.91 

- 

- 

.2686 

.1741 

- 

- 

1.35 

.0160 

- 

- 

'       1888 

0.76 

- 

- 

.2658 

.1112 

.0557 

.0555 

1.50 

.0382 

.0041 

- 

'     i.^-sg 

0.86 

- 

- 

.3980 

.1430 

.0772 

.0658 

1.32 

.0177 

.0026 

- 

'       1890 

0.97 

11.30 

3.10 

.2907 

.1492 

.0722 

.0770 

1.46 

.0270 

.0018 

3.9 

'      1891 

1.05 

22.25 

6.60 

.6367 

.1508 

.0883 

.0625 

2.61 

.0233 

.0040 

6.2 

'       1892 

0.63 

26.80 

7.75 

.5240 

.1810 

.0958 

.0862 

3.13 

.0137 

,0050 

10.3 

'       189.'J 

0.51 

30.00 

7.13 

.5680 

.1453 

.0900 

.0553 

2.76 

.0285 

.0126 

10.9 

'       1894 

0.40 

29.30 

6.86 

.6189 

.1390 

.1113 

.0277 

2.63 

.0212 

.0071 

10.6 

'       1895 

0.71 

22.15 

5.18 

.3246 

.0898 

.0597 

.0301 

1.86 

.0267 

.0063 

7.3 

'       1896 

0.30 

26.03 

6.53 

.2831 

.0898 

.0600 

.0298 

2.10 

.0217 

.0118 

9.7 

'       1807 

0.73 

25.98 

4.97 

.3650 

.1122 

.0782 

.0340 

1.61 

.0207 

.0063 

6.9 

'       1898 

0.23 

25.63 

6.73 

.3064 

.0868 

.0580 

.0308 

1.66 

.0132 

.0119 

9.2 

'       1899 

0.14* 

44.02 

9.67 

.5261 

.1707 

.0912 

.0795 

3.26 

.0108* 

.0088 

16.1 

'       1900 

0.22 

24.57 

4.48 

.4430 

.1249 

.0621 

.0628 

2.13 

.0110 

.0145 

7.3 

'       1901 

0.09 

31.12 

6.90 

.4580 

.1293 

.0772 

.0521 

3.42 

.0090 

.0068 

10.8 

•  Average  of  flvo  months. 


f  Avoruge  of  two  months. 
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BLACKSTONE  RIVER. 

Averages  of  Chemical  Analyses  of  Water  from  the  Blackstone  River 
FOR  Six  Months,  etc.  —  Concluded. 

Blackslone  River  at  Uxbridge. 

[Parts  per  100,000.] 


O        J 

o 
O 

Residue  on 
evapdkatios. 

5 

a 

g 

a 

alblminoid 
Ammonia. 

c 
o 

NITHOGEN 
AS 

MONTHS. 

o 

Co 
o  to 

•d 
> 

5 

■d 
•a 

3  P. 

es 

00 

■3 

a 

a 

June-N'ov.,  1887, 

0.89 

- 

- 

.1129 

.0271 

- 

0.79 

.0360 

- 

- 

'      188S, 

0.38 

6.42 

1.52 

.1155 

.0288 

.0222 

.0066 

0.68 

.0310 

.0007 

- 

'      1889, 

0.32 

- 

- 

.1133 

.0296 

.0192 

.0104 

0.66 

.0333 

.0009 

- 

'      1890, 

0.26 

8.86 

2.12 

.1629 

.0231 

.0174 

.0057 

0.79 

.0259 

.0005 

2.9 

•      1891, 

0.20 

10.16 

2.61 

.2280 

.0175 

.0117 

.0058 

1.04 

.0425 

.0007 

3.6 

'      1892, 

0.13 

9.36 

1.88 

.2840 

.0227 

.0162 

.0065 

0.99 

.0313 

.0007 

3.1 

'      1893, 

0.24 

11.74 

2.37 

.1985 

.0207 

.0140 

.0067 

1.20 

.0623 

.0050 

4.2 

■      1894, 

0.35 

13.07 

2.03 

.1456 

.0243 

.0183 

.0060 

1.57 

.0673 

.0050 

4.9 

'       1895,* 

0.56 

12.95 

2.69 

.0906 

.0258 

.0182 

.0076 

1.34 

.0631 

.0065 

4.7 

'       1896, 

0.33 : 

12.68 

2.67 

.1129 

.0257 

.0221 

.0036 

1.38 

.0477 

.0091 

5.0 

'    .  1897, 

0.48 

11.60 

2.47 

.1029 

.0280 

.0215 

.0065 

1.32 

.0652 

.0051 

4.3 

•       1898, 

0.49 

10.59 

2.78 

.0801 

.0264 

.0219 

.0045 

1.00 

.0470 

.0076 

3.8 

'      1899, 

0.18  ( 

18.34 

3.11 

.2490 

.0359 

.0310 

.0049 

2.17 

.0510 

.0141 

7.4 

'       1900, 

0.19 

13.42 

2.04 

.2260 

.0347 

.0257 

.0090 

1.76 

.0658 

.0060 

5.0 

'       1901, 

0.22 

13.91 

2.67 

.3159 

.0285 

.0240 

.0045 

1.50 

.0195 

.0035 

5.0 

1 

Blackstone  River  at  Millville. 

•  lune-Xc 

;v.,  1887 

0.31 

" 

.0468 

.0220 

- 

0.61 

.0210 

- 

- 

'       1888 

0.41 

5.22 

1.40 

.0467 

.0298 

.0233 

.0063 

0.60 

.0278 

.0004 

,      - 

'      1889 

0.38 

- 

- 

.0499 

.0273 

.0213 

.0060 

0.45 

.0167 

.0003 

- 

•      1890 

0.26 

6.71 

2.24 

.0736 

.0196 

.0152 

.0044 

0.53 

.0229 

.0003 

2.3 

'       1891 

0.24 

7.48 

2.35 

.1105 

.0384 

.0234 

.0150 

0.72 

.0308 

.0006 

2.2 

'       1892 

0.37 

6.70 

1.62 

.1143 

.0294 

.0210 

.0084 

0.63 

.0217 

.0002 

2.0 

'       1893 

0.23 

7.43 

1.73 

.0677 

.0119 

.0087 

.0031 

0.77 

.0385 

.0011 

2.6 

'       1894 

0.47 

8.42 

2.16 

.0510 

.0172 

.0139 

.0033 

0.89 

.0273 

.0012 

2.8 

'       1895 

0.51 

8.67 

2.55 

.0356 

.0233 

.0180 

.0053 

0.90 

.0383 

.0024 

3.2 

'      1896 

0.35 

8.53 

1.69 

.0484 

.0237 

.0180 

.0067 

0.97 

.0413 

.0027 

3.3 

'      1897 

0.45 

7.66 

1.98 

.0509 

.0258 

.0210 

.0048 

0.92 

.0445 

.0019 

1    3.1 

'       1898 

0.61 

7.12 

2.17 

.0325 

.0240 

.0193 

.0047 

0.63 

.0240 

.0023 

i    2.6 

'      1899 

0.20 

12.50 

2.44 

.1310 

.0301 

.0247 

.0064 

1.31 

.0310 

.0049 

j    4.6 

'       1900 

0.29 

9.33 

1.82 

.1168 

.0254 

.0219 

.0036 

1.16 

.0417 

.0039 

3.4 

'      1901 

0.31 

8.62 

2.13 

.1420 

.0288 

.0227 

.0061 

0.87 

.0166 

.0006 

3.1 

*  Average  of  five  monthe. 
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CHABI.ES  RIVER. 


Charles  River. 

Chemical  Examination  of  Water  fror)i  Charles  Paver,  below  Milford. 

[Parts  per  100,000.] 


1 

Residue  on 

c 
S.       1 

Appeaeakce. 

Evapora- 
tion. 

Ammonia. 

Nitrogen 

AS 

a 

3 

c 

^ 

ALBUMINOID.      | 

c 

5     1 

>> 

■£ 

1 

c~ 

■p          ■d 

6 

M 

in 

0 

c 

S 

a 

o 
o 

3 

a 

c  1 

"s 

=  5, 

6 

ra 

£.         ■a 
o       1  c 

a 

^ 

bo 

•5 

% 

1901. 

M 

O    1 

H 

^ 

b4 

H 

Q    1  <» 

O 

»; 

^ 

0 

S 

1 

3610S 

June  24 

Decided. 

Cons. 

0.57 

5.25 

2.50 

1.0628 

.0544 

.0192 

.0352 

0.69 

.0140 

.0024 

0.65 

1.6 

36536 

Jnlv  24 

Decided. 

(tons. 

0.56 

11.45 

3.20 

.2120 

.0640 

.0472 

.0168 

2.73' 

.0190 

.0040 

0.87 

2.7 

36961 

Aug.  27 

Decided. 

Cods. 

1.10 

11.45 

4.25 

.1140 

.0416 

.0324 

.0092 

1.28 

.0600 

.0072 

1.57 

3.3 

37398 

Sept.  23 

Slight. 

Cons. 

0.44 

9.60 

3.00 

.1600 

.0355 

.02S5 

.0070 

1.4U 

.0270 

.0090 

0.62 

2.7 

37810 

Xov.     1 

Blight. 

Cods. 

0.32 

10.30 

3.40 

.2432 

.0328 

.0276 

.0052 

1.48 

.1050 

.0044 

0.53 

3.3 

38106 

Nov.  25 

Decided. 

Cons. 

0.80 

9.10 

3.85 

.0596 

.0420 

.0352 

.0068 

0.83 

.0280 

.0017 

0.91 

2.0 

Averages  by  Years. 


1898 
1899 
1900 
1901 


0.63 

10.47 

3.08 

.1195  .0597 

.0422 

.0175 

2.47 

.0473 

.0064 

0.69 

0..50 

12.52 

3.12 

.34871.1345 

.0803 

.0542 

3.00 

.0053 

.0008 

1.12 

0.63 

10.82 

2.36 

.2845'. 0817 

.0457 

.0160 

2.16 

.0270 

.0041 

0.84 

0.63 

9.52 

3.37 

.1419  .0451 

.0317 

.0134 

1.40 

.0422 

.0048 

0.86 

2.4 
2.6 
2.6 
2.6 


Odor  in  1901,  generallj'  distinctly  unpleasant;   in  August,  distinctly  disagreeable;   in  September, 

faintly  vegetable. The  samples  were  collected  from  the  river,  below  the  point  where  the  sewage 

from  the  town  enters  the  river. 


Chemical  Examination  of 

Water  from  Charles  River, 

at  Needham. 

34340 

1901. 

Jan.     7 

V.  slight. 

Slight. 

0.80 

5.. 50 

1.85 

.0042 

.0212 

.0202 

.0010 

0.50 

.0180 

.0000 

0.82 

1.4 

34717 

Feb.  11 

Slight. 

Slight. 

0.50 

5.75 

2.00 

.0034 

.0202 

.0174 

.0028 

O.bl 

.0220 

.0002 

0.59 

1.7 

35040 

Mar.  11 

Decided. 

Heavy. 

0.641 

5.35 

2.40 

.0252 

.0716 

.0360 

.0356 

0.41 

.017(1 

.0001! 

0.82 

1.6 

85348 

Apr.    81 

V.  slight. 

Blight. 

0.68 

3.. 50 

1.70 

.0022 

.0222 

.02(18 

.0014 

0.28 

.0090 

.0001 

0.70 

l.l 

35604 

May     6l 

V.  slight. 

Slight. 

0.82 

3.75 

2.15 

.0012 

.0222 

.0200 

.0022 

0.31 

.0030 

.0000 

0.86 

1.1 

35937     June  10 

V.  slight. 

Slight. 

1.04; 

4.25 

2.00 

.0032 

.0308 

.0266 

.0042 

0.30 

.((Of)0 

.0001 

0.68 

1.7 

36257 

July     8 

V.  slight. 

V.  slight. 

0.981 

5.20 

2.66 

.0006 

.0294 

.0258 

.0036 

0.36 

.0070 

.0002 

0.87 

1.4 

36698 

Aug.  12 

V.  Klight. 

V.  Blight. 

0.84' 

5.05 

2.40 

.0026 

.0300 

.0286 

.0014 

0.3H 

.0010 

.0001 

0.97 

1.3 

37121 

Sept.   9 

V.  slight. 

Slight. 

I.40I 

6.. 50 

3.65 

.0045 

.O.^.'iO 

.0310 

.0020 

0.37 

.  0070 

.0002 

1.64 

1.8 

37502 

Oct.     7 

Slight. 

Slight. 

0.80 

5.60 

2.80 

.0028 

.0308 

.03(10 

.0008 

().4() 

.0030 

.0(101 

0.93 

1.6 

87919 

Nov.  11 

V.  slight 

Slight. 

0.73 

4.95 

2.25 

.0010 

.0222 

.0212 

.0010 

0.46 

.0120 

.0000 

0.82 

1.4 

88258 

Dec.    9 

V.  alight. 

V.  slight. 

0.78 

5.90 

2.50 

.0016 

.0196 

.0184 

.0012 

0.64 

.0120 

.0001 

0.88 

1.4 

Averages  by  Years. 


1899 

1 

0.46 

4.70 

1.82 

.0008 

.0219 

.0202 

.0017 

0.38 

.0077 

.0001 

0.60 

1.3 

_ 

1900 

_ 

_ 

0.63 

4.82 

1.74 

.0010 

.0246 

.0226 

.0020 

0.40 

1.0041 

.0001 

0.77 

1.2 

- 

1901 

i 

- 

0.82 

6.11 

2.36 

.0044 

.0294 

.0247 

.0047 

0.41 

1.0097 

.0001 

0.87 

1.4 

Odor  in  1901,  generally  vegetable,  Rometlmes  unpleasant  or  musty,  becoming  strongor  on  heating. 
-  The  samples  were  collected  from  the  river,  at  Dedham  Avenue  bridge. 
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CHARLES  KIVER. 

Chemical  Examination  of  Water  from  Charles  River,  opposite  the  Filler  Oallery  of 
the  Brookline  Water  Works,  at  West  Hoxbury. 

[Parts  per  100,000.] 


Q 
o 

a 

! 

Appbarance. 

Kksiuuk  on 
Evapora- 
tion. 

Ammonia. 

a 
_o 
O 

NiTBOOEN 
A8 

■d 
S 

3 
■1 
S 

o 
O 

e 

K 

O 

3 

1 

X 

u 

o 
o 
O 

s 

o 

s 

o 

§1 

00 

3 

ALBUMINOID. 

1 

a? 

5 
i 

1 

3 

S5 

•a 

o 

3 

•a 
,  c 

3  o. 

X 

e; 

•5 

1901. 

1 

34982 

Mar.    4 

Decided. 

Slight. 

0.20 

3.70 

1.50 

.0196'. 0200 

.0176  .0024 

.34 

.01 20 ,.0003 

0.34 

o.« 

35244 

Mar.  25 

Bllghi. 

Slight. 

0.651 

4.45 

2.30  1 

.0024  .0294 

.0252  .0042 

.27 

.01201.0000 

0.79 

1.1 

35558 

Apr.  29 

V.Blisiht. 

Slight. 

0.68: 

3.90 

2.00  1 

.001 6. 0254 

.0238  .0010 

.29 

.0O5U  .0001 

0.78 

1.1 

35737 

May  20 

Decided. 

Slight. 

1.14 

4.60 

2.50  , 

.0052:.  0326 

.0256.0070 

.31 

.00.50  .0000 

0.92 

1.4 

86111 

June  24 

Blight. 

Slight. 

0.95| 

5.10 

2.60  j 

.00281.0.304 

.0272,.  0032 

.38 

.0080  .0003 

0.86 

1.3 

S644G 

July  22 

V.  Blight 

Slight. 

1.05, 

5.. 50 

2.65  1 

.0024 

.0412 

.0364;.  0048 

.36 

.00.30  .0001 

1.16 

1.8 

37661 

Oct.    21 

V.  Blight. 

V.  Blight. 

1.10 

6.00 

3.00  ' 

.0022 

.0304 

.02841.0020' 

.40 

.0030  .0001 

11.11 

1.4 

38110 

Nov.  25 

1  Slight. 

V.  Blight. 

0.58, 

6.20 

2.26 

.0006 

.0236 

.01821.0064. 

.51 

.0050  .0000 

0.68 

1.4 

88435 

Dec.  23 

1  Slight. 

Slight. 

1.05 

4.75 

2.40 

.0014 

.0272 

.0268,. 0014' 

.39 

.0090  .0000 

1.02 

1.1 

Averages  by  Tears. 


1898 
1899 
1900 
1901 


o.sil 

4.75 

2.12 

.0011 

.0257 

.0237  .0020 

! 

..39 

0.44 

4.83 

1.86 

.0014 

.0237 

.0213  .0024 

.38 

0.55 

4.77 

1.69 

.0019 

.0245 

.0224  .0021 

.41 

0.82 

4.80 

2.34 

.0042 

.0289 

.0254  .0035 

.36 

.0055'. 0000  0.80 
.0055  .0001  0.58 
.0053  .0001  0.72 
.00  69'. 0001  0.86 


1.4 
1.2 
1.3 
1.2 


Odor  Id  1901,  vegetable  or  unpleasant,  becoming  stronger  on  heating. 


Chemical  Examination  of   Water  from  Charles  River,  opposite  the   Well  of  the 

Waltham  Water  Works. 


1001. 

1 

!l 

1 

34504 

Jan.   21 

Slight. 

Slight. 

0.70 

8.10 

2.85 

.0092 

.0316 

.0292  .002411.76 

.0400 

.0000,0.76 

2.6 

34791 

Feb.  18 

Slight. 

V.  slight. 

0.54 

6.75 

1.85 

.0080 

.0266 

.0248!. 0018, 1.63 

.0460 

.0005  0.66 

2.2 

3.5215 

Mar.  25 

Slittht. 

COUB. 

0.6S 

4.40 

1.75 

.0056 

.0300 

.0276.0024:  .34 

.0150 

.0001  0.73 

1.3 

35461 

Apr.  22, 

V.  slight. 

Slight. 

0.70, 

3.90 

2.05 

.0028 

.0250 

.02301.0020,  .35 

.0070 

.0001,0.90 

1.6 

35724 

May   20  , 

Slight. 

Slight. 

1.02 

4.90 

2.40 

.0070 

.0342 

.0304L0038!I.39 

.0100 

.0001  0.98 

1.7 

36092 

June  24 

Slight. 

Slight. 

1.02 

5.50 

2.40 

.0050 

.0338 

. 0314'. 0024 '.4'i 

12  0.92 

2.0 

36277 

July     8  , 

Slight. 

Cons. 

1.06 

6.60 

3.00 

.0198 

.03.56 

.0:U4  .0012    .11 

l  0.85 

1.7 

30436 

July  22 

Slight. 

Slight. 

0.90 

6.65 

2.15 

.0038 

.0352 

.0322  .0030    .4 

11   0.87 

1.7 

36708 

Aug.  12 

V.  Blight. 

Cons. 

0.70 

4.20 

1.90 

.0040 

.0368 

.03.i2  .0036    ..M 

.•"Wi  0.97 

1.0 

36932 

Aug.  26 

Decided. 

Cons. 

0.70 

5.45 

2.35 

.0112 

.0348 

.0248. 0100    .4:; 

,,iii:,,i 

.11001   0.76 

2.3 

37323 

Sept.  24 

None. 

Slight. 

0.78 

6.80 

2.90 

.0068 

.0332 

.0291)  .004-2    .411 

.iiusii 

.'iiiii2  0.90 

2.3 

37068 

Oct.    22 

V.  Blight 

V.  Blight. 

0.88 

6.90 

3.65 

.0038 

.0304|.0'js'j  .oiv:-:  .\<\ 

.mm;,,i 

.'HI02.0.S9 

l.fi 

38091 

Nov.  25 

Decided. 

Slight. 

0.66 

6.60 

2.70 

.0040 

.0250  .(I'J-jr,  .iHij-i    .;,ii 

.iilh' 

J'lio:!  0.70 

1.0 

38344 

Dec.  17 

Slight. 

1 

Cons. 

0.70 

6.40 

2.20 

1.0020 

1 

.0232  .oi'ji.  .uu:;.,   .41 

1          : 

1 

.UUOO  0.73 
1 

1.3 

Averages  by  Tears. 


1898 
1899 
1900 
1901* 


I0.79! 

5.43 

2.26 

.0036;. 0306  .0274 

0.46 

5.14 

1.80 

.0036:  .0248  .02.33 

0.59, 

5.54 

1.88 

.0049  .0291  .0263 

|0.76j 

6.76 

2.46 

.0061  .0303  .0273 

0032   .45 

1 
1.0083 

.0002 

0.76 

0016   .44 

'.0087 

.0001 

0.66 

0028   .46 

'.0068 

.0001 

0.70 

0030   .47 

.0140 

.0002 

0.82 

1.7 
1.7 
1.6 
1.8 


Odor  iu  1901,  generally  vegetable,  occHsionally  unpleasant,  becoming  stronger  on  heating. 

*  Whore  more  than  one  sample  was  collected  Id  a  month,  the  mean  analysis  for  that  month  has  been 
used  in  making  ihe  average. 
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CHICOPEE  RIVER. 


Chicopee  Eiver. 


Chemical  ExamincUion  of  Watei'  from  Seven  Mile  River  above  the  Sewage  Filtra- 
tion Area  at  Spencer. 

[Parts  per  100,000.] 


c 
o 

o 
o 

Appkaranck. 

h'KSIDCE  ON 

Evapora- 
tion. 

Ammonia. 

S 

5 

Nitrogen 

AS 

1 

s 

c 
o 
O 

1 

M 
O 

1 

a 

o 

"5 
o 
E- 

_3 
§1 

m 
o 

fa 

ALBUMINOID. 

2 

2 

.a 
S 

a 

"3. 
o' 

■3 

5 

■a 
,  c 

3  P. 

cc 

a 

•s 

Hi 

1901. 

36577 

July  20 

Decided. 

Cons. 

.75 

5.55 

2.35 

.0550 

.0590 

.0395 

.0195 

0.34 

.0110 

.0010 

.77 

1.6 

36S64 

Aug.  21 

Decided. 

Cons. 

.70 

5.20 

2.05 

.0100 

.0436 

.0380 

.0056 

0.32 

.0050 

.0005 

.61 

1.7 

37355 

Bept.  24 

Decided. 

Cons. 

.30 

4.60 

1.90 

.0090 

.0215 

.0160 

.0055 

0.30 
0.32 

.0050 

.0002 

.39 
.59 

1.3 

Av... 

.58 

5.12 

2.10 

.0247 

.0414 

.0312 

.0102 

.0070 

.0006 

1.5 

Odor  of  No.  36577,  faintly  musty;  of  the  others,  decidedly  unpleasant. 

Chemical  Examination  of  Water  from  Seven  Mile  River  below  the  Sewage  Filtra- 
tion Area  at  Spencer, 


36378 

1901. 

July  20 

V.  slight. 

Cons. 

.32 

12.60 

4.15 

.1900 

.0310 

.0270 

.0040 

2.66 

.2050 

.0034 

.41 

2.5 

36865 

Aug.  21 

Slight. 

Cons. 

.52 

7.40 

2.65 

.0272 

.0308 

.0268 

.0040 

1.07 

.0100 

.0010 

.65 

2.0 

37354 

Sept.  24 

Decided. 

Cons. 

.70 

6.00 

2.60 

.0620 
.0931 

.0490 
.0369 

.0340 

.0150 
.0076 

0.42 
1.38 

.0050 
.0733 

.0010 
,0018 

.67 
.54 

1.7 

Av... 

1 

.51 

8.67 

3.13 

.0293 

2.1 

Odor  of  No.  36578,  distinctly  musty;  of  the  others,  distinctly  unpleasant. 


Chemical  Examination 

Of 

Water  from  Quaboag  River  below  Palmer 

36040 

lOOl. 

June  18  , 

Slight. 

Cons. 

.49 

3.60 

1.25 

.0014 

.0234 

.0146 

.0088 

0.20 

.0040 

.0002 

.43 

0.8 

36386 

July  17 

Decided. 

Cone. 

.34 

4.30 

1.70 

.0068 

.0332 

.02:36 

.0096 

0.28 

.0040 

.0004 

.48 

1.0 

36856 

Aug.  20 

Blight. 

CODB. 

.34 

4.30 

1.85 

.0096 

.0248 

.0212 

.0036 

0.24 

.0100 

.0003 

.48 

1.3 

37337 

Sept.  24 

V.  slight. 

Cons. 

.33 

4.70 

1.95 

.0042 

.0242 

.0208 

.0034 

0.24 

.0020 

.0001 

.51 

1.3 

37626 

Oct.    17 

Blight. 

Cons. 

.66 

4.80 

2.10 

.0006 

.0284 

.0248 

.0036 

0.22 

.0030 

.0000 

.81 

1.3 

38014 

Nov.  19 

Decided. 

Cong. 

.34 

4.25 

1.60 

.0030 

.0188 

.0160 

.0028 

0.22 

.0080 

.0000 

.49 

1.1 

Averages  by  Tears. 


1899 

- 

- 

.35 

4.54 

1.68 

.0048 

.0252 

.0208 

.0044 

0.26 

.0060 

.0002 

.44 

1900 

- 

- 

.40 

4.52 

1.67 

.0033 

.0213 

.0172 

.0041 

0.26 

.0072 

.0001 

.49 

1901 

- 

- 

.42 

4.32 

1.74 

.0043 

.0265 

.0202 

.0053 

0.23 

.0052 

.0002 

.03 

1.1 

1.2 
1.1 


Odor  In  1901,  ((enonilly  unpleasant,  Hometlmos  vegetable,  becoming  stronger  ou  heating. The 

samples  were  collected  from  the  river  about  half  u  mile  below  the  I'.OHton  &  Albany  Railroad  bridge. 
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CIIICOPEE  RmiR. 

Chemical  Examination  of  Water  frovi  Ware  Biver  at  Gilbertville, 

[Parte  per  100,000.] 


KKSIDUb  ON 

§ 

1 
o 

o 

Appearance. 

Evapora- 
tion. 

Ammonia. 

o 

NiTHOOKN 
AS 

1 

3 
1 

o 

e 
1 

X 

2 

1 
■a 

i 

1 

o 
1% 

so 

albdhinoid. 

Urates. 
Itrltes. 

£3 

a 

3 

« 

•d 

> 

,  s 

3  O. 

•5 

55 

a 

H 

tc 

O 

H 

kJ 

^ 

E- 

O 

CO 

u 

z;  1    » 

O 

1901. 

86072 

June  20 

Slight. 

Cons. 

0.56 

3.50 

1.85 

.0006 

.0214 

.0168 

.0046 

.17 

.0020  .0001 

0.76 

1.0 

36380 

July  16 

eiiu'ht. 

Gone. 

0.52 

4.05 

1.70 

.0016 

.0284 

.0224 

.0060 

.17 

.0020  .0000 

0.60 

1.3 

36822 

Aug.  17 

Slight. 

Cons, 

0.84 

4.90 

2.50 

.0104 

.0292 

.0236 

.0056 

.15 

.0020  .0001 

1.13 

1.4 

37258 

Sept.  18 

Slitthl. 

Cons. 

0.54 

4.76 

2.15 

.0112 

.0260 

.0^28 

.0032 

.13 

.0020  .0001 

0.74 

1.1 

37573 

Oct.    12 

Hlight. 

Cons. 

0.66 

4.15 

1.90 

.0048 

.0236 

.0180 

.0056  1.21  1 

.0020  .0001 

0.58 

1.7 

37997 

Nov.  16 

Decided. 

Slight. 

0.51 

3.80 

1.60 

.0004 

.0180 

.0160 

.0020 

.19 

.0060  .0000 

0.65 

0.6 

38326 

Dec.  13 

V.  Blight. 

Cons. 

0.63 

3.95 

2.10 

.0008 

.0184 

.0160 

.0024, 

.18 
.17 

.0010  .0000 
.0023  .0001 

0.70 
0.74 

0.5 

Av... 

0.61 

4.16 

1.97 

.0043 

.0236 

.0194 

.0042' 

1  1 

Odor,  vegetable  or  unpleasant,  becoming  stronger  on  heating. The  samples  were  collected  from 

the  river  at  the  dam  of  the  George  II.  Gilbert  Manufacturing  Company. 


Chemical  Exaviination  of  Water  from  Ware  River,  below  Ware. 


1 
lUOl.    1 

j 

35959 

June  11  1 

Decided. 

Cons. 

0.75 

3.80 

1.55 

.0038 

.0284 

.0236 

.0048 

.16 

.0050 

.0001  0.75 

0.8 

36384 

July  16  1 

Blight. 

Cons. 

0.44 

4.40 

1.80 

.0030 

.0170 

.0136 

.0034 

.22 

.0040 

.0004  0.58 

1.0 

86883 

Aug.  21  . 

Decided. 

Cons. 

0.83 

5.25 

2.35 

.0112 

.0376 

.0296 

.0080 

.21 

.0040 

.0003  0.95 

1.3 

37235 

Sept.  17 

Slight. 

Cons. 

0.54 

5.50 

2.45 

.0144 

.0312 

.0248 

.0004 

.17 

.0060 

.0001   O.Sl 

1.7 

37620 

Oct.   16  1 

1 

Decided. 

Cons. 

1.08 

5.00 

2.60 

.0088 

.0360 

.0296 

.0064 

.13 

.0030 

.0000  1.12 

1.7 

Averages  by  Tears. 


1899 
1900 
1901 


0.46 

4.82 

1.77 

.0052 

.0371 

0.51 

4.96 

1.71 

.0077 

.0315 

0.73 

j  4.79 

2.16 

.0082 

.0300 

.0268  .0103 

1.25 

.0015  .0004 

0.66 

.0234  .0081 

.25 

.0045  .0003 

,0.73 

.0242.0058 

.18 

.0044  .0002 

|0.84 

0.9 
1.1 
1.3 


Odor  in  1901,  distinctly  vegetable, 
bridge  below  Ware. 


■The  samples  were  collected  from  the  river  afthe  first  railroad 


Chemical  Examination  of  Water  from  Chicopee  Biver,  below  Ludlow. 


35940 
36375 
86862 
37782 
88015 


1901. 

June  10 
July  15 
Aug.  21 
Oct.  30 
Nov.  19 


Decided. 

Blight. 

Slight. 

Slight. 

Decided. 


Cons. 
Cons. 
Cons. 
Cons. 
Cons. 


0.47 

3.60 

1.30 

.0046 

.0314 

0.38! 

4.60 

2.10 

.0080 

.0294 

0.50 

4.65 

2.15 

.0156 

.0344 

0.61| 

4.95 

2.15 

.0036 

.0256 

0.491    4.50 

1.75 

.0026 

.0230 

0234  .0080 

.18 

.0070 

[ 
.0001  0.55 

0220  .0074 

1.20 

.0060 

.0001  0.50 

0248!. 0096''. 21  ' 

.0020 

.0004' 0.65 

02041.0052  .21  i 

.OO.iO 

.0002  0.73 

0178  .0052  .23  ' 

1 

.0100 

.0000  0.60 

1.1 

1.0 
1.6 
1.3 
1.0 


Averages  by  Tears. 


1 

1899 

1 
0.39 

4.62 

1 

.65  1' 

.0047 

.02.55 

.0221 

.0034 

.24 

.0095 

.0002 

0.49 

1.2 

- 

1900 

0..3S 

4.60 

1 

48 

.0042 

.0240 

.0193 

.0047 

.28 

.0098 

.0002 

0.62 

1.2 

~ 

1901      i 

,0.49 

1         1 

4.46 

1 

"li 

.0069 

.0288 

.0217 

.0071, 

.21 

.0060 

.0002 

0.61 

1.2 

Odor  in  1901,  vegetable  or  unpleasant,  becoming  etrongor  on  heating. The  samples  were  collected 

from  the  river  a  short  distance  below  the  village  of  l.udlow. 
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CHICOPEE  RIVER. 

Chemical  Examinalion  of  Water  from  Chicopee  River  at  Chicopee. 

[Parts  per  100,000.] 


o 

o 

B 

Appearance. 

Kesidoe  on 
Evapora- 
tion. 

Ammonia. 

c 
o 
S 

Nitrogen 
as 

1 

3 

o 

o 

I 

o 

2 

s 

1 
•a 

03 

o 

O 

1 

d 
o 

1 

hi 

ALBUMINOID. 

00 

5 

Si 

a 

s 
S5 

o 

3 
(5 

■o 
1  c 

S  a. 

OS 

c 

1901. 

35934 

June  11 

Slight. 

Cons. 

0.48 

3.50 

1.50 

.0032 

.0214 

.0152 

.0062 

0.15 

.0070 

.0001 

0.51 

0.8 

36374 

July  15 

Decided. 

Cons. 

0.36 

4.70 

2.05 

.0022 

.0308 

.0238 

.0070 

0.23 

.0060 

.0003 

0.48 

1.4 

36832 

Aug.  19 

Decided. 

Cons. 

0.57 

4.80 

2.15 

.0040 

.0340 

.0268 

.0072 

0.23 

.0010 

.0003 

0.70 

1.8 

37224 

Sept.  16 

Slight. 

Cons. 

0.46 

5.30 

•1.80 

.0124 

.0256 

.0176 

.0080 

0.20 

.0070 

.0002 

0.61 

1.8 

37592 

Oct.   15 

Decided. 

Cons. 

0.50 

4.50 

2.00 

.0014 

.0248 

.0184 

.0064 

0.25 

.0050 

.0001 

0.60 

2.0 

38001 

Nov.  18 

Decided 

Slight. 

0.52 

4.65 

1.65 

.0020 

.0214 
.0263 

.0182 

.0032 
.0063 

0.23 
0.21 

.0100 
.0060 

.0002 

0.62 
0.59 

1.0 

Av... 

0.48 

4.57 

1.86 

.0042 

.0200 

.0002 

1   5 

Odor,  generally  distinctly  vegetable  or  unpleasant. The  samples  were  collected  from  the  river 

just  below  the  Boston  &  Maine  Railroad  bridge  below  the  city. 


CoxcoRD  River. 

Chem^ical  Examination  of  Water  from  Sudbury  River  at  Saxonville,  Framingham, 


34394 

1901.    1 
Jan.   11  j 

Slight. 

Slight. 

. 

7.60 

2.95 

.0115 

.0350 

.0335 

.0015 

0.46 

.0210 

.0002 

1.45 

1.7 

34779 

Feb.  14 

Decided. 

Cons. 

0.55 

8.15 

4.50 

.0348 

.0344 

.0280 

.0064 

0.52 

.0340 

.0003 

1.63 

1.6 

34929 

Feb.  27 

Decided. 

Cods. 

- 

16.25 

5.15 

.5040 

.2720 

.2120 

.0600 

1.11 

.0200 

.0013 

2.57 

2.7 

35023 

Mar.    7 

Decided. 

CODB. 

6.65 

2.00 

.0164 

.0372 

.0244 

.0128 

0.46 

.0380 

,0006 

0.62 

2.1 

35373 

Apr.  10  1  Decided.    Cons. 

0.58 

3.55 

1.85 

.0016 

.0252 

.0212 

.0040 

0.21 

.0090 

.0001 

0.68 

0.8 

35638 

May    8     Decided. 

Cons. 

0.66 

1 

4.00 

1.60 

.0020 

.0412 

.0236 

.0176 

0.27 

.0070 

.0001 

0.74 

1.3 

86004 

June  13 

Decided. 

Cons. 

0.76 

4.90 

2.25 

.0028 

.0356 

.0252 

.0104 

0.35 

.0040 

.0005 

0.86 

1.6 

36324 

July  10 

I>ecided. 

Cons. 

1.00 

7.90 

3.30 

.0130 

.0765 

.0490 

.0275 

0.48 

.0090 

.0008 

1.04 

1.8 

36874 

Aug.  21 

Decided. 

Cons. 

0.85 

8.20 

3.65 

.0070 

.0830 

.0520 

.0310 

0.4.1 

.0020 

.0013 

1.27 

2.1 

37177 

Sept.  11 

Decided. 

Heavy. 

1.00 

10.40 

5.16 

.0005 

.1080 

.0730 

.0350 

0.53 

.0020 

.0000 

1.23 

2.2 

37635 

Oct.     8 

Decided. 

Cons. 

0.64 

5.90 

2.75 

.0004 

.0308 

.0262 

.0056 

0.34 

.0050 

.0003 

0.77 

2.2 

88032 

Nov.  20 

Decided. 

Slight. 

0.80 

6.00 

3.10 

.0200 

.0404 

.0340 

.0064 

0.17 

.0080 

.0001 

1.14 

1.4 

38294 

Dec.  n 

Decided. 

CODB. 

0.78 

1 

6.50 

2.75 

.0012 

.0302 
.0580 

.0246 
.0421 

.0056 
.0159 

0.38 
0.41 

.0120 
.0120 

.0002 

0.02 
1.06 

1.1 

Av.*. 

0.76 

1 

6.90 

3.01 

.0288 

.0004 

1.7 

Odor,  generally  dintiDctly  unpleosant. The  samples  were  collected  from  the  river  at  the  bridge 

on  Danforth  Street,  below  the  village  of  Haxonvlllc. 

*  Where  more  than  one  sample  was  collected  in  ii  inontli,  llie  rnoun  uimlyHls  for  thnt  month  has 
bcr;n  UBed  In  making  the  uverugo. 


Xo.  34.] 
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CONCORD  IIIVER. 

Chemical  Ezaininalio7i  of  Water  from  Sudbury  River  at  Concord. 

[Tarts  per  100,000.] 
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Appearanck. 
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EVAPOBA- 
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i 
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a 
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B 
00 
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■5 
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34877 

1001. 

Feb.  26 

Slight. 

Slight. 

0.32 

6.45 

2.10 

.0122 

.0274 

.0244 

.0030 

.0290 

.0005 

0.47 

2.1 

34911 

Feb.  27 

Slight. 

Cons. 

0.37 

6.50 

2.10 

.0144 

.0284 

.0214 

.0070 

.59 

.0380 

.0005 

0.46 

2.1 

35247 

Mar.  28 

Decided. 

Cons. 

0.55 

5.00 

2.20 

.0046 

.0308 

.0280 

.0028 

.30 

.0120 

.0002 

0.78 

1.4 

35521 

Apr.  24 

Decided. 

Cons. 

0.59 

4.15 

2.10 

.0038 

.0310 

.0228 

.0082  .35 

.0070 

.0001 

0.69 

1.3 

35744 

May  21 

Slight. 

Cons. 

0.71 

4.80 

1.90 

.0036 

.0448 

.0374 

.0074'  .38 

.0050 

.0001 

0.83 

1.6 

30150 

June  26 

i  V.  slight. 

Slight. 

0.85 

:  5.65 

2.25 

.0054 

.0342 

.0312 

.OO30I  .39 

.0050 

.0002 

0.81 

1.8 

36444 

July  22 

V.  slight. 

Slight. 

0.50 

1  5.20 

1.70 

1.0032 

1 

.0302 

.0270 

.00321.43 

.0012|L43  i 

.0020 

.0000 

0.62 

1.8 

36860 

Aug.  20 

V.  slight. 

V.  slight. 

0.60 

5.70 

2.55 

.0076 

.0300 

.0288 

.0040 

.0003 

0.69 

2.1 

37229 

Sept.  16 

V.  slight. 

Slight. 

0.44 

5.85 

2.50 

.0072  .0280 

.0232 

.0048 

.40 

.0040 

.0001 

0.65 

2.1 

37722 

Oct.   24 

i  V.  slight 

V.  slight. 

0.70 

6.30 

3.16 

.0046 

.0392 

.0362 

.0030j'.86 
.0016  .45 

.0030 

.0001 

1.09 

1.8 

38050 

Nov.  20 

Blight. 

Slight. 

0.51 

;  5.95 

2.65 

.0046 

.0248 

.0232 

.0100 

.0002 

0.64 

1.8 

38377 

Dec.  19 

Decided. 

Cons. 

0.85 

i  4.50 

1.50 

.0032 

.0268 

.0260 

.0008   .27 

.0110 

.0000 

0.91 

0.6 

Av.*. 

0.60 

5.42 

2.24 

.0056 

.0316 

.0279 

.0037ii.4l 

.0088 

.0002 

0  74 

1  7 

i 

Odor,  vegetable  or  unpleasant,  becoming  stronger  on  heating. The  eatupleB  were  collected  from 

the  river  near  its  junction  witli  the  Assabet  Kiver. 

*  Where  more  than  one  sample  was  collected  in  a  month,  the  mean  analysis  for  that  month  has 
been  used  in  making  the  average. 

Chemical  Examination  of  Water  from  Assabet  River  below  the  Sewage  Filtmlton 

Area  at  Westborough. 


36075 

1901. 

June  19 

V.  Blight. 

Slight. 

1.00 

4.60 

2.60 

.0006 

.0296 

.0282 

.0014 

.25 

.0000 

.0000 

0.90 

1.3 

36608 

July  27 

V.  slight. 

Cons. 

0.57 

5.20 

2.75 

.0060 

.0360 

.0322 

.0038 

.34 

.0010 

.0000 

0.94 

1.9 

36894 

Aug.  21 

Slight. 

Cons. 

0.83 

6.35 

3.25 

.0032 

.0420 

.0384 

.0036 

.40 

.0020 

.0001 

1.21 

2.1 

37394 

Sept.  26 

V.  slight 

V.  slight. 

0.90 

5.10 

2.60 

.0044 

.0332 

.0292 

.0040 

.36 

.0030 

.0001 

1.16 

1.4 

87725 

Oct.  23 

V.  slight. 

V.  Blight. 

1.40 

6.20 

3.15 

.0032 

.0368 

.0348 

.0020 

.35 

.0040 

.0000 

1.75 

1.7 

88074 

Nov.  20 

V.  slight. 

Slight. 

0.62 

4.65 

2.00 

.0018 

.0246 

.0218 

.0028 

|.39 

.0050 

.0000 

..:■ 

1.4 

Averages  by 

Tears 

- 

1898 

- 

- 

1 
0.93 

4.88 

2.37 

.0026 

.0284 

.0265 

.0019 

1 
.30  1 

.0020 

.0001 

0.93 

1.5 

- 

1899 

- 

0.66^ 

5.65 

2.20 

.0075 

.0325 

.0294 

.0031 

i 
.38 

.0036 

.0001 

0.89 

1.0 

- 

1900 

- 

0.86 

5.74 

2.42 

.0112 

.0345 

.0319 

.0026 

.46  ! 

.0066 

.0002 

1.06 

1.6 

- 

1901 

i 

- 

0.87|    5.33 

2.72 

.0032 

.0337 

.0308 

.0029 

.35  , 

.0026 

.0000 

1.11 

1.6 

Odor  In  1901,  generally  vegetable,  becoming  stronger  on  heating. The  samples  were  collected 

from  the  river,  at  the  bridge  on  Uelniout  Street,  about  l,OuO  feet  below  the  filter  beds  of  the  town  of 
Westborough. 


232 


STATE   BOARD    OF   HEALTH.         [Pub.  Doc. 


CONCORD  RIVER. 

Chemical  Examination  of  Water  from  Assabel  River,  below  Hudson. 

[Piirts  per  100,000.] 


IJESIDUE  ON 

c 

5 

Appeakance. 

EVAPOBA- 
TION. 

Ammonia. 

Nitrogen  I 

AS            j 

1 

CO 
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5 

e 
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^    i 
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"O 
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c 
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o 

2 

s 

1 

!zi 

a 

5-1 

00 

o 

H 

1.3 

1     fa 

E-l 

£      cc      [ 

o 

2  1 

o 

K 

1901. 

1 

j                        1 

1 

37-322 

Sept.  16 

!  Slieht. 

Cons, 

0.54 

5.85 

3.25 

.0472  .0352J.0288  .0064 

0.52 

.0040 

.0007 

0.82   2.1 

37671 

Oct.   22 

i  Hlight. 

Cons. 

1.00 

7.15 

2.90 

.0054  .0416  .0364  .0052  !0.93| 

.0070 

.0003 

1.2-21  1.7 

38003 

Nov.  18 

Decided. 

Cons. 

0.45 

3.40      1.00 

.0054  .0358!. 0204  .0124  0.91 

.0210 

.0004 

0.70|  1.6 

Averages  by  Years. 


1898 
1899 
1900 
1901 


0.70     5.05  2.14 

0..50  i  8.30  I  3.01 

0.52  I  7.77  1  2.09 

0.66    5.47  2.38 


.00.53. 0-2901. 0-254 
.0-205  .0457 1. 038;i 
.0331. 0474,.  0.350 
.0193  .0375  .0295 


.0036] 0.42 
.OO74II0.8O 
.01-24111.18 
.OO80I  0.79 


.0091 
.00-20 
.0030 
.0107 


.0021 
.0004 
.0006 
.0005 


0.74 
0.73 
0.77 
0.91 


1.5 
2.1 
2.0 
1.8 


Odor  In  1901,  vegetable  or  unpleasant,  generally  becoming  stronger  on  heating. The  samples 

were  collected  from  the  river,  at  O'is'eil  bridge,  so  called,  about  a  mile  below  the  village  of  Hudson. 

Chemical  Examinatio7i  of  Water  from  Assabel  River,  below  Maynard. 


1901. 

1 

1 

1           1 

1           1 

I           i 

36023 

Junfc  17 

Decided. 

Cons. 

0.95 

5.15 

2.15 

.0126 

.0388 

.0326  .0062 

0.43 

.0060|.0001 

0.82    1.3 

36448 

July  '23 

Slight. 

Slight. 

0.60 

5.10 

1.75 

.0068 

.0328 

.0-288  .0040 

0.40 

.  00-20  i.  0000 

0.68    1.3 

36824 

Aug.  19 

Slight. 

Slight. 

0.80 

6.15 

2.85 

.0120 

.0380 

.0312 

.0068 

0.45  1.00-20'. 0002 

10.87    1.8 

37232 

Sept   16 

Decided. 

U0U6. 

0.70  10.10 

4.10 

.0425 

.0600  .05-20 

.0081) 

0.52  i. 0040^0003 

1.21   2.6 

37673 

Oct.    21 

Decided. 

Cons. 

0.85     6.25 

2.50 

.02-24 

.0444  .0356 

.0088 

0.44  [.00705.0003 

!1.03    1.7 

38023 

Xov.  20 

Decided. 

Cons. 

0.50     6.65 

2.65 

.03041.0426  .0308 

.01-20 

0.45   .OlOOj. 0002 

0.78    1.1 

Averages  by 

Tears. 

_ 

1898 

_ 

0.73! 

5.25 

2.28 

.0021  .0333  .0265'. 0068 

0.40  1.0050.0002  0,78 

1.4 

- 

1899 

- 

0.51 

6.70 

2.21 

.0185  .0414  .0.3-27  .0087 

0.73. 0043  .0003  0.62 

1.7 

. 

1900 

- 

_ 

0..52, 

5.69 

1.86 

.01891.0365  .0-292  .0073 

0.66   .0081;. 0002  0.64 

1,4 

- 

1901 

- 

- 

0.73| 

6.57 

2.67 

.02111.0428  .0351  .0077 

1 

0.45   .0052  .0002  0.90 

1.6 

Odor  in  1901,  generally  unpleasant,  becoming  stronger  on  heating. The  samples  were  collected 

from  the  river  near  the  works  of  the  American  I'owder  Company. 


Chemical  Examination  of  Water  from  Assabet  River 

at  Concoi 

'd. 

1001.  i| 

II     !l 

1 

348:« 

Feb.  26  1  Slight. 

Cons. 

0.35 

5.70 

1.90 

.0164 

.0.308 

.0242 

.0066'  0,66 

.0260 

.0004 

0.51 

1,8 

34907 

Feb.  27   !  Hlight. 

Cons. 

0.35 

6.30 

2.10 

.0230 

.0296 

.0-248 

.0()4H|().r/.) 

.02S0 

.0005 

0.55 

6 

35246 

.Mar.  26     Decided. 

Cons. 

0.65 

4.55 

2.10 

.0036 

.0342 

.0-278 

.00641  0. -24 

.11070 

.OOUl 

0.85 

1 

35520 

Apr.  24     Slight. 

Slight. 

0.73! 

4.25 

2.00 

.0044 

.025S 

.0232 

.00-20'  0.2s 

.00.00 

.0001 

0.79 

1 

35743 

.May    21      Slight. 

Cons. 

1.12 

4,20 

2.55 

.0032 

.0336 

.0300 

.oo;;oii0.2o 

.OOfiO 

.0001 

1.03 

3 

36149 

.June  26 

V.  slight. 

Cons. 

1.00 

5.75 

2. -25 

.0138 

.03-10 

.0306 

.OO.'Uj  0.47, 

.OHIO 

.0003 

0.86 

6 

3644;! 

.July  22 

V.  Hlight. 

Cone. 

0.56 

5.60 

2.10 

,0116 

.0418 

.0398 

.00'2();;0..'')1 

.0030 

.0007 

0.67 

6 

368:iH 

Aug.  20 

Slight, 

Hlight. 

0,80 

6.40 

3.10 

.0144 

.0424 

.0368 

.O0;iC,  U.M 

.oo.';o 

.0004 

0.85 

4 

37-22S 

.Sept.  16 

I>..-cUled. 

Cons. 

0.70 

8.60 

3.45 

.0292 

.0528 

.0400 

.0068  !0.4'.) 

.0050 

.0010 

0.91 

2 

37721 

Oct.    -24 

Decided 

Cons, 

1.00 

6,85 

3.50 

.0092 

.0460 

.0416 

.0044:  0.4.0; 

.0100 

.0002 

1.33 

7 

3804!)     Xov.  20 

Decided 

Cons. 

0.63 

6.40 

2.55 

.0280 

.0328 

.0'2(-,H 

.(ll)H(),i0.50| 

.0100 

.0003 

0.7H 

7 

38376     Dec.  19  | 

Decided, 

Cons. 

1,10 

4,85 

2.85 

,0028 
.0127 

.0600 
.0394 

,0428 
,0837 

.0172 
.0067 

0.30 
|0,41 

.0150 
,0092 

.0001, 
,0003 

1^0 
0,88 

0 

8 

Av.*.' 1 

0.7B 

6,77 

2,64  1 

1  6 

" ! 

..  , 

. 

fMor,  generally  distinctly  vegetable  or  unpleasant, The  samples  were  collected  from  the  river 

near  lis  junction  with  the  Sudbury  Itiver, 

♦  Where  more  than  one  sample  was  collected  in  a  rnonih,  the  mean  aimlysis  for  that  month  has  been 
used  in  making  the  average. 
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CONCORD  RIVER. 

Chemical  Examinatio7i  of  Water  from  Concord  River  at  Billerica. 

[Purts  per  100,000.] 
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tion. 

Ammonia. 

i 

.30 

1  Nitrogen 

AS 

1 

s 
c 

5 

s 

K 
0 

is 

2 

1-1 

a 

■5 
1 

5 

£ 

ALBtTMINOlU. 

s 

00 

s 

s 

■s 

>  • 
0 

s 

■0 

■c 
,  c 

3  a. 
CO 

m 

00 

C 

•2 

OS 

S 

'    1901. 

35501  1  Apr.  23 

Decided. 

Cons. 

0.74 

4.35 

2.10 

.0048 

.0604 

.0308 

.0296 

.0050 

.0002 

0.79 

1.1 

35770     May  21 

Slight. 

Cons. 

1.16 

4.50 

2.20 

.0076 

.0348 

.0270j.0078' 

.29 

.0060|.000l'|1.04 

1.4 

36122 

June  25 

Slight. 

Cons. 

0.98 

5.70 

2.65 

.0144 

.0628 

.0340  .0288 

.44 

.0090 

.0004  0.86 

2.0 

36541 

July  22 

V.  slight 

Cons. 

0.54 

5.10 

2.10 

.0188 

.0456 

.0312 

.0144 

.37 

.0030 

.000210.71 

il 
.0001  [0.92 

2.1 

36837 

Aug.  20 

Decided. 

Cons. 

0.95 

6.10 

2.55 

.0100 

.0664 

.0368 

.0296 

.45 

.0040 

1.8 

37236 

Sept.  16 

Decided. 

Cons. 

0.55 

6.90 

3.00 

.0190 

.0720 

.0430 

.0290 

.45 

.0070 

.0010 

0.91 

2.0 

37663 

Oct.   21 

Decided. 

Heavy. 

0.90 

6.25 

2.75 

.0470 

.2560 

.0380 

.2180 

.50 

.0070 

.0002 

1.02 

1.8 

38062 

Nov.  19 

Decided. 

Cons. 

0.60 

6.25 

2.25 

.0190 

.0360 

.0210 

.0150 

.51 

.0100 

.0002; 

0.65 

2.0 

38354 

Dec.  16 

Decided. 

Cons. 

0.75 

4.90 

2.00 

.0016 

.0272 

.0232 

.0040 

.31 
.40 

.0100 

.0002 
.0003 

0.78 

0.8 

Av.J 

0.80 

5.56 

2.40 

.0158 

.0735 

.0317 

.0418 

1 

.0068 

O.85I  1.7 

1 



Odor,  vegetable  or  unpleasant,  becoming  stronger  on  heating. The  samples  ■were  collected  from 

the  river  near  the  pumping  station  of  the  Billerica  water  works. 


Connecticut  Rr-er. 
Chemical  Examination  of  Water  from  the  Connecticut  River,  at  Northfield  Farms. 


35947 

1901. 

June  10 

V.  elijiht 

Cons. 

0.23 

5.15 

1.80 

.0006 

.0138 

.0126 

.0012 

.08 

.0070 

.0001 

0.42 

3.0 

36268 

July     8 

V.  slight. 

Cons. 

0.53 

5.70 

2.65 

.0060 

.0240 

.0168 

.0072 

.09 

.0040 

.0002 

0.90 

2.3 

36690 

Aug.  13 

V.  slight. 

Cons. 

0.31 

6.90 

2.35 

.0026 

.0130 

.0120 

.0010 

.08 

.0020 

.0002 

0.75 

3.1 

37331 

Sept.  24 

None. 

V.  slight 

0.21 

1  7.00 

2.20 

.0000 

.0108 

.0098 

.0010 

.08 

.0010 

.0001 

0.78 

4.2 

37643 

Oct.    21 

V.  slight. 

Slight. 

0.34 

6.45 

2.70 

.0000 

.0146 

.0134 

.0012 

.11 

.0040 

.0001 

0.75 

- 

38087 

Nov.  23 

1 

V.  slight. 

Slight. 

0.22 

6.50 

2.65 

.0004 

.0114 

.0086 

.0028 

.14 

.0040 

.0003 

0.74 

3.5 

Averages  by  Years. 


- 

1 
1899     j 

- 

_ 

0.30 

7.32 

2.17 

.0016 

.0189 

.0168 

.0031 

.11 

.0023 

.oooil 

0.85   8.6 

- 

1900     ' 

- 

- 

0.43 

6.21 

2.07 

.0023 

.0183 

.0151 

.0032 

.09 

.0057 

.0002! 

0.91    2.9 

- 

1901     1 

- 

- 

0.31 

6.12 

2.39 

.0016 

.0146 

.0122 

.0024 

.10 

.0037 

.0002: 

0.72   S.2 

Odor  in  1901,  generally  vegetable,  becoming  stronger  on  healing. 
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CONNECTICUT  RIVER. 

Chemical  Examination  of 


Water  from  the  Connecticut  River  below  Springfield. 

[Parts  per  100,000.] 


Kksiude  on 

1 

Appeabakce. 

Evapora- 

Ammonia. 

NlTKOGEN 

O 

tion. 

a 

c 

..; 

albuminoid. 

g 

6 

o 

1 
■3 

c 

o  Si 

6 

73 

■d 

1    3 

c 

•c 

o 

1 

*C 

1 

a 

a 

1 

a 

!^ 

w 

U 

E- 

>-9 

(u 

H 

O 

CO 

O 

IZi 

^ 

o 

a 

1901. 

36036 

June  18 

Slight. 

Cons. 

.31 

5.30 

1.65 

.0016 

.0192 

.0150 

.0042 

.18 

.0050 

.0003 

0.41 

2.6 

36351 

July  11 

Slight. 

Cons. 

.38 

6.00 

2.40 

.0086 

.0208 

.0172 

.0036 

.18 

.0050 

.0002 

0.86 

2.6 

36823 

Aug.  15 

V.  slight. 

Cons. 

.34 

5.65 

2.40 

.9144 

.0188 

.0144 

.0044 

.14 

.0030 

.0003 

0.71 

3.1 

37127 

Sept.  9 

V.  slight. 

Cons. 

.34 

6.75 

2.76 

.0086 

.0138 

.0128 

.0010 

.16 

.0060 

.0006 

0.C9 

3.6 

37483 

Oct.     4 

V.  Blight. 

Cons. 

.29 

6.50 

2.55 

.0032 

.0214 

.0180 

.0034 

.21 

.0060 

.0004 

0.71 

3.3 

33103 

Nov.  22 

Slight. 

Cods. 

.28 

6.00 

2.40 

.0004 

.0200 

.0144 

.0056 

.20 

.0050 

.0002 

0.65 

2.7 

Averages  bi/  Years. 


1899 

- 

- 

.33  j 

6.61 

1.99 

.0093 

.0238 

.0195 

.0043 

.23 

.0042 

.0003 

0.67 

1900 

1 

- 

.41  I 

6.35 

1.82 

.0083 

.0233 

.0168 

.0065 

.19 

.0043 

.0002 

0.84 

1901 

- 

- 

.32  1 
1 

6.03 

2.34 

.0061 

.0190 

.0153 

.0037 

.18 

.0048 

.0003 

0.65 

S.l 
3.0 
3.0 


Odor  in  1901,  generally  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating. The 

Bamples  were  collected  from  the  river  at  the  South  End  bridge,  and  were  made  up  of  portions  taken  at 
each  pier  of  the  bridge. 


Deerfteld  Rta^er. 

Chemical  Examination  of  Waterfront  Deerfield  River  at  Shelburne  Falls. 


35941 

1901. 

June  10 

Slight.       Cons. 

.27 

3.60 

1.25 

.0010 

.0326 

.0282 

.0044 

.10 

.0030 

.0001 

0.61 

2.1 

36376 

July  15 

V.  slight.  Slight. 

.40 

3.90 

2.00 

.0062 

.0198 

.0166 

.0032 

.07 

.0050 

.0000 

0.78 

1.3 

36857 

Aug.  19 

V.  Blight. 

Slight. 

.40 

4.10 

1.95 

.0076 

.0152 

.0130 

.0016 

.07 

.0070 

.0002 

0.74 

1.7 

37234 

Sept.  Id 

Slight. 

CODB, 

.38 

4.55 

2.15 

.0184 

.0220 

.0176 

.0044 

.10 

.0180 

.0001 

0.76 

1.7 

37570 

Oct.    10 

None. 

V.  Blight. 

.27 

4.15 

2.05 

1.0006 

.0122 

.0112 

.0010 

.09 

.0020 

.0001 

0.42 

2.0 

38002 

Nov.  16 

V.  Blight. 

Blight. 

.34 

3.80 

1.00 

.0004 

.0180 

.0152 

.0028 

.10 

.0120 

.0002 

0.68 

1.3 

88330 

Dec.  15 

Decided. 

Heavy. 

- 

4.25 

2.25 

.0052 
.0056 

.0704 

.0232 

.0472 

.06 
,08 

.0220 
.0099 

.0001 
.0001 

1.08 
0.69 

1.1 

Av... 

.34 

4.06 

1.88 

.0272 

.0180 

.0092 

1.6 

Odor  of  No.  37670,  none;  of  No.  36857,  diHtlrictly 
Bamples  were  collected  from  the  river  just  above  the  vlll 


uni)lea«nnt;  of  the  others, 
iigo  of  Shelburne  Falls, 


vcgelalile. The 
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DEERFFELD  RIA'ER. 

Chemical  Examination  of  Water  from  Deerfield  River  at  Deerjiehl. 

[I'lirtB  per  100,000  ] 


s 

_o 

Appearance. 

liKKIDUE   ON 

EVAPORA- 

TION. 

Ammonia. 

Nitrogen 

AS 

1 

o 
O 

o 

s 

i 

§1 

ALBCMINOID. 

6 

c 
"5 

« 

s 

J 

C 

c 

£ 

■o 

OB 

i 

^ 

1 

Q 

•o 

o 
o 

1 

1 

o 

Q 

X 

0 

z 

s? 

i  0 

S 

1901. 

i 

35985 

June  11 

1  V.  Blitfbt 

Cons. 

.26 

3.55 

1.25 

.0002 

.0132  .0112 

.0020 

.10 

.0090  .0002 

.32 

2.2 

37393 

Sept.  26 

V.  slight.'  V  slight. 

.23 

4.75 

1.90 

.0004 

.0120|.0112 

.0008 

.08  1 

.00501.0001 

.42 

2.2 

38057 

Nov.  20 

V.  slight.   Slight. 

.20 
.23 

4.75 

1.60 

.0028 
.0011 

.0112 

.0104 

.0008 

.12 

.10, 

.0100 

.0000 
.0001 

.40 

.38 

1.8 

Av.,. 

4.35 

1.58 

.0121 

.0109'. 0012 

.0080 

2.1 

Odor  of  the  first  two  samples,  none,  becoming  faintly  vegetable  on  heating;   of  the  last,  faintly 

vegetable,  becoming  stronger  on  healing. The  samples  were  collected  from  the  river  about  one  and 

one-half  miles  from  its  mouth. 

Frexch  River. 

Chemical  Examination  of  Water  from  French  River,  below  Webster. 


1901. 

i 

35956 

June  11 

Decided. 

Cons. 

.52 

4.55 

1.55 

.0006 

.0366 

.0240  .0126 

.27 

.0040 

.0003 

i.61 

o.» 

36349 

July  11 

Decided 

(Jons. 

!.53  , 

5.15 

1.95 

.02401.0364 

.0264|.0100'].34 

1.0030 

.0003 

;.68 

l.l 

37230 

Sept.  16 

Dfcidcd. 

Cons. 

.43 

5.75 

2.40 

.00721.0380 

.0272  .01081. 29 

i.004U 

.000.3:1.77 

1.3 

37.^78 

Oct.    12  1 

Decided. 

Cons. 

.40 

5.55 

2.85 

.0016 

.0444 

.0268  .0176   .41 

.0020 

.0002 

.82 

1.6 

38009 

Nov.  18 

Decided. 

Cons. 

.62 

5.45 

2.50 

.0116 

.0398 

.0284  .0114  .33 

1.0090 

1 

.0001 

1.85 

l.(V 

Averages  by  Tears. 


1899 
1900 
1901     I 


5.67 
5.79 
5.29 


2.07 
2.10 
2.25 


.0238  .06121.0384 
.0202I. 0475  .0357 
.00901.0390  .0265 


.0228 
.0128 
.0125 


.42  1.0024 
.46  i.0O62 
.33    1.0044 


0007 1 

.66 

0007 

.78 

0002. 

.75 

1.6 
1.5 
1.2 


Odor  in  1901,  distinctly  unpleasant. The  samples  were  collected  from  the  river,  below  the  village 

of  Webster,  near  the  boundary  line  between  the  States  of  Massachusetts  and  Connecticut. 


HoosiCK  River. 

Chemical  Examination  of  Water  from  the  So7ith  Branch  of  the  Jlonsick  River, 

above  Adams. 


1901. 

i 

1          11 

1           '] 

36523 

July  16, 

None. 

Cons. 

.04 

10.40 

1.70 

.0010  .0152 

.0120  .0032! 

,09 

.0070  .0032,  .35 

8.1 

36762 

Aug.  13 

V.  slight. 

Slight. 

.10 

10.35 

2.00 

.0020  .0140 

.01281.0012 

.11 

.0070  .0002,  .34 

8.0 

37270 

Sept.  12 

Slight. 

Cons. 

.15 

10.10 

3.00 

.0076.0152 

.0108  .0044 

.11 

.0080  .0004 

.38 

8.3 

87635  !  Oct.    18 

V.  slight. 

Slight. 

.16 

9.40 

3.05 

.0016.0120 

.0104  .0016j 

.10 

.0050  .0001 

j^ 

8.tt 

Av 

n 

10.06 

2.44 

].0030|.0141 

.0n5.0026j 

.,«j 

.0067.0010 

1.34 

8.2 

Odor  in  August  and  September,  none;  in  July  and  October,  faintly  unpleasant,  becoming  stronger 
on  heating. 
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HOOSICK  RrV'ER. 

Chemical  Examination  of  Water  frovi  the  South  Branch  of  the  Hoosick  River, 

below  Adams. 

[Parts  per  100,000.] 


l;ato  of  Collection. 

Appeakance.            j 

Kesidue  on 
Evapora- 
tion. 

Ammonia. 

S 

Nitrogen 

AS 

•6 

1 

s 

i 
o 

o 

■5 
"3 

1 
■3 

3. 

o 

o 

si 

r 

to 

El, 

ALBDMINOID. 

"C 

c 

g 

O 

■a 

'a 
1   c 

3  p. 

a 

•a 

OS 

W 

1901. 

36524 

July  17 

V.  alight.   Cons. 

.05 

11.80 

2.20 

.0010 

.0170 

.0124 

.0046 

0.20 

.0160  .0120 

0.30 

9.6 

36753 

Aug.  13 

V.  alight. 1  Cous. 

.16 

11.00 

3.25 

.0036 

.0140 

.0120  .0020 

0.26 

.04001.0014 

0.35 

7.7 

37271 

Sept.  16 

Slight.        Cons. 

.18 

11.75 

3.25 

.0080 

.0220 

.0140  .0080 

0.32 

.0120!.  0008 

0.41 

6.4 

37636 

Oct.    18 

1  Slight. 

Uons. 

.22 

10.50 

4.25  j 

.0014 

.0224 

.0134 

.0090 

0.20 
0.24 

.0200 

.0005 

0.39 
0.36 

8.7 

flv 

.15 

11.26 

3.24 

.0035 

.0188 

.0129 

.0059 

.0220 

.0037 

S  1 

Odor,  generally  distinctly  unpleasant. 

Chemical  Examination  of  Water  from  the  South  Branch  of  the  Hoosick  River,  riear 
its  Confluence  with  the  North  Branch  at  North  Adams. 


1901. 

35952 

June  10 

Slight. 

Cons. 

.12 

9.90 

2.25 

.0060 

.0340 

.0104 

.0236 

0.18 

.0300 

.0017 

0.20 

7.6 

36461 

July  23 

Decided. 

Cons. 

_ 

22.20 

5.20 

.0220 

.1320 

.0630  .0690 

1.47 

.0100 

.0000 

0.57 

10.3 

36835 

Aug.  19 

i  Decided. 

Cons. 

.12 

11.80 

2.70 

.0132 

.0292 

.0112 

.0180 

0.18 

.0280 

.0020 

0.26 

9.6 

371.30 

Sept.   9 

,  Slight. 

Cons. 

.13 

13.55 

4.15 

.0180 

.0264 

.0168 

.0096 

0.17 

.0270 

.0020 

O.ol 

10.3 

37614 

Oct.   16 

1  Decided. 

Cons. 

.35 

9.50 

3.60 

.006S 

.0216 

.0158 

.0058 

0.16 

.0190 

.0004 

0.73 

7.1 

37917 

Nov.  11 

:  Slight. 

Slight. 

.09 

13.85 

4.75 

.0148 

.0156 

.0132 

.0024 

,0.25 

.0490 

.0010 

0.21 

10.6 

Averages  by 

Tears. 

_ 

1898 

.22 

1 

9.43 

2.14 

.0047 

.0202 

.0137 

.0065 

0.19 

.0251 

.0005 

0.30 

6.9 

_ 

1899 

_ 

_ 

.18 

12.95 

2.65 

.0078 

.0332 

.0212 

.0120 

0.33 

.0182 

.0012 

0.31 

9.8 

_ 

1900 

' 

_ 

.16 

12.95 

2.44 

.0148 

.0377 

.0174 

.0203 

0.33 

.0221 

.0019 

0.30 

8.6 

" 

1901 

1     ■ 

- 

.16 

13.47 

3.77 

.0135 

.0431 

.0217 

.0214 

0.40 

.0272 

.0012 

0.38 

9.2 

Odor  in  1901,  generally  distinctly  unpleasant. The  samples  were  collected  from  the  river  about 

a  quarter  of  a  mile  above  its  confluence  with  the  north  branch. 


Chemical  Examination  of  Water  from  the  North  Branch  of  the  Hoosick  River,  near 
its  Confluence  with  the  South  Branch  at  North  Adams, 


1901. 

35951 

June  10 

Slight. 

Cons. 

.23 

5.75 

1.85 

.0008 

.0288 

.0150 

.0138 

0.24 

.0050 

.0001 

0.49 

3.0 

86460 

July  23  1 

Decided. 

Cons. 

_ 

44.00 

12.35 

.0160 

.1180 

.0650 

.0510 

3.55 

.0000 

- 

3.72 

14.1 

36834 

Aug.  19  1 

Decided. 

Ifeavy. 

_ 

17.80 

4.65 

.0340 

.0540 

.0160 

.0380 

1.28 

.0040 

.0080 

1.69 

6.1 

37129 

Sept.    9  1 

Decided. 

Heavy. 

- 

25.15 

6.75 

.0012 

.0988 

.0240 

.0748 

1.74 

.0020 

.0001 

2.79 

6.6 

37613 

Oct.    16 

Decided. 

Cons. 

.40 

6.00 

2.90 

.0004 

.0272 

.0168 

.0104 

0.23 

.0000 

.0017 

0.81 

2.7 

37916 

Nov.  11 

Decided. 

Heavy. 

- 

20.16 

6.40 

.0150 

.0390 

.0335 

.0055 

1.72 

.0140 

.0090 

2.26 

6.3 

Averages  by 

Years. 

1898 

.50 

8.16 

2.60 

.0084 

.0299 

.0185 

.0114 

0.49 

.0207 

.0008 

0.80 

3.4 

- 

1899 

_ 

- 

- 

17.37 

4.12 

.0107 

.00-27 

.0292 

.0335 

1.10 

.0002 

.0038 

1.48 

5.8 

_ 

1900 

_ 

_ 

.57 

14.84 

3.70 

.0075 

.0500 

.0249 

.  0257 

l.Olt 

.  OOfiD 

.01)30 

i.;'.o 

5.4 

- 

1901 

- 

- 

.31 

19.81 

6.82 

.0112 

.0606 

.0284 

.0322 

1.46 

.0057 

.0038 

1.94 

6.3 

Odor  Id  1001,  distinctly  nnpieaeaot  or  diaagrci^able. The  samploR  virere  collooted  from  the  rlver^ 

about  a  quarter  of  a  mile  above  ItH  confluence  with  the  Houth  branch. 
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IIOOSICK  RIVER. 

Chemical  Examinalion  of  Water  from  the  Hoosick  River  at  North  Adams. 

[Parts  per  100,000.] 


Kesidce  on 

c 

Appeabance. 

Evapora- 

Ammonia. 

Nitrogen 

Si   1 

tion. 

1 

I 

§ 

^ 

ALBUMINOID. 

o         ' 

p 

k 

O 

i- 

■^ 

^ 

•3 

C.      , 

i 

•i 

1 

s 

"        \ 

3 
s 

a 
5 

o 

■3 

QD 

i 

"S 

0 

CO 

•0 
^1. 

0^ 

■3 

S 

1 

s 
1 

^ 

Q       1 

E- 

cc 

O 

H 

iJ 

&4 

H 

a 

cc 

0 

•A 

z 

0 

aa 

1001. 

35963 

June  10 

Slight. 

Cods. 

.20 

8.85 

2.50 

.0048 

.0498 

.0196 

.0302 

0.33 

.0130 

.0012 

0.39    5.4 

36462 

July  23 

Decided. 

Cons. 

.16 

12.95 

2.70 

.0320 

.0820 

.0240 

.0580 

0.28 

.0200 

.0015 

0.33    8.1 

36833 

Aug.  19 

SliKht. 

Cons. 

.23 

12.25 

2.65 

.0064 

.0408 

.0208 

.0200 

0.45 

.0220 

.0002 

0.47'  5.9 

37131 

Sept.   9 

Decided. 

Conn. 

- 

13.50 

4.50 

.0004 

.0448 

.0196 

.0252 

0.51 

.0180 

.0060 

0.64    8.0 

37615 

Oct.    16 

Decided. 

,  Cods. 

.38 

10.00 

3.85 

.0008 

.0588  .0246 

.0342 

0.35 

.0150 

.0017 

0.79,  5.9 

37918 

Nov.  11  i 

Decided . 

Cons. 

~ 

18.15 

6.15 

.0976 

.0488  .0376 

.0112]0.76 

11        i 

.0370 

.0036 

1 

1.12'll.l 

! 

Averages  by 

Years 

• 

1898 

_ 

.29 

9.65 

2.67 

.0067 

.0319 

.0195 

.0124 

1 
10.331 

.0172 

.0009 

0.46 

5.9 

- 

1899 

- 

- 

_ 

20.37 

5.62 

.8711 

.3767 

.1490 

.2277 

'2.05' 

.0028 

.0005 

1.29 

7.7 

- 

1900 

i 

- 

_ 

22.89 

7.41 

..5947 

.2637 

.1042 

.  1595 

2.50 

.0066 

.0017 

1.72 

7.0 

~ 

1901 

- 

.24 

12.62 

3.72 

.0237 

.0542 

.0244 

.0298 

0.45 

.0208 

.0024 

0.62 

7.4 

Odor  In  1901,  distinctly  unpleasant. The  samples  were  collected  from  the  river  about  a  mile 

below  the  junction  of  the  north  and  south  branches. 


Chemical  Exayninalion  of  Water  from  the  Hoosick  Biver  at  Williamslown. 


34463 

34799 

35150 
35415 
35670 
36020 
36377 
36739 
37196 
37593 
37966 
38;M7 


1901. 

Jan.  14 
Feb.  18 
Mar.  18 
Apr.  15 
May  13 
June  17 
July  15 
Aug.  13 
Sept.  10 
Oet.  15 
Xov.  12 
Dec.  17 


Decided. 

Decided. 

Decided. 

Decided. 

Decided. 

V.  Blitrht. 

Decided. 

Slight. 

Decided. 

]>ecided. 

Decided. 

Decided. 


Cons. 

Oons. 

Cons. 

Cons. 

Cons. 

Cons. 

Cons. 

Heavy. 

tJons. 

Coos. 

Heavy. 

Cons. 


13.15 

3.10 

.0600 

.0350 

.0245 

.0105 

0.4S 

.0250 

.28 

14.65 

3.00 

.0740 

.0395 

.0320 

.0075 

0.60 

.0250 

- 

9.65 

2.25 

.0465 

.0.390 

.0255 

.0135 

0.33 

.0340 

.18 

5.60 

1.85 

.OOOS 

.0276 

.0116 

.0160 

0.18 

.0200 

.30 

6.95 

2.35 

.0126 

.0670 

.0490 

.0180 

0.17 

.0210 

.10 

11.10 

2.35 

.04S0 

.0266 

.0192 

.0074 

0..<^4 

.0150 

.26 

14.80 

3.50 

.0812 

.0516 

.0272 

.0244 

0.54 

.01801 

.33 

12.15 

3.45 

.0056 

.0440 

.0224 

.0216 

0.36 

.OI.50I 

- 

16.70 

4.95 

.0115 

.0700 

.0270 

.0430 

0.50 

.0030 

.40 

8.90 

3.40 

.0040 

.0475 

.0240 

.0235 

0.27 

.0150, 

- 

14.45 

4.55 

.0900 

.0720 

.0300 

.0420 

0.53 

.0200: 

.28 

7.75 

2.65 

1.0204 

1 

.0464 

.0114 

.0350 

0.14 

1 

.0440i 

1 

.0013  0.85  8.1 
.0014  0.62  8.1 
.00061  0.49    6.4 


.0017 
.0004 
.0012 
.0044 
.0060 


0.51  2.9 
0.31'  4.3 
0.17'  8.0 
0.57,  8.0 
0.62  6.3 
0003  0.5ii  7.1 
0012  0.64'  5.4 
0026  0.61,  9.1 
0002,  0.41   4.6 


Averages  by  Tears. 


1888 

.10 

10.21 

1.65 

.0040 

.0187 

.0143 

.0044 

0.24 

.0306 

.OOlOj 

_ 

1894  ; 

- 

.23 

10.77 

2.13 

.0111 

.0265 

.0169 

.0096 

0.35 

.0157 

.OOOfl! 

0.34 

7.3 

_ 

1895     1 

_ 

.28 

12.41 

2.95 

.0146 

.0334 

.0207 

.0127 

0.39; 

.0162 

.0013' 

0.46 

8.1 

_ 

1896    : 

- 

.21 

11.83 

2.91 

.0261 

.0326 

.0217 

.0109 

O.441 

.0323 

.0015 

0.44 

8.1 

- 

1897     11 

- 

.23 

8.92 

2.16 

.0125 

.0273 

.0169 

.0104 

0.27 

.0252 

.0008 

0.31 

6.4 

- 

1898 

- 

- 

.24 

9.13 

2.20 

.0152 

.0288 

.0180 

.0106 

0.26 

.0187 

.0005  0.32 

5.8 

_ 

1899     1 

_ 

_ 

.28 

12.37 

2.95 

.0223 

.0,505 

.0308 

.0197 

0.50 

.0141 

.0018  0.53 

6.9 

- 

1900 

- 

- 

.24 

11.85 

2.68 

.0328 

.0436 

.0253 

.0183 

0.47 

.0146 

.0026  0.55 

6.5 

~ 

1901 

~ 

- 

.27 

11.32 

3.12 

.0379 

.0472 

.0253 

.0219 

0.37 

1 

.0217 

.0017  0.53 

6.5 

Odor  in  1901,  generally  distinctly  unpleasant. The  samples  were  collected  from  the  river,  at  the 

bridge  near  the  Williamstown  station  on  the  Fitchburg  Railroad. 
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HOrSATONIC  RIVER. 


HOU8 ATOXIC    KlVER. 


Chemical  Examination  of  Water  from  the  East  Branch  of  the  Housatonic  River, 

at  Pitisfield. 

[Parts  per  100,000.] 


s 
_o 

0 
■3 

0 

0 

5 

Appearance. 

Hf.siduk  on 
Evapora- 
tion. 

Ammonia. 

1 

0 

NiTBOGEN 
AS 

■a 

S 

a 

s 

8 

g 

0 

s 

1 
■3 

0 

6 

0 

B 
0 

0 

i 

albdmikoid. 

5 

OD 

s 

B 

> 

5 

"d 

•a 
,  c 

3  a 

00 

c 
■a 
a 

1901. 

j 

36059 

June  19 

V.  slight. 

Cons. 

.21 

9.15}  2.65 

.0050 

.0224 

.0162 

.0062 

.18 

.0080 

.0004 

.56 

7.0 

36389 

July   16 

Slight. 

Cons. 

.19 

10.10    2.70 

.0304 

.0332 

.0202 

.0130 

.24 

.0130 

.0006 

.40 

6.7 

36906 

Aug.  21 

Blight. 

Cons. 

.24 

11.50    8.80  1 

.0200 

.0248 

.0212 

.0036 

.20 

.0090 

.0005 

.56 

8.7 

37296 

Sept.  18 

V.  sliRht. 

Cons. 

.41 

9.50    3.50  , 

.0156  .0248 

.0184  .0064 

.14 

.0040 

.0003 

.75 

7.1 

37631 

Oct.    15 

1  Decided.  !  Cons. 

.58 

7.85    3.50  j 

.0260. 0540 

.0230  .0310 

.15 

.0070 

.0002 

.78 

5.0 

38052 

Nov.  19  ![  Decided.    Cons. 

.25 

9.65   3.30  1 

.0056  .0276 

.0208  .0068 

.18 

.0150 

.0002 

.46 

7.4 

Averages  by  Years. 


1898 
1899 
1900 
1901 


.36 

7.99 

2.33 

.0056 

.0187 

.01.50  .0037 

.14 

.0142 

.0003 

.47 

.32 

10.37 

2.40 

.0081 

.0328 

.0269  .0059 

.21 

.0122 

.0003 

.60 

.27 

10.98 

2.40 

.0136 

.0369 

.0273  .0096 

.26 

.0145 

.0006 

.49 

.31 

9.62 

3.24 

.0171 

.0311 

.0200  .0111 

.18 

.0093 

.OOO4I 

.58 

6.3 
6.5 
7.6 
7.0 


Odor  in  1901,  faintly  unpleasant,  becoming  stronger  on  heating. The  samples  were  collected 

from  the  river,  at  Ilaihaway  bridge,  above  the  thickly  settled  portion  of  the  city. 


Chemical  Examination  of  Water  from  the  West  Branch  of  the  Housatonic  River,  at 

Pitisfield. 


1901. 

36<J58 

June  19 

V.  slight. 

Cons. 

.05 

7.35 

2.05 

.0026 

.0172 

.0114 

.0058 

.14 

.0010 

.0001 

.32 

5.9 

36:;87 

July    16 

Plight. 

Slight. 

.05 

7.20 

1.75 

.0160 

.0316 

.0200 

.0116 

.14 

.0040 

.0002 

.28 

6.3 

86905 

Aug.  21 

Decided. 

Cons. 

.23 

8.95 

2.60 

.0320 

.0312 

.0208 

.0104 

.17 

.0():!0 

.OOO.i 

.22 

6.0 

37295 

Bept.  18 

Slight. 

Cons. 

.02 

8.50 

2.40 

.0080 

.0296 

.0124 

.0172 

.21 

.00111 

.0001 

.31 

6.7 

37609 

Oct.    16 

Slight. 

Cons. 

.20 

9.70 

4.05 

.0064 

.0242 

.0168 

.0074 

.28 

.0040 

.0001 

.42 

8.1 

38051 

Nov.  19 

Decided. 

Cons. 

.09 

9.70 

3.35 

.0002 

.0232 

.0152 

.0080 

.21 

.0030 

.0002 

.26 

6.7 

Averages  by 

Tears 

1898 

_ 

.13 

8.06 

1.68 

.0037 

.0183 

.0116 

.0067 

.13 

.0079  .0003 

.26 

6.6 

. 

1899 

- 

- 

.16 

10.62 

2.35 

.0054 

.0394 

.0284 

.0110 

.29 

.0024  .0002 

.41 

6.7 

- 

1900 

- 

- 

.14 

16.63 

3.74 

.0209 

.0821 

.0545 

.0276 

.44 

.0031  .0004 

.69 

6.5 

- 

1901 

- 

- 

.11 

8.67 

2.70 

.0100 

.0262 

.0161 

.0101 

.19 

.0027  .0002 

.30 

6.4 

Odor  Id  July,  1901,  none;  nt  other  tiroca,  faintly  unpleasant,  bccomlag  stronger  on  hontlng.  ^ The 

samples  were  collected  from  the  river,  u  short  diHtancc  below  the  junction  of  tliu  brooks  from  Onota  and 
PontooHUC  lakes. 
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nOUSATOXIC  RrVTER. 

Chemical  Examination  of  Water  from  the  SotUh-west  Branch  of  the  Honsalonic 

River,  at  Pittsfield. 

[Parle  per  100,000.] 


i 

liK.SlDL'K  ON 

1 

s 

1            Appearance. 

KVAPORA- 

AMMONIA. 

NiTBOGBH 

•a 

^ 

TION. 

c 

ALBDMINOID. 

c 

i 

1 

1              3 

1 
•5 

i 

o 

2 

§1 
o 

Z 

> 

<0 

■0 
"2 

3  0. 

a 

0 

c 

m 

00 

0 

c 

■s. 

a 

r-                      (M 

O 

E- 

.-) 

b 

H 

- 

OS 

^ 

S5 

S5 

0 

1001. 

1 

36060 

.Tune  19 

Decided.    Cons. 

.13 

11.75 

3.00 

.0004 

.02.32  .0122 

.0110 

.16 

.0100 

.0004 

.38     8.9 

36388 

July  16 

'  Decided.    Cone. 

.10 

12.30 

2.75 

.0100  .0408  .0272 

.0136 

.18 

.0070 

.0008 

.43     8.0 

37297 

iJept.  1« 

Slight.        Cons. 

.15 

14.05 

3.60 

.0028  .0244  .0168 

.0076 

.13 

.0070 

.0003 

.40    11.5 

37608 

Oct.    15 

Decided.    Cone. 

.21 

14.05 

5.15 

.00561.0380  .0240 

.0140 

.18 

.0090 

.0003 

.51    11.4 

38053 

Nov.  19 

,  Decided.  1  Cons. 

.1-2 

13.85 

4.85 

.00681.0248  .0184 

1           1 

.0064 

.17 

.0150 

.0002 

.32     7.4 

Avera(jes  bij 

Tears 

. 

1898 

^ 

_ 

.11 

10.70   1.89 

.00421 

0133'.0085  .0043' 

.13 

.0170 

.0001;  .22 

8.^ 

- 

1899 

- 

- 

.17 

14.92  2.58 

.0040 

.0353;. 0211!. 0142, 

.16  1 

.0108 

.0004;i.37 

9i.-?. 

-. 

1900 

- 

- 

.13 

14.33   2.13 

.0166 

.0291 

.0203 

.0088! 

.20 

.01.')9 

.0007 

.31 

10.1 

" 

1901 

— 

~ 

.14 

13.20   3.87     .0051 

.0302 

.0197 

.0105! 

.16 

.0096 

.0004 

.41 

9.4 

Odor  in  1901,  faintly  unpleasant,  becoming  stronger  on  heating. The  samples  were  collected 

from  the  river,  at  the  first  (Barkerville)  road  crossing  above  its  confluence  with  the  north  branch. 


Chemical  Examination  of  Water  from  the  Housatonic  River,  at  New  Lenox. 


1901.    ! 

34480 

.Jan.    15  , 

Decided. 

Cons. 

.19 

11.50 

3.20 

.0540 

.0620 

.0365 

.0255 

.33 

.0300 

.0011 

.48 

6.7 

34851 

Feb.  20 

Slieht. 

Cons. 

.13 

12.25 

3.-..0 

.0272 

.0324 

.0212 

.0112 

.31 

.0280 

.0009 

..34 

7.3 

35184 

Mar.  20 

Decided. 

Cons. 

.29 

9.70 

2.70 

.0220 

.0440 

.0240 

.0200 

.20 

.024" 

.0008 

.53 

6  0 

35434 

Apr.  17 

Slight. 

Cods. 

.14 

7.10 

1.85 

1.01)28 

.02-JO 

.0154 

.0066 

.12 

.0180 

.0004 

.3'^ 

ft.fi 

35707 

May  15 

Slight. 

Cons. 

.n 

8.70 

2.75 

.0092 

.0200 

.0166 

.0034 

.18 

.0100 

.0005 

.4? 

ft.  3 

3fi061 

.lune  19 

Slight. 

Cons. 

.17 

10.15 

3.00 

.0336 

.0380 

.0156 

.0224 

.24 

.0130 

.0018 

.39 

7.6 

36:»0 

July  16 

Slight. 

Cons. 

.10 

12.15 

2.65 

.0460 

.0352 

.0254 

.009S 

.39 

.0020 

.0056 

.30 

7  4 

36908 

Aug.  21 

Slight. 

Cons. 

.15 

11.05 

3.50 

.0510 

.0290 

.020.T 

.0090 

.23 

.0080 

.0(148 

.38 

8,3 

37298 

Sept.  18 

Slight. 

Oona 

.24 

12.25 

4.10 

.0124 

.0324 

.01.V2 

.0172 

.18 

.0100 

.0012 

.51 

8  7 

37632 

Oct.    15 

Dicided. 

Cons. 

.33 

10.00 

3.50 

1.0340 

.0330 

.0186 

.0145 

.19 

.0050 

.0007 

.51 

7.« 

38054 

Nov. -19 

Decided. 

Cone. 

.25 

10.60 

4.00 

.0118 

.0304 

.02.32 

.0072 

.28 

.0130 

.0007 

.47 

6  0 

38385 

Dec.  17  1 

1 

Decided. 

Cons. 

.43 

1 

8.15 

3.00 

.0044 

.0432 

.0182 

.0250 

1 

.18 

.0250 

.0006 

.81 

5.0 

Averages  bij 

« 
Tears. 

_ 

1894 

_ 

_ 

.27 

11.37 

2.13 

.0131 

.0183'. 0144  .0039   .25 

.0204 

.0024   .35 

8.6 

- 

1895 

- 

- 

.26 

11.73 

2.50 

.0183 

.0238  .01831.0055   .25 

.0173 

.0038   .43 

8  4 

- 

1896 

- 

- 

.26 

11.18 

1.97 

.0169 

.0192  .0152  .0040   .22 

1.02081.0036   .36 

8.6 

- 

1897 

- 

- 

.32 

10.79 

2.47 

.0159 

.0240  .0170;. 0070   .19 

i. 02031. 0008  1.40 

7. ft 

- 

1898 

- 

- 

.27 

9.40 

2.17 

|.0106  .0223  .0141  .0082  i.lo 

.017S1. 0008  1.37 

A  4 

- 

1899 

- 

- 

.20 

10.76 

2.43 

i.0197  .0233  .0179  .0054  '.23 

.0132 

.0017). 35 

7  4 

- 

1900 

- 

- 

.22 

11.17 

2.34 

1.0378  .0278  .0207  .0071    .28 

.0118 

.0018  1.41 

7.? 

1901 

.22 

10.30 

3.12 

.02571.0352  .0209  .0143:  .24 

.0165 

.00161.45 

6.8 

Odor  in  1001,  generally  distinctly  unpleasant. 
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HOUSATOXIC  RIVER. 

Chemical  Examiimlion  of  Water  from  the  Hotisatonic  River,  at  Stockbridge. 

[PartB  per  100,000.] 


Kesiode  on 

i 
1 

Appkakamcb. 

Evapora- 
tion. 

Ammonia, 

NiTROGKN 
AS 

3 

c 
O 

e 

>. 

•g 

c 

albuminoid. 

. 

c 

•6 

•6 

00 

Si 
B 

^ 

1 

o 

« 

=  5. 

6 

S        « 

1  c 

o 

a 

'n 

B 

a 
■a 

ki 

Sq 

a 

50 

O 

H        >.j 

fu 

H    1      Q 

<j} 

U 

2; 

S5 

o 

a 

1901. 

j 

\ 

360S6 

June  19 

Slight. 

Cons. 

.13  1 

12.50   2.80 

.0188 

.0162 

.0148 

.0014 

.28 

:0200 

.0028 

.36  110.2 

36434 

July  17 

V.  slight. 

Cons. 

.06  I 

12.10    3.25 

.0208  .0276 

.0220 

.0056 

.32 

.0170 

.0018' 

.31 

7.3 

36924 

Aug.  21 

Slight. 

Cons. 

.15 

12.30    3.25 

.0188  .0228 

.0184 

.0044 

.27 

.0100 

.0040, 

.36 

6.3 

37281 

Sept.  18 

Sliiht. 

Cons. 

.30  j 

12.65    4.65 

.0140  .0216  .0196 

.0020 

.26 

.0170 

.0018, 

.61 

10.0 

37711 

Oct.   21 

Slight. 

Cons. 

.33 

10.85    4.50 

.0060  .0204  .0150 

.0064 

.19 

.0040 

.0005, 

.45 

8.9 

S8086 

Nov.  20 

Slight. 

Cons. 

.24 

11.80    5.00 

.0112  .02441.0216 

.0028 

.26  i 

1 

.0270 

.0008! 

1 

.48 

6.4 

Averages  by  Years. 


1899 
1900 
1901 


12.61 
13.31 
12.03 


2.50 
2.67 
3.91 


.0119 
.0195 
.0149 


.0246 
.0260 
.0222 


.0180 
.0205 
.0186 


.0066 
.0055 
.0036 


.0102 
.0152 
.0158 


.0010 
.0015 
.0019 


Odor  in  June,  1901 ,  none ;  at  other  times,  vegetable  or  unpleasant,  becoming  stronger  on  heating. 

The  samples  were  collected  from  the  river,  opposite  the  sewage  filtration  area  of  the  town  of  [Stockbridge. 


Chemical  Examination  of  Water  from  the  Eousatonic  River,  at  Sheffield. 


1901. 

1 

35944 

Jun<!  10 

.  Slight. 

Cons. 

.21 

10.55 

2.20 

.0070  .0182 

.0144 

.0038 

.15 

.0130 

.0005 

.25 

6.7 

36383 

July   16 

V.  Blight. 

Cons. 

.08 

13.15 

2.60 

.0096 

.0252 

.0232 

.0020 

.26 

.0160 

.0009 

.26 

6.8 

36855  1  Auk.  20 

i  V.  slight. 

Slight. 

.13 

13.30 

3.15 

.0038 

.01921.0178 

.0014 

.30 

.0180 

.0007 

.29 

7.3 

37266 

Sept.  17 

V.  slight. 

Slight. 

.14 

12.00 

4.25 

.0088 

.0180 

.0172 

.0008 

.24 

.0120 

.0007 

.42 

10.2 

37637 

Oct.    18 

V.  slight. 

Cous. 

.42 

11.00 

4.50 

.0024 

.0206 

.0180 

.0020 

.23 

.0090 

.0002 

.63 

9.1 

38U21 

Nov.  19 

Decided. 

CODB. 

.22 

11.75 

4.35 

.0044 

.0162 

.0130 

.0032 

.21 

.0150 

.0000 

.46 

S.4 

Averages  by 

Tears. 

1899 

.16 

12.96 

2.81 

.0094 

.0249 

.0219 

.0030 

.33 

.01.36 

.0004 

.35 

8.7 

_ 

1900 

_ 

_ 

.16 

12.82 

2.26 

.0079 

.0214 

.0175 

.0039 

.28 

.0193 

.0004 

.34 

9.0 

- 

1901 

- 

• 

.20 

11.96 

3.61 

.0060 

.0196 

.0173 

.0023 

.23 

.0138 

.0005 

.38 

7.7 

Odor  In  1901,  faintly  vegetable  or  unpleasant,  becoming  stronger  on  beating. The  samples  were 

collected  from  the  river,  near  the  lower  covered  bridge. 


MeRIIIM.\CK    IvIVKR. 

The  u.sual  monthly  cxaiiiiiiations  oC  the  water  of  this  river  above 
Lowell  and  above  Lawrence  have  been  continued  during  the  year 
1901,  the  detailed  results  of  which  may  be  found  on  pages  159  and 
153  of  this  volume.  A  comparison  of  the  analyses  made  at  these 
two  i)laces  during  the  ycsar  is  giv(;n  in  the  following  table :  — 
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MERRIMACK  RIVER. 

Table  comparing  the  Analyses  above  Loivell  with  those  above  Lawrence,  1901. 

[Parts  per  100,000.] 


o 
o 
O   1 

KKSIDUK  OS  1 
EVAPOBA- 
TION.          j 

AUHONIA. 

c 

■n 

o 

J_ 

12 

.19 
.24 

.05 

\  NITBOGKN 
A8 

1 

c 

•J 

AlBUMINOID. 

1 

1 

1 

1 

1 
1 

•6 

•S 
,  c 

CO 

= 

Number  of  determlnatioDS  compared,    . 

12 

12 

12  ; 

1 

12 

12 

12 

12 

12 

12 

12 

Mean  of  analyees  above  Lowell, 
Meau  of  analysee  above  Lawrence,  . 

.38 
.41 

.03 

4.00 
4.27 

1.70  ' 
1.73 

.0060 
.0092 

.0207 
.0251 

.0170 
.0193 

.0037 
.0058 

.0062 
.0082 

.0001 
.0004 

1.0 
1.3 

Increase 

0.27 

0.03 

.0032 

.0044 

.0023 

.0021 

1.0020 

.0003 

0.3 

In  order  to  coDipare  these  results  with  similar  ones  obtained  in 
previous  years,  another  tal)le  is  presented,  which  shows  the  increase 
in  impurities  as  the  water  passes  from  a  point  above  Lowell  to  Law- 
rence, as  given  in  the  last  line  of  the  above  table,  and  the  corre- 
sponding increase  in  previous  years. 


Increase  in  the  Amount  of  Impurities  in  the  Merrimack  River  Water,  from  a  Point 
above  Lowell  to  Lawrence,  as  determined  by  the  Regular  Moyithly  Examina- 
lions  of  Different  Years. 

[Paris  per  100,000.] 


S 

o 
o 

Kesidub  on 

EVAPORA-       ' 
TION. 

Ammonia. 

s 

5 

i 

JilTROGKS        1 
AS 

e 
o 

§1 
J- 

'a 

ALBUMINOID. 

1 

j5 

DATE. 

"3 
1 

•d 

1 
o 

s 

•3 

•a 
ac. 

E 

■o 

Increase,  1887-1889,     . 

0.01 

1 

1    0.23 

0.09 

.0007 

.0027 

.0017 

.0010 

.026 

.0003* 

.0000 

Increase,  1890,      . 

0.05 

0.62 

0.22* 

.0016 

.0023 

.0017 

.0006 

.028 

.0020* 

.0000 

0.2 

Increase,  1891, 

0.02* 

,    0.29 

0.07 

.0021 

.0023 

.0021 

.0002 

.035 

.0030* 

.0000 

0.1 

Increase,  1892,     . 

0.06 

0.48 

0.12 

.0019 

.0037 

.0037 

.0000 

.039 

.0013* 

.0000 

,  0.0 

Increase,  1893,      . 

0.09 

0.47 

0.30 

.0031 

.0032 

.0021 

.0011 

.035 

.0002* 

.0001 

'  0.0 

Increase,  1894, 

0.02 

0.15 

0.04 

.0028 

.0032 

.0032 

.0000 

.049 

.0000 

.0000 

0.1 

Increase, 1895, 

0.11 

0.52 

0.33 

.0022 

.0063 

.0046 

.0017 

.063 

.0005 

.0001 

0.1 

Increase,  1896,      . 

0.02 

0.61 

0.24 

.0034 

.0053 

.0047 

.0006 

.070 

.0017 

.0002 

0.2 

Increase,  1897, 

0.06 

0.30 

0.08 

.0019 

.0051 

.0033 

.0018 

.050 

.0000 

.0000 

0.1 

Increase,  1898,     . 

0.03 

0.37 

0.07 

.0024 

.0039 

.0019 

.0020 

.044 

.0010 

.0002 

0.1 

Increase,  1899,      . 

0.02 

0.39 

0.07 

.0038 

.0045 

.0023 

.0022 

.059 

.0004* 

.0001 

0.1 

Increase,  1900,      . 

0.03 

0.41 

0.11 

.0037 

.0027 

.0026 

.0001 

.055 

.0011 

.0000 

0.0 

Increase,  1901,      . 

0.03 

0.27 

0.03 

.0032 

.0044 

.0023 

.0021 

1   .050 

.0020 

.0003 

0.3 

The  average  flow  of  the  river  at  Lawrence,  for  twenty-four  hours,  during  the  days  on  which  samples 
were  collected,  was  for  the  above  periods,  respectively,  at  the  rate  of  9,145,  9,948,  7,931,  5,434,  8,126,  5,459, 
11,634,  5,888,  8,230,  9,402,  7,406,  7,389  and  8,524  cubic  feet  per  second. 

*  Decrease. 
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MERRIMACK  RIVER. 

Chemical  Examination  of 


Water  from  the  Merrimack  Biver,  above  Haverhill. 

[Parts  per  100,000.] 


c 
_o 

■5 

0 
U 
0 

S 

ta 
Q 

Appeabakce 

Residue  on 
Evapora- 
tion. 

Ammonia. 

c 
"C 

_o 

s 

u 

.28 
.27 
.24 
.33 
.26 

.35 

1 

Nitrogen 

AS 

1 
c 
0 

a 

1 

1 

c 
0 

a 

as 

c 

0 

c 

0 

0 

albuminoid. 

1 

BO 

1 

a 

2 
h 

■3 

1 

i 

> 

1 
5 

•a 

•a 

1  c 

so. 

00 

0 

1 

36125 
36548 
36979 
37358 
37697 
38155 

1901. 

June  25 

July  24 
Aug.  27 
Sept.  24 
Oct.   23 
Nov.  26 

Decided. 

Decided. 

Slight. 

Slight. 

Decided. 

Decided. 

Cons. 
Cons. 
Cons. 
Cons. 
Cons. 
Cons. 

.34 

.27 
.37 
.31 
.95 

.42 

4.80 
4.95 
5.20 
5.35 
6.00 
5.35 

1.95 
2.10 
2.20 
2.25 
3.00 
1.95 

.0076 
.0136 
.0136 
.0160 
.0072 
.0220 

.0332 
.0304 
.0240 
.0208 
.0436 
.0460 

.0208 
.0212 
.0184 
.0190 
.0324 
.0215 

.0124 

.0092 
.0056 
.0018 

.0,12 

.0100 
.0030 
.0060 
.0040 
.0030 
.0090 

.0007 
.0005 
.0005 
.0009 
.0004 
.0004 

0.35 
0.22 
0.74 
0.81 
1.18 
0.61 

1.1 
1.6 
1.6 
1.8 
1.3 
1.4 

Averages  by  Years. 


1899 

- 

- 

.29 

1 
5.56 

1.87 

.0148 

.0368 

.0260 

.0108 

.38 

.0060  .0006 

0.58 

1900 

- 

- 

.30 

4.94 

1.43 

.0210 

.0324 

.0235 

.0089 

.41 

.0052  .0007 

0.65 

1901 

- 

- 

.44 

5.27 

2.24 

.0133 

.0330 

.0222 

.0108 

.29 

.0058  .0006 

0.65 

1.6 
1.4 
1.5 


Odor  in  1901,  vegetable  or  unpleasant,  becoming  stronger  on  heating. The  samples  were  collected 

from  the  river,  about  a  mile  and  a  half  above  the  BoBton  &  Maine  Railroad  bridge,  and  were  made  up  of 
several  equal  portiODB,  collected  at  different  points  across  tlie  river. 


Chemical  Examination  of  Water  from  the  Merrimack  River,  below  Haverhill. 


36126 

1001. 

June  25 

Decided. 

Cons. 

.36 

4.90 

2.00 

.0076 

.0320 

.0208 

.0112 

.31 

.0090 

.0007 

0.40 

1.1 

36540 

July  24 

Slight. 

Cons. 

.28 

5.55 

2.15 

.0152 

.0344 

.0220 

.0124 

.80 

.0020 

.0005 

0.72 

1.3 

36978 

Aug.  27 

Decided. 

Cons. 

.42 

6.20 

2.25 

.0132 

.0272 

.0212 

.0060 

.27 

.0050 

.0006 

0.79 

1.6 

37359 

Sept.  24 

Blight. 

Cons. 

.33 

4.90 

1.60 

.0168 

.0280 

.0232 

.0048 

.29 

.0020 

.0010 

0.69 

1.7 

37698 

Oct.   23 

Decided. 

Cons. 

.98 

6.25 

3.50 

.0072 

.0424 

.0320 

.0104 

.28 

.0020 

.0004 

1.26 

1.3 

33156 

Nov.  26 

Decided. 

Cons. 

.39 

6.40 

2.10 

.0240 

.0450 

.0230 

.0220 

.86 

.0100 

.0004 

0.68 

1.4 

Averages  by  Years. 


1800 

- 

- 

.80 

6.60 

1.08 

.0227 

.0381 

.0263 

.0118 

.38 

.0060 

.0006 

0.58 

1000 

- 

- 

.82 

6.08 

1.A2 

.0311 

.0335 

.0246 

.0089 

.42 

.0056 

.0010 

0.57 

1901 

- 

- 

.46 

6.37 

2.27 

.0140 

.0848 

.0287 

.0111 

.80 

.0060 

.0006 

0.74 

1.6 
1.2 
1.4 


Odor  In  1901,  vuK^lablvor  unplc-nsant,  becoming  HtronRftr  on  boating. The  samples  wore  collected 

from  the  river,  near  the  bridge  between  Iliiverlilll  and  Urovcland  and  were  made  up  of  several  equal 
portloni)  collected  at  different  poliitH  acroHs  the  river. 
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MILLER'S  RIVER. 


Miller's  River. 

Chemical  Examination  of  Water  fro'ni  Miller's  River,  above  Athol. 

[Parts  per  100,000.] 


5 

o 
O 

•5 

o 

Affeabakce. 

Hksidl-k  on 

EVAPORA- 
TIOU. 

AMMONIA. 

1 

Is 
O 

.19 

NlTROGEK 
AS 

•3 

i 

s 

c 
o 
O 

a 

1 

O 

3 

i 

i 

1 

f 

ao 
O 

I       ALBUMINOID. 

1 

s 

o 

B 
■2. 

Free. 
Total. 

1 

o 

BO 

i 

S 

■2 

36381 

1901. 

July  16 

Slight. 

ConB. 

1.00 

3.90 

1.80 

.0040  .0308 

.0264 

.0044 

.0030 

.0000 

0.78 

0.& 

37242 

Sept.  16 

Slight. 

Cons. 

1.00 

5.30 

3.20 

[.0125  .042o|. 0330 

.0090 

1 

.17 

.0030  .0002 

1.30 

1.1 

38162 

Nov.  27 

Slight. 

C0D8. 

1.00 

4.60 

2.50 

1.0040  .0276  .0232 

.0044 

.29 

.0060. 0000 

1.16 

0.5^ 

38320 

Dec.  11 

Decided. 

Cone. 

0.90 

4.35 

2.35 

.008o|.0364  .0246 

.0118 

.20 

.0040  .0001 

1.11 

1.0 

Averages  by  Tears. 


1899 
1900 
1901 


1.00 

4.60 

2.13 

.0051 

.0296 

.0256 

.0040 

.24 

.0013 

.0001 

0.99 

0.70 

6.11 

1.82  ; 

.0036 

.0416 

.0250 

.0166 

.16 

.0078 

.0001 

0.93 

0.97 

4.54 

2.46 

! 

.0071 

.0342 

.0268 

.0074 

.21 

.0040 

.0001 

1.08 

1.0 
1.2 
0.8 


Odor  of  No.  38320,  dietinctly  uDpleasant;  of  the  othere,  distinctly  vegetable, 
collected  from  the  river,  ut  Starretl's  mill  poud. 


The  samples  were 


Chemical  Examination  of  Water  from  Miller's  River,  below  Orange. 


36022 

1901. 

June  17 

Slight. 

Cons. 

0.76 

3.40 

1.60 

'.0030 

.0270 

.0226 

.0044^ 

.17 

.0050 

.0000 

1 

,0.76 

1.0 

36382 

July  16' 

Slight. 

Cons. 

0.60 

3.50 

1.65 

.0080 

.0316 

.0212 

.0104^ 

.19 

.0040 

.0002 

,0.73 

1.0 

36821 

Aug.  16 

Slight. 

Slight. 

0.82 

4.55 

2.25 

'.0136 

.0280 

.0244 

.0036 

.19 

.0030 

.0002 

1.23 

1.4 

37259 

Sept.  18  ' 

Slight. 

Cous. 

1.00 

4.30 

2.25 

.0084 

.0316 

.0248 

.0068 

.18 

.0050 

.0003 

1.04 

1.3 

37612 

Oct.    15 

Blight. 

Cons. 

1.00 

4.60 

2.90 

.0056 

1 

.0336 

.0300 

.0036 

.23 

.0040 

.0002 

^1.18 

1.3 

38104 

Nov.  19 

Slight. 

Slight. 

1.10 

4.25 

2.25 

.0016 

.0284 

.0244 

.0040 

.23 

.0040 

.0001 

0.89 

0.6 

.•58408 

Dec.  20 

Slight. 

Cods. 

1.10 

4.60 

2.85 

.0048 

.0312 

.0268 

.0044 

.19 

.0060 

.0001 

1.26 

0.6 

Averages  by  Tears. 


1898 
1899* 
1900 
1901 


;0.88! 
0.71 
0.71 

0.91 

I 


3.74      1.88 


3.87 
4.46 
4.17 


2.15 
1.87 
2.24 


,0102  .0238  .02001.0038 
,0100. 0325;. 02581. 0087 


.0069 
.0064 


.0291|. 0236  .0056 
.03021.0249  .0068 


.0040.000110.84    0.7 


.0063.0001 

i 
.0044.0002 


0.88:  0.5 

0.89|  0.7 
1.01    1.0 


Odor  in  1901,  vegetable  or  unpleiisunt,  becomiog  stronger  on  healing. The  xauiples  were  col- 
lected from  the  river  below  the  lower  sewer  outlet. 


*  Juna  and  Au^ast, 
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NASHUA  RIVER. 


Nx\SHUA    RlVEE. 


Chemical  Examination  of  Water  from  the  North  Branch  of  the  Nashua  River, 

above  Fitchburg. 

[Parts  per  100,000.] 


c 

o 

o 

o 
o 

« 

C 

Appeabakck. 

Residue  on 
Evapora- 
tion. 

Ammonia. 

o 

Nitrogen 

AS 

a 

a 

c 
o 
U 

a 

o 

3 

1 

•3 

o 
o 

3 

3 

b 
b 

ALBUMINOID. 

1 

■A 

■c 

a 
1 

1 

&- 

•6 

> 

•6 

•o 
,  c 

s  o. 

•Q 

1901. 

36019 

June  18  , 

Slight. 

Slight. 

.47 

2.80 

1.25 

.0016 

.0178 

.0154 

.0024 

.15 

.0010 

.0001 

0.57 

0.5 

36500 

July  23 

V.  slight 

Slight. 

.40 

3.15 

1.40 

.0040 

.02241.0158 

.0066 

.14 

.0040 

.0000 

0.53 

0.2 

36887 

Aug.  22 

V.  8lit;ht. 

V.  Biiyht. 

.54 

3.45 

1.65 

.0036 

.0220 

.0168 

.0052 

.19 

.0060 

.0001 

0.69 

0.8 

37240 

S-pt.  17 

V.  slight 

V  slight. 

.41 

3.90 

1.50 

.0010 

.0142 

.0130 

.0012 

.14 

.0140 

.0008 

0.69 

0.6 

37669 

Oct.   22 

V.  slight. 

V.  slight. 

.67 

4.00 

2.25 

.0000 

.0180 

.0170 

.0010 

.18 

.0040 

.0001 

0.84 
0.60 

0.8 

38037 

Nov.  20 

V.  Blight. 

V.  slight. 

.43 

3.15 

1.35 

.0006 

.0148 

.0136 

.0012 

.17 

.0050 

.0001 

0.8 

Averages  by  Tears. 


1898 
1899 
1900 
1901 


.69 

3.47 

1.67 

.0012 

.0182 

.0165 

.0017 

.17 

.0042 

.0001 

0.71 

..58 

3.70 

1.81 

.0010 

.0198 

.0178 

.0020 

.16 

.0030 

.0000 

0.70 

.44 

3.39 

1.30 

.0011 

.0177 

.0157 

.0020 

.19 

.0051 

.0000 

0.61 

.49 

3.41 

1.57 

.0018 

.0182 

.0153 

.0029! 

.16 

.0057 

.0002 

0.65 

0.8 
0.6 
0.7 
0.6 


Odor  in  1901,  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating. The  samples  were 

collected  from  the  river,  a  short  distance  above  the  Snow  mill  pond. 


Chemical  Examination  of  Water  from  the  North  Branch  of  the  Nashua  River, 

beloiv  Fitchburg. 


1901. 

34544 

Jan.   22 

Decided. 

Cons. 

.30 

7.00 

2.20 

.0920 

.0440 

.0345 

.0095 

.76 

.0260 

.0005 

0.69 

2.0 

34888 

Feb.  26 

Decided. 

Heavy. 

.35 

11.65 

4.75 

.3860 

.2440 

.1800 

.0640 

.99 

.0170 

.0008 

1.21 

2.2 

35266 

Mar.  28 

Decided. 

Oons. 

.35 

6.90 

2.00 

.0204 

.0272 

.0188 

.0084 

.26 

.0090 

.0002 

0.64 

1.4 

35495 

Apr.  23 

Decided. 

Cons. 

.35 

3.50 

1.50 

.0096 

.0260 

.0180 

.0074 

.27 

.0170 

.0002 

0.53 

1.4 

35769 

May   22 

Decided. 

Cons. 

.42 

4.85 

2.25 

.0U20 

.0352 

.0220 

.0132 

.29 

.0190 

.0006 

0.59 

1.1 

36050 

June  18 

Decided. 

Cons. 

.45 

7.20 

1.80 

.0688 

.0476 

.0302 

.0174 

.76 

.01.30 

.0012 

0.55 

2.2 

36601 

July  23 

Decided. 

Cons. 

.30 

9.30 

2.20 

.1428 

.0524 

.0372 

.0152 

.75 

.0030 

.0024 

0.49 

2.3 

36888 

Aug.  22 

Decided. 

Cons. 

.56 

8.20 

2.60 

.0800 

.0465 

.0320 

.0145 

.66 

.0100 

.0018 

0.77 

2.2 

37241 

Sept.  17 

Decided. 

Cons. 

.25 

9.35 

2.25 

.10811 

.0565 

.0365 

.0200 

.66 

.0050 

.0003 

0.69 

2.7 

37670 

Oct.   22' 

Decided. 

Cons. 

.60 

8.25 

3.. 30 

.OSfiO 

.0515 

.0365 

.0150 

.00 

.0100 

.0010 

0.91 

2.0 

38038 

Nov.  20 

Decided. 

Cons. 

.36 

8.40 

3.35 

.1240 

.0505 

.0360 

.0145 

.60 

.0070 

.0012 

0.76 

1.7 

.•58348 

Dec.  17 

Decided. 

Cons. 

.76 

5.55 

2.35 

.0184 

.0380 

.0222 

.0158 

.33 

.0190 

.0002, 

0.84 

1.1 

Averages  by 

Tears. 

1893 

.57 

7.46 

2.16 

.0461 

.0360 

.0257 

.0108 

.69 

.0118 

.0018 

0.69 

2.0 

_ 

1894 

_ 

_ 

.56 

7.39 

2.00 

.0634 

.0346 

.0251 

.0095 

.75 

.01.52 

.0020 

0.58 

1.9 

_ 

1895 

_ 

_ 

.69 

8.10 

2.58 

.0832 

.0423 

.0319 

.0104 

.75 

.0131 

.0010 

0.74 

2.2 

_ 

1896 

_ 

_ 

.48 

8.15 

2.40 

.0677 

.0499 

.0343 

.0156 

.74 

.0151 

.0017 

0.69 

2.0 

_ 

1897 

_ 

_ 

.61 

6.82 

2.37 

.0370 

.0420 

.0317 

.0103 

.61 

.0120 

.0(107 

0.08 

1.8 

_ 

1898 

_ 

- 

.51 

6.00 

2.09 

.0435 

.0467 

.0308 

J)\M 

.48 

.0117 

.00011 

0.04 

1.6 

_ 

1899 

_ 

- 

.43 

7.62 

2.40 

.0967 

.0057 

.0112 

.0245 

.72 

.0000 

.OOO'.I 

0.08 

1.8 

_ 

1900 

_ 

• 

.39 

8.10 

2.31 

.1011 

.0600 

jy.v.n 

.0269 

.79 

.0072 

.0010 

0.73 

2.0 

- 

1901 

~ 

~ 

.42 

7.51 

2.55 

.0922 

.0599 

.0420 

.0179 

.58 

.Ol'ilt 

.0000 

0.72 

1.9 

Odor  In  1901,  ij^enerally  distinctly  unpleBsnnt. The  anmples  were  collected  from  the  river,  about 

half  a  mile  below  the  point  where  water  from  the  tail-race  of  the  Faluluh  I'uper  Company  enters  the 
.atream. 
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XASIIUA   UIVER. 

Chemical  Examinalion  of  Water  from  Monoosnock  Brook  in  Leominster. 

[Parts  per  100,000.] 


1 

Kksidce  on 

ArPEABASCK. 

EVAPOBA- 

Ammonia. 

NlTBOGEN 

o 

o        1 

TION. 

H 

a 

-- 

AI.BIMINOID 

j 

°        i 

^ 

—I 

O 

. 

u 

a 

c-5 

« 

^ 

« 

« 

e 

1 

s 

3 

s 

u 

i 

2|) 

6 

"5 

i 

•o 

S 

2 

^2 

1 

c 
•2 

o 

o 

o 

"A 

a 

OJ 

O 

H 

>J 

iu 

H 

a 

X 

o 

25 

*«    \ 

O 

m 

1901. 

1 

1 

36085 

June  21 

Slight. 

Cons. 

.60 

3.75 

2.00 

.0124 

.0.340 

.0226  .01141 

.23 

.0050 

.0002 

.64 

0.6 

36597 

July  31 

Decided. 

Heavy. 

.55 

4.45 

2.10 

.0095 

.0330 

.02801.00501 

.22 

.0190 

.0004 

.69 

1.1 

36987 

Aug.  28 

Decided. 

Cons. 

.50 

3.95 

1.90 

.0228 

.0332 

.0204 

.01281 

.25  1 

.0060 

.0003 

.74 

1.4 

37363 

Hept.25 

Decided. 

Cons. 

.47 

6.10 

2.50 

.1200 

.0395 

.0280 

.01151 

.46 ; 

.0090 

.0020 

.74 

2.1 

37807 

Nov.    2  j 

Decided. 

Cone. 

.62 

3.75 

2.30 

.0048 

.0392'.  0272 

.0120 

.21 

.0010 

.0001 

.87 

0.8 

38168 

Nov.  28  1 

Decided. 

Cons. 

.64 

4.80 

2.00' 

.0128 

.0368.0264.01041 

.34 

.0110 

.0004 

.71 

1.1 

A  verages  by  Years. 


. 

1899 

.88 

5.66 

2.57 

.0408 

.0451  .0331 

.0120 

.53 

.0072 

.0009 

.82 

1.6 

- 

1900 

.62 

4.32 

1.83 

.0162 

.04371.0289 

.0148 

.32 

.0070 

.0004 

.75 

0.8 

1901       1 

.56 

4.47 

1 

2.13 

.0304 

.0359J.0254 

.0105 

1-28 
1 

.0085 

.0006 

.73 

1.2 

Odor  of  No.  30597,  disllnctly  disagreeable,  becoming  distinctly  musty  on  lieating;  of  the  others,  vege- 
table or  unpleasant,  becoming  stronger  on  heating. The  samples  were  collected  from  the  brook,  at 

Whitney  Street,  above  the  outlet  of  the  main  sewer  from  the  village. 


Chemical  Examiyiation  of  Water  from  the  North  Branch  of  the  Nashua  River,  just 
above  its  Confluence  with  the  South  Branch  at  Lancaster. 


1901. 

1 

1 

34443 

Jan.    14 

Decided. 

Cons. 

.36 

10.20 

3.20 

.1300 

.0480 

.0290 

.0190 

.64  [ 

.0220 

.00061.67 

2.3 

34827 

Feb.  19 

Decided 

Cone. 

- 

8.50 

2.15 

.1300 

.0475 

.0380 

.009.1 

.76 

.01.30 

.0008! 

.67 

1.8 

35156 

Mar.  19 

Decided. 

Cons. 

.42 

5.30 

1.55 

.0275 

.03U0 

.0215 

.008.T 

.36 

.OK-iO 

.0006' 

.,i8 

1.7 

35421 

Apr.  16 

Slight. 

Cons. 

.29 

4.10 

1.10 

.0078 

.0180 

.Ul:U 

.0046 

.27 

.0240 

.00021 

.40 

1.1 

35681 

May   13 

Decided. 

Cons. 

.37 

3.85 

1.45 

.0132 

.0242 

.0182 

.0060 

.26 

.0150 

.0003; 

.50 

1.1 

36037 

June  18 

tflltjht. 

Cons. 

.32 

5.50 

1.75 

.0312 

.0304 

.0210 

.0094 

.45 

.0080 

.0014 

..35 

1.7 

36457 

July  23 

;  Decided. 

Cons. 

.22 

6.90 

1.65 

.0232 

.0448 

.0260 

.018H 

.69 

.0080 

.0048' 

.49 

2.1 

36848 

Aug.  20 

Slight. 

Cons. 

.40 

6.70 

2.20 

.0361 

.0296 

.0272 

.0024 

.49 

.0030 

.0050 

.60 

1.8 

37243 

Sept.  17 

Slight. 

Cons. 

.32 

7.45 

2.50 

.0254 

.0226 

.0174 

.0052 

.54 

.0040 

.0001 

.57 

2.3 

37676 

Oct.   22 

Decided. 

C-'one. 

.58 

6.10 

2.50 

,.0444 

.0328 

.0264 

.0064 

.44 

.0150 

.0007 

.73 

1.7 

38012 

Nov.  19 

Decided. 

Cons. 

.37 

7.70 

2.25 

'.0986 

.0.'572 

.0260 

.0112 

.62 

.0140 

.0006 

.72 

1.8 

38349 

Dec.  17 

Decided. 

Cons. 

.75 

4.50 

2.00 

J.012S 

.0286 

.0228 

.0058 

r' 

.0180 

.0002 

.79 

0.8 

Averages  by 

Tean 

, 

. 

1895 

.61 

6.96 

2.10 

.0282 

.0269 

1        1 
.0208  .0061   .77 

.0236  .0019 

..59 

1.9 

_ 

1896 

- 

_ 

.47 

6.16 

1.95 

.0217 

.0293 

.0224  .0009;  .55 

.0155  .0019 

..55 

1.8 

- 

1897 

- 

- 

.54 

5.29 

1.99 

.0285 

.0290 

.0230  .0060  .42 

.0150  .0008 

..59 

l.."* 

- 

1898 

- 

.45 

5.07 

1.74 

.0222 

.0268 

.0200  .0068   .44 

.0168  .0013 

.46 

1.5 

- 

1899 

- 

_ 

.36 

6.38 

2.01 

.0540 

.0316 

.0254  .0062   .60 

.01.32  .0016 

..53 

1.6 

- 

1900    1 

- 

- 

.31 

6.34 

1.62 

.0501 

.0322 

.0255,.  0067  ..66 

.0152  .0022 

..54 

1.8 

~ 

1901 

~ 

~ 

.40 

6.40 

2.02 

|.0484 

.0328 

.0239  .0089  .48 

.0132^.0013 

.59 

1.7 

Odor  In  1901,  generally  distinctly  unpleasant. The  aamplea  were  collected  from  the  river,  near 

the  railroad  bridge,  a  short  distance  above  its  mouth. 
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XASHTJA  RIVER. 

Chemical  Examinition  of  Water  from  the  Sotith  Branch  of  the  Nashua  River,  just 
above  its  Confluence  with  the  Xorth  Branch  at  Lancaster. 

[Parts  per  100,000.] 


"3 
O 

a 

C 

Appearakce. 

RESIDCE   OS 

Evapora- 
tion. 

Ammonia. 

S 
5 

Nitrogen 

AS 

•a 

V 

B 

a 

c 

5 

c 
u 

1 

•5 

o 

c 

albuminoid. 

o 

e 

3 

55 

"3 
c 
6- 

o 

u3 

o 

t 

> 
o 

H 

,  c 

3  P, 

"2 

1901. 

'<: 

34444 

Jan.   14 

Decided. 

Cons. 

.34 

9.10 

2.50 

.0720:. 0440 

.02.10 

.0190 

1.15 

.0580  .0005 

..59 

2.5 

34828 

Feb.   19 

Decided. 

Uons. 

_ 

10.60 

2.65 

.06601.06.50 

.04.30 

.0220 

1.37 

.0520|.0014 

.65 

1.8 

35157 

Mar.  19 

Decided. 

Cons. 

.46 

7.00 

1.85 

.0480  .U300J. 0-225 

.0075 

O.iiO 

.04001.0008 

.59 

1.7 

35422 

Apr.  16 

Slieht. 

Cons. 

.ZO 

4.30. 

1.40 

.0170  .01.34 

.0098 

.0036 

0.31 

.0330]  .0002 

.43 

1.0 

35682 

May  13 

Decid-d. 

Cons. 

.40 

3.50 

1.40 

.0074  .0276 

.02.38 

.0038 

0.2S 

.02.301.0002 

.56 

1.0 

36038 

Jane  18 

Decided. 

Cons. 

.31 

7.35 

2.05 

.00481.0320 

.0222 

.0098 

0.81 

.03801.0012 

.35 

2.0 

36458 

Jnly  23 

Decided. 

Cons. 

.36 

9.55 

2.30 

.02841.0400 

.0296 

.0104 

1.17 

.04801.0030 

.41 

2.6 

36349 

Aug.  20 

Slight. 

Cods. 

.32 

9.25 

2.45 

.03541.0276 

.0230 

.0046 

0.90 

.02901.0020 

.50 

2.7 

37244 

Sept.  17 

Decided 

Cons. 

.30 

9.95     3.00  1 

.0382.. 0266 

.0198 

.0068 

1.03 

.03501.0020 

.57 

2.5 

37677 

Oct.   22 

Decided. :  Uons. 

.46 

8.85     3.35 

.0264  .0312 

.0276 

.0036 

0.74 

.0600:. 0014 

.60 

2.2 

38013 

Nov.  19 

Decided.    Cons. 

.26 

10.15     2.60 

.0256'. 0310 

.0230 

.0080 

1.21 

.0580|.0012 

.51 

2.3 

38350 

Dec.  17 

Decided.    Cons. 

.70 

4.45     1.80 

.0074  .0284!. 0188 

.0096  |0. 25 

.0120i.0003 

.74 

0.6 

Averages  hy  Years. 


1895 
1896 
1897 
1898 
1899 
1900 
1901 


.53 

4.66 

1.77 

.0167 

.0238 

.0185 

.0053 

0.34 

.0114 

.0008 

.61 

.45 

4.72 

1.69 

.0094 

.0216 

.0180 

.00.36 

0.35 

.0134 

.0006 

.53 

.60 

'  4.47 

1.80 

.0092 

.0257 

.0202 

.0065 

0.32 

.0110 

.0004 

.56 

.50 

4.77 

1.81 

.0327 

.0269 

.0206 

.0063 

0.33 

.0098 

.0010 

.48 

.45 

7.34 

2.12 

.1026 

.0415 

.0310 

.0105 

0.75 

.0087 

.0018 

..64 

.33 

7.73 

1.87 

.0537 

.0346 

.0244 

.0102 

1.00 

.0392 

.0020 

.49 

.38 

7.84 

2.28 

.0314 

.0331 

.0240 

.0091 

0.81 

.0406 

.0012 

.54 

1.4 
1.6 
1.3 
1.3 
1.7 
1.9 
1.9 


Odor  in  1901,  generally  distinctly  unpleasant. The  samples  were  collected  from  the  river,  at  the 

Atherton  bridge,  a  short  distance  above  its  mouth  and  a  =hort  distance  below  the  point  where  the  brook 
from  the  Clinton  sewage  filtration  area  enters  the  stream. 


Chemical  Examination 

of  Water 

from  the  Nashua  liiver,  at  Pep])erell. 

1901. 

3SS90 

June  10 

Slight. 

Cons. 

.43 

4.25 

1.40 

.0086 

.0322 

.0278 

.0044 

.32 

.0120 

.0004 

.52 

1.4 

36.519 

July  24 

V.  slight. 

Slight. 

.23 

5.65 

1.85 

.0064 

.0230 

.0194 

.0036 

.48 

.0100 

.0009 

.61 

2.3 

36836 

Aug.  20 

V.  slight. 

V.  slight. 

.38 

6.70 

2.20 

.0076 

.0280 

.02,62 

.0028 

.42 

.0100 

.0007 

.56 

2.1 

37237 

Sept.  17  1 

V.  slight. 

Slight. 

.28 

6.70 

2.35 

■  .0042 

.0176 

.0166 

.0010 

.56 

.00.30 

.01100 

.47 

2.2 

37665 

Oct.    22 

Slight. 

V.  Blight. 

.60 

6.20 

2.25 

.0144 

.0262 

.0230 

.00.32 

..30 

.0080 

.0004 

.68 

1.4 

38069 

Nov.  21 

Decided. 

Slight. 

.31 

6.50 

2.30 

1.0515 

.0325 

.0280 

.0065 

.54 

.0120 

.0004 

.56 

2.0 

Averages  by  Years. 


1809 

1900* 

1901 


.28 

6.91 

.19 

6.25 

..37 

6.00 

2.19 
1.72 
2.06 


.0167 

.0248 

.0221 

.0027 

.78 

.0137 

.0008 

.46 

.0167 

.0229 

.0210 

.0019 

.81 

.0076 

.0011 

.40 

.0154 

.0266 

.0230 

.0036 

.45 

.0092 

.0006 

.66 

2.1 
2.0 
1.9 


Odor  In  1901,  vegetable  or  unpleasant,  becoming  stronger  on  heating.  - 
from  the  river,  just  above  the  drain  of  the  Nashua  Paper  Company. 

*  July  and  .\ugU8t. 


The  samples  wore  collected 
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nemasket  river. 
Nemasket  River. 

Chemical  Examination  of  Water  from  the  Nemasket  River,  below  Middleborough. 

[Parte  per  100,000,] 


Rbsiddk  ok 
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Appearance. 

EVAPOBA- 

Ammonia. 

NiTBOGEN 

o 

TION. 

o 
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a 
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a 
o 

ALBUMINOID. 

jj 

i< 
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s 
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1 

1  a 

c 
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9 

s 

1 

X 

In 
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El 

00 

U 
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ij 

b. 

H 

a 

m 

o 

^ 

S5 

O 

S 

1901. 

1 

35860 

Juno    5 

;  V.  Blight. 

Slight. 

1.00^ 

3.80 

2.00 

.0028 

.0224  .0200 

.0024 

0.46 

.0040 

.oooo' 

0.08 

0.6 

36216 

July    2 

Blight. 

Slight. 

1.05 

4.30 

2.65 

.0048 

.0332  .0320 

.0012 

0.47 

.0020 

.0001 

0.85 

0.6 

36687 

Aug.    7 

None. 

Slight. 

0.42 

4.15 

1.90 

.0032 

.02481.0204 

.0044 

0.52 

.0020 

.0002 

0.69 

0.6 

37101 

Sept.   5 

V.  slight. 

Cons. 

0.38', 

5.75 

2.50 

.0040 

.0282|. 02321. 0050 

0..50, 

.0040 

.0001 

0.6fi 

0.8 

87455 

Oct.     2 

V.  BliKht. 

Blight. 

0.47, 

4.65 

2.10 

.0114 

.0260  .0228  .0032, 

0.58 

.0050 

.0003 

0.77 

1.3 

37860 

Nov.    6 

V.  Blight. 

V.  slight. 

0.301 

3.50 

1.75 

.0112 

.0204  .0192  .0012 

1 

0.49 

.0030 

.0001, 

0.65 

0.8 

Averages  by 

Tears 

~ 

1898 
1899 
1900 
1901 

'                 I                         1 

-  -         1.271 

!          -        1          -         0.37 
i          -         0.34 

-  1          -         0.60 

4.90     2.83 
3.74     1.52 
4.25  ,  1.44 
4.36  !  2.15 

'.0031 
:.  00.50 
.0108 
,.0062 

.0301  .0278 
.0220  .0196 
.0230  .0202 
.0258  .0229 

.0023  0.48!|. 0013 
.0024  0.51'  .0037 
.0028  0.67   .0043 
.0029  0.50   .0033 

!i       1- 

.0000  1.33   0.9 
.0001  O.55I  0.5 
.0002  0.56   0.8 

.0001  0.77i  0.8 

1        1 

Odor  in  1901,  generally  diBtinctly  vegetable The  samples  were  collected  from  the  river,  at 

Muttock  dam. 

Neponset  River. 
Chemical  Examination  of  Water  from  the  Neponset  Biver,  above  Walpole. 


1901. 

1 

i 

36154 

June  27 

Slight. 

Cons. 

1.96 

6.40 

2.80 

.0140 

.0510 

.0400 

.0110 

0.63 

.0030  .0001  1.28 

I.O 

36533 

July  24  ■■ 

V.  slight. 

Cons. 

1.85 

7.25 

3.90 

.0200 

.0520 

.0445 

.0075 

0.45 

.0030  .00051  1.81 

1.8 

87082 

Sept.    3  1 

Slight. 

Cons. 

1.00 

6.30 

2.60 

.0140 

.0420 

.0340 

.0080 

0.37] 

.0020 

.OOOr  1.24 

1.3 

37348 

Sept.  24 

Blight. 

Cons. 

1.44 

6.10 

3.45 

.0040 

.0372 

.0324 

.0048 

0.57 

.0030 

.0002, 1.50 

0.6 

37727 

Oct.   24 

Slight. 

V.  slight. 

1.96 

5.85 

3.10 

.0020 

.0300 

.0268 

.0032 

0.38 

.0020 

.0000;  1.71 

1.0 

88176 

Nov.  23 

Slight. 

Cons. 

- 

9.35 

3.00 

.0148 
.0115 

.0352 

.0292  .0060 
0345   n^AT 

1.41 
0.63 

- 

.0048 

0.92 
1.41 

1.0 

Av... 

1.64 

6.71 

3.14 

.0412 

.0026 

.0009 

1.1 

1 

Odor  of  the  Sret  and  last  samples,  distinctly  unpleasant ;  of  the  others,  vegetable,  becoming  stronger 
on  heating. The  samples  were  collected  from  the  river  at  batting  mill  pond. 

Chemical  Examination  of  Water  from  the  Neponset  River,  below  Walpole. 


1    1901. 

1 

1 

36165     June 

'St 

Slight. 

Cons. 

1.50 

5.40     2.30 

.0064 

.0440 

.0344 

.0096 

0.45  .0040 

.0001' 

1.14   1.0 

36534  1  July 

24 

Slight. 

Cons. 

1.80 

7.16     3.50 

.0140 

.0485 

.0410 

.0075 

0.44  .0050 

.0004 

1.77    1.9 

37083  1  Sept. 

3 

Slight. 

Cons. 

1.00 

5.60     2.80 

.0.'?40 

.0380  .0345 

.0035 

0.36]  .0060 

.0004 

1.25,  1.4 

37349 

Sept 

24 

Slight. 

Cons. 

1.16 

6.05     3.25 

.0072 

.0324  .0284 

.0040 

0.46   .0010 

.0001 

1.32!  1.6 

37728 

Oct. 

24 

Decided. 

Cons. 

1.98 

6.80  1  4.15 

.0016 

.0360  .0296 

.0064 

0.45  .0030 

.0000 

1.78    1.4 

38177 

Nov. 

23 

Slight. 

Cons. 

1.10 

7.00  1  3.00 

.0080 
.0119 

.0276 
.0377 

.0224 

.0052 

0.86 
0.50 

.0090, 
.00471 

.0010 
.0003 

0.80 
1.34 

1.3 

Av... 

1.42; 

6.32 

3.17 

.0317 

.0060 

1.4 

Odor  of  the  first  sample,  distinctly  unpleasant;  of  the  others,  distinctly  vegetable. - 
were  collected  from  the  river,  just  below  Stetson's  pond. 


•  The  samples 
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XEPOXSET  RIVER. 

Chemical  Examination  of  Water  from  the  Xeponset  Biver  at  Norwood. 

[Parte  per  100,000.] 


Residue  on 

S       j 
"3 

Appearance. 

Evapora- 
tion. 

Ammonia. 

Nitrogen 

AS 

C 
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>> 

o 

ALBDMISOID. 

1      ■« 

.  1 
■a 

i, 

o 

3 

2       1 

1 

o 

B 

•3 

O 

a 

Is 

i 

Otal. 

ssolv 

e 

i 
s 

■2 
S 

S 

>4 

■s 

z 

- 

^            i            K 

O 

H 

iJ 

b< 

H  1    a 

CO       1 

u 

s; 

'A 

O 

U 

1901. 

1 

1 

36091 

June  21 

Decided.    Heavy. 

31.50 

10.75 

.0220 

.3240!. 1710 

.1530 

4.90 

.0040 

.0000 

3.74 

9.4 

37084 

Sept.   3 

Decided.    Cone. 

1.20 

17.75 

5.50 

.0680 

.1700.1110.059013.75 

.0030 

.0000 

1.92 

4.7 

37392 

Sept.  25 

Decided.    Heavy. 

- 

18.15 

5.80 

.0120 

. 1055!  .0620!. 0435  12.55 

- 

.0090 

3.14 

5.9 

37744 

Oct.   24 

Decided.    Heavj'. 

1.92 

30.00 

11.50 

.0090 

. 1800'. 1090, .0710  4.98 

.0050 

.0000 

1.86 

10.2 

38202 

Nov.  30 

Decided.    Cons. 

1.40 

17.00 

9.85 

. 01041.0604,. 0436;. 0168  1 1.62 

.0170 

.0011 

1.60 

3.3 

38480 

Dec.  26 

Decided.    Cons. 

1.00 

8.85 

3.50 

.0320 

.0700 

.0588  .0112  1.32 
.0926.0.191  3.19 

.0270 
.0112 

.0009 
.0018 

1.03 
2.21 

2.2 

At 

■ 

1.38 

j20.54 

7.82 

.0256 

.1517 

5  P 

i 

1 

Odor  of  No.  36091,  offensive;  of  No.  38480,  distinctly  unpleasant;  of  the  others,  distinctly  disagree- 
able.   The  samples  were  collected  from  the  river,  below  the  ink  works. 


Chemical  Examination  of  Water  from  the  Nejionset  River  at  Hyde  Park. 


1901. 

34517 

Jan.   21 

34857 

Feb.  25  ;! 

35229 

Mar.  25 

35467 

Apr.  22 

35726 

May  20  i 

36098 

.June  24  ; 

36942 

Aug.  26 

37397 

Sept.  27 

37638 

Oct.   21  ' 

38099 

Nov.  25  ' 

38424 

Dec.  23  1 

Decided. 

Decided. 

Slight. 

V.  slight 

Slight. 

Decided. 

Decided. 

Decided. 

Decided. 

Decided. 

Slight. 


Slight. 

Cone. 

Slight. 

Slight. 

Cons. 

Cons. 

Cons. 

Cons. 

Slight. 

Cons. 

Cons. 


0.88 

9.10 

3.75 

.0140 

i 
.0350i 

1.00 

11.10 

4.15 

.0215 

.0585 

0.76 

5.60 

2.35 

.0016 

.0348 

0.98 

4.90 

2.50 

.0008 

.0340' 

1.20 

5.85 

2.85 

.0060 

.0382 

1.20 

12.50 

4.40 

.0056 

.0960 

1.80 

16.10 

5.60 

.0200 

.0960 

1.20 

15.10 

5.35 

.0292 

.0756 

1.55 

9.10 

4.70 

.0210 

.0545, 

1.40 

13. .50 

5.40 

.0360 

.0790' 

1.30 

8.65 

4.00 

.0048 

.0352 

1 

.03201 
.0505 
.0304' 
.0280! 
.0348' 
.0548 
.0770' 
.0636 
.0485 
.0515' 
.0304 


.0030 

1.03 

.0220 

.0006 

1.23 

.0080 

1.33 

.0200 

.0008 

1.31 

.0044 

0.55 

.0050 

.0001 

0.96 

.0060 

0.57 

.0030 

.0001 

0.90 

.0034 

0.58 

.0040 

.0001 

1.10 

.0412 

1.53 

.0030 

.0003 

1.53 

.0190 

2.02 

.0030 

.0003 

2.17 

.0120 

1.86 

.0060 

.0012 

1.99 

.0060 

0.79 

.0020 

.0002 

1.85 

.0275 

2.24 

.0040 

.0009 

1.55 

.0048 

0.71 

1 

.0150 

.0002 

1.32 

3.4 
1.8 
2.0 
1.6 
4.3 
5.6 
4.7 
2.7 
3.6 
2.2 


Averages  by 

Tears. 

1888 

1.02 

6.77 

2.27 

.0030 

.0324     - 

_ 

0.83 

.0095 

.0002 

. 

. 

_ 

1893 

_ 

_ 

1.16 

7.70 

2.49 

.0151 

.0320  .0254 

.0066 

1.19 

.0154 

.0005 

0.95 

2.4 

_ 

1894 

_ 

_ 

1.14 

9.68 

2.69 

.0112  .0360!. 0277 

.0083 

1.64 

.0062 

.0002 

1.00 

3.0 

_ 

1895 

_ 

- 

1.04 

8.40 

2.81 

.0182 

.0365  .0312 

.0053 

1.18 

.0064 

.0001 

1.05 

3.0 

_ 

1896 

_ 

_ 

1.12 

8.35 

2.69 

.0137 

.0353. 0315  .0038 

1.22 

.0077 

.0001 

1.06 

2.7 

_ 

1897 

_ 

_ 

1.19 

8.79 

2.84 

.0193 

.0385:. 03331.0052 

1.28 

.0067 

.0001 

1.07 

2.9 

_ 

1898 

_ 

- 

i.n 

7.29 

2.H9 

.0097 

.0.3871.0315 

.0072 

0.88 

.0060 

.0002 

1.06 

2.4 

_ 

1899 

_ 

- 

0.90 

10.91 

3.38 

.0169 

.0697  .0463 

.0134 

1.39 

.0052 

.0002 

1.28 

8.6 

_ 

1900 

_ 

_ 

0.98 

8.87 

2.83 

.0229 

.0481  .0338 

.0143 

1.13 

.0058 

.0004 

1.10 

2.9 

- 

1901 

- 

- 

1.21 

10.14 

4.10 

.0146 

.0579  .0456 

.0123 

1.20 

.0079 

.0004 

1.45 

3.2 

Odor  Id  1901,  distinctly  unpleaeant  or  disagreeable. The  sanaples  were  collected  from  the  river, 

opposite  the  works  of  the  Hyde  Park  Water  Company,  above  the  thickly  settled  portions  of  the  town 
of  Hyde  Park. 
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NEPOXSET  RIVER. 

Chemical  Examination  of  Water  from  the  Neponset  River,  at  Milton  Loiver  Mills. 

[Parts  per  100,000.] 


s 

1 

o 

S 

a 

a 

.\PPEARANCE. 

KKSIDCK  OS 

EVAPOBA- 

TIO». 

Ammonia. 

E 

o 

O 

1.02 

JflTBOGKN 
AS 

1 

a 

go 
E 

5 

B 

o 

Xi 

s 

3  , 

•o 

CO 

O 

a 

s 

B 
O 

3 

ALBCMISOID. 

1 

a 

s 

■a 
> 
o 

as 

5 

•s 

•o 

,    B 

to 
C 

■s 

34875 

1901. 

Feb.  26 

Decided. 

Cods. 

_ 

9.15 

3.00 

.0140 

.0420 

.0855 

.0065 

.0250 

.0007 

0.89 

2.6 

Soigi 

Mar.  21 

Decided. 

Cons. 

0.75 

6.00 

2.60 

.0028 

.0376 

.0290 

.0086 

0.50 

.0150 

.0005 

0.85 

1.8 

35460 

Apr.  20 

Decided. 

Cons. 

0.85 

4.85 

2.40 

.0016 

.0296 

.0250  .0046 

0.51 

.0090 

.0001 

1.03 

1.7 

35736 

May  20 

Decided. 

Cons. 

1.16 

6.05 

2.65 

.0044 

.0428 

.0340 

.0088 

0.57 

.0140 

.0003 

1.12 

1.7 

36103 

June  24 

Decided. 

Cons. 

1.25 

8.65 

3.50 

.0256 

.0436 

.0180 

.0256 

0.87 

.0080 

.0006 

1.06 

3.3 

36445 

July  22 

Slight. 

Cons. 

1.50 

9.30 

4.00 

.0216 

.0612 

.0546 

.0066 

|..„ 

.0070 

.0003 

1.60 

3.1 

36902 

Aug.  23 

Decided. 

Cons. 

1.00 

9.60 

3.15 

.0352 

.0512 

.0412 

.0100 

1.21 

.0060 

.0014 

1.11 

3.3 

37333 

Sept.  24 

Decided. 

Heavy. 

1.00 

9.20 

3.70 

.0380 

.0430 

.0300 

.0130 

0.84 

.0050 

.0005 

1.19 

3.5 

37733 

Oct.  25 

Decided. 

Cons. 

1.40 

8.80 

4.90 

.0060 

.0430 

.0345 

.0085 

0.76 

.0080 

.0003  |l. 78 

2.6 

3S105 

Nov.  25 

,  Decided. 

Cons. 

0.80 

10.40 

3.65 

.0180 

.0460 

.0360 

.0100 

1.18 

.0120 

.0007|1.02 

3.0 

38414 

Dec.  21 

Decided. 

Slight. 

1.15 

7.15 

2.90 

1.0020 

.0320 
.0429 

.0250 
.0330 

.0070 
.0099 

0.47 
0  79 

.0150 

.0002 
.0005 

1.20 
1.17 

1.8 

\v... 

1.09 

8.10 

3.31 

.0154 

:.0113 

2.6 

I 

Odor,  generally  distinctly  unpleasant. The  samples  were  collected  from  the  river,  above  the  dam 

of  the  Walter  Baker  and  Company's  factory,  at  Milton  Lower  Mills. 

QUAIJOAG    RiVEK. 

(See  Chicopee  River.) 

QuiNEBAUG  River. 
Chemical  Examination  of  Water  from  the  Quinebaug  River,  above  Southbridge. 


36011 

1901. 

June  14 

Slight,      i  Cons. 

0.39 

3.25 

1.15 

.0028 

.0216 

.0168 

i: 

.0048' 0.15 

.0020 

.0001 

0.46 

1.0 

36275 

July    6 

Slight.       Cone. 

0.581 

5.30 

1.80 

.0244 

.0224 

.0164 

.0060  0.19 

.0020 

.0001 

0.43 

1.1 

36781 

Aug.  12 

V.  Blight.;  Cons. 

0.76 

4.35 

1.80 

.0132 

.0292 

.0268 

.0024 

|0.18 

.0090 

.0001 

0.55 

1.7 

37287 

Sept.  17 

t^light.        Cons. 

0.44 

3.90 

1.40 

.0072 

.0208 

.0180 

.0028  0.17 

.0030 

.0000 

0.53 

1.4 

37555 

Oct.     8 

Slight.       Cons. 

0.50 

4.45 

2.00 

1.0028 

.0236 

.0204 

.0032  0.15 

.0020 

.0001 

0.59 

1.4 

38081 

Nov.  21 

V.  slight.!  Slight. 

0.34 

4.10 

1.35 

.0008 
.0085 

.0186 
.0227 

.0150 
.0189 

.0036  0.26 
.0038 'O-IB 

.0050 
.0038 

.0002 
.0001 

0.46 
0.50 

1.0 

Av... 

1 

..[0.60J 
1        1 

4.22 

1.55 

1  3 

1 

i         : 

Odor,  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating.  - 
from  the  river  at  the  dam  above  Globe  Village. 


■  The  samples  were  collected 
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QTJIXEBAUG  RIVER. 

Chemical  Examination  of  Water  from  the  Qiiinebaug  River,  below  Southbridge. 

[Parts  per  100,000.] 


c 

o 

o 

2 

Appearance. 

Residde  on 
Evapora- 
tion. 

Ammonia. 

.5 
0 

Nitrogen 

AS            1 

•6 

i 

3 

i 

0 

a 

>^ 

X 

0 

Turbidity. 
Sediment. 

6 

1       „• 

ALBDMINOID. 

■3 

'    hi 
o 

J3 

8 

5 

■3 

it 

"3 

•a 

> 
0 

(5 

•6 
1  0 

01 

a 

c 
V. 

1901. 

36012 

JuDe  14 

|v.  Blight. 

Cone. 

.81 

3.40 

0.90 

.0048 

.0196 

.0144 

.0052 

0.18 

.0050 

.0001 

0.38 

1.1 

36276 

July    6 

1  Slight. 

Cons. 

.54 

3.85 

1.35 

.0388 

.0360 

.0152 

.0208 

0.21 

.0070 

.0003 

0.46 

1.0 

36782 

Aug.  12 

V.  slight. 

Cons. 

.42 

4.15 

1.85 

.0128 

.0268 

.0256 

.0012 

0.16 

.0060 

.0003 

0.48 

1.4 

37288 

Sept.  17 

Decided. 

Cons. 

.35 

5.90 

2.15 

.0072 

.0228 

.0116 

.0112 

0.19 

.0040 

.0001 

0.36 

2.7 

37556 

Oct.     8 

Decided. 

Cone. 

.55 

5.45 

2.. 30 

.0064 

.0248 

.0220 

.0028 

0.19 

.0030 

.0018 

0.61 

2.5 

38082 

Nov.  21 

Slight. 

V.  slight. 

.36 

4.40 

1.50 

.0180  .0092 

.0062 

.0030 

0.22 

.0050 

.0003 

0.45 

1.4 

Avei-ages  by  Years. 


1898 

- 

- 

.64 

4.18 

2.00 

.0064 

.0372 

.0309 

.0063 

0.18 

.0050 

.0003 

0.66 

1899 

- 

- 

.44 

4.32 

1.72 

.0071 

.0298 

.0229 

.0069 

0.23 

.0048 

.0002 

0.54 

1900 

- 

- 

.40 

4.31 

1.56 

.0168 

.0324 

.0211 

.0113 

io.25 

.0024 

.0003 

0.52 

1901 

- 

- 

.42 

4.52 

1.67 

.0147 

.0232 

.0158 

.0074 

0.19 

.0050 

.0005 

0.45 

0.8 

1.2 
1.0 
1.7 


Odor  in  1901 ,  faintly  vegetable  or  unpleasant,  becoming  stronger  on  heating. The  samples  were 

collected  from  the  river,  between  the  villages  of  Southbridge  and  Saundersdale. 

Salisbury  Plain  River. 

Chemical  Examination  of  Water  from  Salisbury  Plaifi  River,  below  Brockton. 


3.5969 

1001. 

.June  12 

Slight. 

Slight. 

.78 

8.40 

2.90 

.0480 

.0312 

.0264 

.0058 

1.15 

.1760 

.0020 

0.59 

2.7 

36315 

July  10 

Slight. 

Cons. 

.52 

13.40 

4.20 

.1960 

.0220 

.0180 

.0040 

1.82 

.1850 

.0340 

0.68 

3.9 

36778 

Aug.  14 

Slight. 

Cons. 

.24 

13.36   4.10 

.0188 

.0348 

.0148 

.0200 

2.17 

.2400 

.0160 

0.37 

3.5 

?7164 

Sept.  11 

Decided. 

CODB. 

.29 

11.30 

3.30 

.0108 

.0332 

.0280 

.0052 

1.57 

.0920 

.0048 

0.52 

3.0 

37948 

Nov.  13 

Decided. 

Cons. 

- 

13.70 

4.30 

.4500 

.0450 

.0340 

.0110 

2.00 

.2050 

.0040 

1.10 

3.9 

Averages  by  Years. 


- 

1898 

_ 

_ 

.96 

9.23 

3.68 

.0715 

.0386 

.0332 

.0054 

1.09 

.0917 

.0051 

0.88 

2,6 

- 

1899 

- 

- 

.34 

11.24 

2.97 

.0478 

.0263 

.0214 

.0049 

1.57 

.1572 

.0102 

0.43 

3,3 

- 

1900 

- 

- 

.39 

11.37 

2.90 

.1030 

.0316 

.0226 

.0090 

1,68 

.1882 

.0088 

0.54 

.3.2 

- 

1901 

- 

- 

.46 

12.08 

8,76 

.1447 

.0332 

.0240 

.0092 

1.74 

.1794 

.0122 

0.63 

3,4 

Odor  In  1901,  generally  distinctly  unplpasant. The  samples  were  collected  from  the   river,  at 

Plain  Street  bridge,  above  the  Bcwnge  pumptng  station. 


Seven  Mile  River. 

(See  Chicopee  River.) 
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SHAWSHEEy  RIVEK. 

Shaw.*!heen  River. 

Chemical  Exammatioyi  of  Water  from  the  Shawsheen  River,  above  Andover. 

[PiiriB  per  100,000.] 


o 
o 

1 

o 

2 

oa 

D 

APPEARAN'CE. 

Kesidub  OS 
Evapora- 
tion. 

AUMONIA. 

= 
u 

o 

J_ 

.43 
.34 
.32 
.36 

NITHOOBK 
AS 

i 

« 

c 
o 
O 

1 
>> 

K 

o 

c 

B 

'■3 

a 

5 

a 

o 

o 

b 

ALBDMIKOID. 

1 

s 

Total. 
Dissolved. 

•6 

■o 

1  s 

s  a 

•5 

OS 

B 

36306 
36751 
37160 

1001. 

July  10 

Aug.  14 
Sept.  11 

Slight. 

Slight. 
Decided. 

Cods. 
Cons. 
Cons. 

.57 
.76 
.47 

4.65 
5.45 
4.75 

2.20 
2.65 
2.40 

.0040 
.0080 
.0015 

.0372 
.0340 
.0370 

.0252 
.0304 
.0310 

.0120 
.0036 
.0060| 

.0050 
.0040 
.0040 

.0002 
.0001 
.0013 

0.64 
0.98 
0.76 
0.79 

1.1 

1.6 
1.7 

Av... 

i 

.60 

4.95 

2.42 

.0045 

.0361  .0289 

.0072 

.0043.0005 

1.5 

Odor,  distinctly  unpleasant, 
settled  portions  of  the  town. 


-The  samples  were  collected  from  the  river,  above  the  thickly 


Chemical  Examination  of  Water  from  the  Shaivsheen  River  above  the  Filler  Beds 
of  the  Andover  Sewage  Filtration  Area. 


36307 

1001. 

July  10 

Slight. 

Cone. 

.57 

5.30     2.20 

1                     '          1 
'.0024  .0300.0256.0044 

.43 

.0060  .0001 

0.59 

1.7 

S6749 

Aug.  14 

Decided. 

Cons. 

.80 

7.40     3.45 

.0080  .0564. 0484  .0080 

1          1          1 

.46 

.0050  .0003 

1.22 

2.0 

37158 

Sept.  11 

Decided. 

Cons. 

.45 

7.10  1  3.00 

. 0015'. 0400|. 0355  .0045 

.54 
.48 
.42 

.0030 
.0047 
.0047 

.0000 
.0001 
.0001 

0.84 
0.88 
0.81 

2.1 

rtr 

1901 

i 

.61 

6.60 

2.88 
2.52 

.0040  .042l|. 0365 

.0074.03581.0270 

1 

.0056 
.0088 

T.fl 

] 

Av... 

1900 

1 

.51 

5.67 

13 

! 

Odor  of  No.  36307,  distinctly  vegetable;  of  the  others,  distinctly  unpleasant. The  samples  were 

collected  from  the  river,  below  the  thickly  settled  poriions  of  the  town,  but  above  the  sewage  filtration 
area. 

Chemical  Examination  of  Water  from  the  Shawsheen  River  below  (lie  Filler  Beds 
of  the  Andover  Sewage  Filtration  Area. 


36308 

1901. 

July  10 

1 

1  Slight. 

Cods. 

.54 

6.00 

2.55 

.0084 

.0356 

.0238 

.0118 

.66 

.0130 

.0000 

0.60 

1.6 

36750 

Aug.  14 

Decided. 

Heavy. 

.78 

7.85 

3.45 

.0080 

.0576 

.0488 

.0088 

.56 

.0130 

.0021 

1.19 

2.0 

37159 

Sept.  11 

Decided. 

Cons. 

.47 

7.50 

3.25 

.0040 
.0068 

.0455 
.0462 
.0356 

.0380 
.0369 
.0274 

.0075 
.0093 
.0082 

.57 
.56 
.48 

.0070 
.0110 
.0100 

.0001 

0.88 
0.89 
0.76 

2.6 

Av... 

1901 

.60 

7.12 

3.08 

.0007 

?  1 

Av... 

1900 

.49 

5.75 

2.62 

.0077 

.0003 

1,5 

1 

' 

Odor  of  No.  3630S,  faintly  vegetable,  becoming  stronger  on  heating;  of  the  others,  distinctly  uiipleas' 
ant. The  samples  were  collected  from  the  river,  below  the  sewage  filtration  area. 


SunnuKv   Hivkij. 

(Soc  Concnril  Hirer.) 
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taunton  rivjer. 

Tauxton  Eiyer. 

Chemical  Fxammation  of  Water  from  Taunto7i  River,  at  State  Farm,  Bridgewater. 

[Parts  per  100,000.] 


Diitc  of  Collection. 

Appearasce. 

Kesidde  on  I 

EVAPORA-     ! 
TION. 
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NlTROGKN  i 
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5    . 
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1 

ALBUMINOID.      | 
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•a 
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o 

to 
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•o 

CO 

1 

IS 

1901. 

34656 

Feb.    4  ' 

Slight. 

V.  Blight. 

0.70 

5.55 

2.30 

.0068 

.0256 

.0208 

.0048 

.66 

.0270 

.0000 

0.90 

1.4 

34994 

Mar.    5 

Decided. 

Cons. 

0.80 

5.80 

2.25 

.0064 

.0340 

.0300  .0040 

.70 

.0340 

.0003 

0.96 

1.7 

35315 

Apr.    3 

Slight. 

V.  slight. 

1.02 

4.75 

2.75 

.0052 

.0268 

.02521.0016 

.46 

.0040 

.0000 

1.15 

1.1 

35575 

Apr.  30 

V.  Blight. 

Slight. 

1.18 

4.15 

2.25 

.0024 

.0248 

.0234 

.0014 

.42 

.0030 

.0000 

1.17 

O.ft 

35866 

Jane    5 

V.  Blight 

Cons. 

2.00 

4.80 

2.80 

.0044 

.0360 

.0314 

.0046 

.44 

.0080 

.0001 

1.60 

1.3 

36206 

July     1 

V.  Blight. 

Cong. 

1.24 

5.35 

3.10  ; 

.0088 

.0404 

.0348 

.0056 

.53 

.0080 

.0004 

1.28 

1.1 

36664 

Aug.   6 

Decided. 

Heavy. 

0.85 

7.30 

4.80 

.0048 

.0564 

.0320 

.0244 

.54 

.0010 

.0000 

1.91 

O.S 

37099 

Sept.   3 

V.  slight. 

Cons. 

0.80 

5.25 

2.85 

.0080 

.0316 

.0252  .0064 

1 

.62 

.0050 

.0002 

0.76 

1.1 

38224 

Dec.    3 

Decided. 

Cons. 

1.20 

7.25 

3.50 

.0100 

.0368 

.0276 

.0092 
.0069 

.84 
.58 
.77 

.0150 

.0002 

1.40 
1.24 
0.98 

1.6 

Av... 

•1901 

1.09 

5.58 

2.96 

.0063 

.0347 
.0276 

.0278 

.0117 

.0001 

1  ?• 

Av... 

1900 

0.78 

6.04 

2.22 

.0053 

.0242 

.0034 

.0147 

.0001 

^  "^ 

Odor  in  1901, 
the  water  works 


generally  distincUy  unpleasant. The  samples  were  collected  from  the  river,  near 

pumping  station. 


Chemical  Examination  of  Water  from  the  Taunton  River,  above  Taunton. 


36073 

1001. 

June  20 

V.  Blight. 

V.  Blight. 

1.74 

5.25 

1.00 

.0060 

.0312 

.0290 

.0022J 

.64 

.0100 

.0002 

1.66 

1.1 

36885 

Aug.  22 

V.  Blight. 

Slight. 

0.70 

4.60 

2.00 

.0052 

.0272 

.0266 

.0016, 

.58 

.0040 

.0002 

0.84 

1.3 

37279 

Sept.  20 

Slight. 

Slight. 

0.53 

6.10 

2.10 

.0036 

.0208 

.0176 

.0032 

.69 

.0140 

.0000 

0.61 

1.6 

37625 

Oct.   17 

V.  Blight. 

Slight. 

1. 00 

6.05 

2.65 

.0038 

.026S 

.0250 

.0018 

.69 

.0170 

.0000 

0.94 

1.8 

38072 

Nov.  21 

V.  slight. 

Slight. 

0.63 

6.05 

2.35 

.0078 

.0232 

.0210 

.0022 

.67 

.0150 

.0003 

0.77 

1.1 

Averagei  by  Tears, 


- 

1890 

- 

- 

0.94 

5.76 

2.66 

.0019 

.0303 

.0281 

.0022 

.61 

.0034 

.0001 

0.96 

1.2 

- 

1900 

- 

- 

0.66 

6.92 

2.01 

.0070 

.0248 

.0229 

.0019 

.72 

.0100 

.0002 

0.76 

1.1 

- 

1901 

- 

- 

0.52 

1 

6.21 

2.02 

.0053 

.0258 

.0236 

.0022 

.63 

.0120 

.0001 

0.96 

1.4 

Odor  In  1901,  dlBiinctly  vegetable  or  unploaBant. The  eampleB  were  collected  from  the  river» 

oppoBltc  the  pumping  Htatlon  of  the  Taunton  water  workr. 
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TAUNTON  RIATER. 

Chemical  Examinalion  of  Water  from  the  TaioUon  River,  beloiv  Taunton. 

[Parts  per  100,000.] 


c 

ts 

o 

U 
o 

* 

a 
S 

Appearance. 

Residue  on 
i    evapoba- 

TIOS. 

Ammonia. 

c 

Nitrogen  : 

AS            1 

"3 

s 

3 
O 

o 

e 

1 
»« 

O 

H 
3 

1 

X 

o 

I 

Total. 

Loss  oil 
Ignition. 

ALBUMINOID. 

m 

1 

o 

■a 
> 

8 

oo 

5 

■d 
v 

,1 

3a 

CO 

m 
a 

3 

■2 

a 
S 

1901. 

1 

S6074 

June  20 

V.  slight. 

Cons. 

1.76 

5.60     2.40 

|.0108 

.0276 

.0268 

.0008 

0.58 

.0140 

.0004 

1.55 

1.0 

36386 

Aug.  22 

Slight. 

Slight. 

0.76 

5.50     2.05 

.0156.0272 

.026oLooi2 

0.71 

.0090 

.0006 

0.60   1.8 

37280 

Sept.  20 

Decided. 

Cons. 

0.69 

;  6.40 

2.00 

.0316  .0244  .02161. 0028|  0.93 

.0140 

.0006 

0.67    1.7 

37624 

Oct.   17 

V.  slight. 

Cods. 

0.82 

1  6.15 

2.60 

1.0116  .0250 

.0238 

.0012 

0.72 

.0150 

.0000 

0.82   1.7 

38073 

Nov.  21 

Slight. 

Cons. 

1. 00 

1  7.10 

3.20 

.0768  .0332'. 0294 

.0038 

0.86 

1 

.0150 

.0008 

0.95   1.8 

Averages  by 

Tears 

• 

- 

1898 

- 

- 

1.39 

6.89 

2.82 

.0095 

.0296;. 0269  .0027  10.64 

.0O87J.OO03 

1.24 

1.3 

- 

1899 

- 

- 

0.93 

6.31 

2.48 

.0176 

.03171.0279  .003S|  0.72 

.0060,  .0004 

1.04 

1.2 

- 

1900 

1 

- 

0.71 

6.89 

1.91 

.0205 

.0286.0258i.0028Jjl.06 

.01121.0006 

0.76    1.5 

- 

1901 

1.01 

6.15 

2.45 

.0293 

. 0275!. 0255^. 0020' 0.76 

.01341.0005 

1 

0.92    1.6 

Odor  in  1901,  generally  distinctly  vegetable. The  samples  were  collected  from  the  river,  at  the 

wharf  of  the  Taunton  gas  works,  below  the  bridge  at  Weir. 


Tex  Mile  River. 

Chemical  Examination  of  Water  from  Teji  Mile  River,  below  Attleborough, 


35945 

1901. 

June  10 

Slight. 

Cons. 

1.00 

5.15 

2.25 

.0146 

.0352 

.0280 

.0072 

0.48 

.0150 

.0004 

0.75 

1.7 

36209 

July    8 

Slight. 

Cons. 

0.72 

5.75 

^.15 

.0108 

.0168 

.0130 

.0038 

0.68 

.0090 

.0003 

0.63 

1.6 

36728 

Aug.  13 

Decided. 

Cons. 

0.30 

5.90 

1.90 

.0028 

.0330 

.0234 

.0096 

0.76 

.0100 

.0004 

0.42 

1.8 

37134 

Sept.   9 

Decided. 

Cods. 

0.21 

6.45 

2.10 

.0004 

.0336 

.0168 

.0168 

0.91 

.0200 

.0003 

0.40 

2.0 

37510 

Oct.     8 

Decided. 

Slight. 

0.24 

6.60 

2.25 

.0044 

.0304 

.0212 

.0092 

0.76 

.0200 

.0003 

0.45 

2.2 

87924 

Nov.  11 

Slight. 

Cons. 

0.27 

6.70 

2.05 

.0172 

.0252 

.0190 

.0062  0.69 

.0590 

.0008 

0.43 

1.8 

Averages  by 

Years 

• 

- 

1899 

- 

- 

0.71 

6.39 

2.16 

.0072 

.0379  .0288 

.0091 

0.62 

.0133 

.0004 

0.74 

1.7 

- 

1900 

- 

- 

0.63 

6.33 

1.74 

.0145 

.0354  .0241 

.0113 

0.82 

.0184 

.0006 

0.55 

1.9 

- 

1901 

0.46 

{  6.09 

2.12 

.0084 

.0290  .0202 

! 

.0088 

..:, 

.0222 

.0004 

0.51 

1.8 

Odor  of  No.  37924,  faintly  unpleasant,  becoming  stroniier  on  heating; 
becoming  stronger  on  heating  The  samples  were  collcctod  from  the 


of  the  others,  faintly  vegetable 
river,  below  Dodgevillo. 
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"WARE  BIVER. 


Wx^EE    ElYEE. 

(See  Chicopee  River.) 


Westfield  River. 

Chemical  Examination  of  Water  from  the  Middle  Branch  of  the  Westfield  River  at 

Huntington. 

[Parts  per  100,000.] 


ItfcSIDUE   OS 

c 

Appeabasce. 

EVAPOKA- 
TION. 

Ammonia. 

Nitrogen 

AS 

•c 

i 

iJ 

-• 

ALBDMIKOID. 

c 

o 

>^ 

« 

l          •a 

^ 

.   i 

o 

«; 

o 

^ 

o 

1 

o 

« 

°|> 

a 

"3 

9           ffl 

o    ;  ,  c 

1 

a 

2 

s 

1 

1 

e 

u. 

X 

Z 

S 

c- 

s, 

O 

6- 

iJ 

^ 

e5 

Q      I  30 

a 

'A 

2; 

o 

33 

1901. 

1 

34330 

Jan.     3 

None. 

V.  Blight. 

.08 

3.10 

0.65 

.0008  .0068 

.00641.0004 

.13 

.0070 

.0000 

.22 

1.3 

34486 

JaD.    16 

Xone. 

V.  slight. 

.05 

3.10 

1.00 

.0006  .0054 

.0046  .0008 

.12 

.0160 

.0000 

.15 

2.0 

34805 

Feb.   18 

None. 

V.  alight. 

.00 

3.10 

0.85 

.0000. 0066;. 0060  .0006, 

.11 

.0170 

.0000 

.12 

1.6 

85016 

Mar.    6 

None. 

V.  slight. 

.08 

2.00 

0.50 

.0000.0070  .0058  .0012; 

.14 

.0150 

.0002 

.24 

1.7 

36317 

Apr.    3 

Slight. 

V.  slight. 

.19 

2.75 

1.25  ! 

.0004. 0108  .0098  .0010; 

.08 

.0050 

.0000 

.34 

1.0 

35581 

Jlay     1 

V.  slight. 

V.  slight. 

.12 

2.80 

1.35  i 

.0000  .00921.0074  .0018. 

.08 

.0030 

.0000 

.21 

1.1 

35864 

June    5 

V.  slight. 

V.  slight. 

.10 

2.80 

1.00 

.0004  .0082  .0074'. 0008 

.07 

.0050  .0000 

.36 

•1.4 

36237 

July    3 

None. 

Slight. 

.10 

4.25 

1.50 

.00421.0112  .0102  .0010 

.13 

.0070  .0000 

.17 

1.7 

37168 

Bept.  H 

None. 

V.  Blight. 

.09 

3.90 

1.15 

.0004 '.0076 

.0072  .0U04! 

.12  i 

.0020 

.0001 

.24 

2.3 

37476 

Oct.     2 

None. 

V.  slight. 

.18 

3.15 

1.25  ; 

.00001.0078 

.0074  .0004^ 

.09 

.0020 

.0000 

.39 

2.0 

37854 

Kov.    5  ' 

None. 

None. 

.06 

2.70 

0.85  1 

.0004;. 0094 

.0082  .00121 

.09 

.0040 

.0000 

.26 

1.3 

38241 

Dec.    4 

None. 

V.  slight. 

.08 

2.65 

1.00 

.0006 

.0114 

.0114  .0000 
.0079  .0008 

.0060  .0003 

1 

.14 
.11 
.09 

.0070 

.0000 

.24 
.25 
.20 

1.1 

Av.*. 

1901 

.10 
.09 

3.02 

1.05 

.0006 

.0087 

.0071  .0000 
.0043  .0000 

1  5 

Av... 

1900 

3.21 

0.91 

.0004 

.0063 

1  ft 

1 

Odor  in  October,  November  and  December,  1901,  faintly  vegetable;  at  other  times,  none,  occasion- 
ally becoming  faintly  vegetable  or  unpleasant  on  heating. 

Chemical  Examination  of  Water  from  the  East  Branch  of  the  Westfield  River,  at 

Huntiiigton. 


34329 
34485 
34804 
35015 
36316 
35580 
3586;J 
86236 
36668 
37167 
37475 
37853 
38240 


Av. 


1901. 

Jan.  3 
Jan.  16 
Feb.  18 
Mar.  6 
April  8 
May  1 
June  5 
July  3 
Aug.  7 
Sept.  11 
Oct.  2 
Nov.  5 
Dec.    4 


1001 


Av, 


1900 


None. 
V.  slight. 
None. 
None. 
Slight. 
V.  slight. 
V.  slight. 
None. 
Slight. 
None. 
V.  Blight. I 
None. 
V.  slight 


V.  slight.  .13 
V.  Bligbt.i.08 
None.  (.02 
None.  .08 
Slight.  .22 
V.  slight. 1. 20 
V.  Blight.;. 20 
Slight.  L05 
Cons.  .10 
V.  Hlighl.  .10 
V.  Blight  .32 
V.  Blight.  .16 
V.  slight.  .11 

14 


.14 


3.25 
3.15 
3.20 
2.40 
2.85 
2.60 
3.00 
4.30 
3.45 
3.50 
4.05 
2.66 
3.25 

3.20 


0.75 
1.00 
0.90 
0.60 
1.35 
1.25 
1.15 
1.25 
1.45 
1.25 
1.85 
0.85 
1.25 


3.32 


1.17 
1.00 


.0004 

.0084 

.0074 

1 

.ooio! 

.13 

.0090 

.0000 

.30 

.0014 

.0126 

.0110 

.0016 

.14 

.0130 

.0000 

.21 

.0002 

.0070 

.0070 

.oooo! 

.11 

.0180 

.0000 

.13 

.0000 

.0098 

.0088 

.OOlOi 

.14 

.0100 

.0001 

.26 

.0014 

.0200 

.0148 

.00521 

.08 

.0080 

.0000 

.33 

.0004 

.0102 

.0088 

.0014 

.08 

.UU20 

.0000 

.30 

r.0014 

.0128 

.0108 

.0020; 

.07 

.UOIO 

.0000 

.36 

.0014 

.0070 

.0062 

.0008' 

.12 

.0100 

.0000 

.16 

.0006 

.0110 

.0074 

.0036, 

.10 

.0020 

.0001 

.20 

.0004 

.009ti 

.OUftO 

.0010 

.12 

.0020 

.0000 

.30 

.0006 

.0128 

.0126 

.0002,  .09 

.0010 

.0002 

.54 

.0006 

.0002 

.0080 

.0012   .08 

.0040 

.0000 

.80 

.0004 
.0007 
.0006 

.0104 
.0109 
.0087 

.0102 
.0094 
.0083 

.0002 
.0015 

.0004 

1 

.12 
.10 

^1 

.0060 

,0000 
.0000 

.36 
,29 
.29 

.0067 
.0053 

,0000 

1.4 
2.0 
1.4 
1.6 
0.8 
1.0 
1.0 
1.7 
1.7 
1.8 
1.8 
1.3 
1.1 

1.4 

1.4 


Odor  in  October,  November  and  December,  1001,  faintly  vegetable;  at  other  times,  none,  occasion- 
ally becoming  faintly  vegetable  or  unplcaBant  on  heating. 

♦  Where  more  than  one  sample  was  collected  in  a  moriih,  the  mean  analysis  for  that  month  haB  been 
used  in  making  the  average. 
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WESTFIEJLD  RIVER. 

Chemical  ExamincUion  of  Water  from  the  Westfield  River,  above  Westfield. 

[Parts  per  100,000.] 


5 

i 

« 

o 
O 

o 

S 

c: 
O 

Appearance. 

Kksidck  ok 
Evapora- 
tion. 

Ammonia. 

6 

B 

NiTBOOKN 
AS 

s 

a 

B 

o 
O 

1 
M 

o 

2 

3 

8- 

1 

Si 

c 

o 

8 

i 

00 

o 

1       ALBDMINOID. 

S 
1 

c 

1 

s 

Free. 
Total. 

> 
1 

5 

•a 
,  c 

CO 

00 

00 

B 

a 

S 

1901. 

35955 

June  11 

V. Slight.!  Slight. 

.18 

3.00 

1.00 

.0000  .0106  .0096 

.0010 

.10 

.0040 

.0000 

.32 

1.7 

36269 

July    8 

V.  slight. 

V.  Slight. 

.09 

3.90 

1.25 

.0026  .0118  .0090  .0028 

.15 

.0040;  .0002 

.27 

2.1 

36691 

Aug.   8 

V.  slight. 

Cone. 

.18 

3.95 

1.60 

.0018  .0174  .01281.0046 

.08 

.004o!.0002 

.39 

1.8 

37189 

Sept.  10 

V.  slight. 

V.  Blight. 

.17 

4.70 

2.20 

.0010  .0094  .0076!. 0018 

.09 

.0050'. 0001 

.35 

2.1 

37881 

Nov.    7 

V.  slight. 

V.  slight. 

.10 

3.85 

1.35 

.0006.0098  .00881.0010 

1          1          1 

.11 

.0050  .0004 

.32     2.0 

Averages  by  Tears. 


1898 

- 

- 

.25 

4.12 

1.03 

.0015 

.0130 

.0101 

.0029 

.11 

.0027 

.0001 

.32 

1899 

- 

- 

.17 

4.18 

1.32 

.0012 

.0142 

.0121 

.0021 

.14 

.0024 

.0000 

.34 

1900 

- 

- 

.23 

4.48 

1.36 

.0011 

.0133|.0125 

.0008 

.15 

.0055 

.0000 

.43 

1901 

- 

- 

.14 

1 

3.88 

1.4S 

.0012 

.0118 

.0096 

.0022 

.11 

.0044 

.0002 

.33 

1.6 
2.0 
2.2 
1.9 


Odor  in  Juno  and  August,  IHOl,  none;  at  other  times,  faintly  vegetable  or  unpleasant, 
samples  were  collected  from  the  river,  above  the  thickly  settled  portions  of  the  town. 


■The 


Chemical  Examination  of  Water  from  the  Westfield  River,  below  Westfield. 


35965 

1901. 

June  11 

V.  slight. 

V.  Blight. 

.21 

5.90 

1.70 

.0036 

.0122 

.0106 

.0016 

.12 

.0170 

.0015 

.30 

1.6 

36298 

July    9 

Slight. 

Slight. 

.12 

4.80 

1.60 

.0060 

.0228 

.0180 

.0048 

.25 

.0060 

.0003^ 

.30 

2.1 

36678 

Aug.   7 

Slight. 

Cons. 

.15 

4.95 

1.60 

.0070 

.0322 

.0194 

.0128 

'.22 

.0090 

.0005 

.35 

2.3 

37181 

Sept.  11 

V.  slight. 

Cons. 

.14 

6.50 

2.15 

.0112 

.0268 

.0208 

.0060 

.22 

.0050 

.0006 

.40 

2.5 

37482 

Oct.     4 

V.  Blight. 

Slight. 

.25 

4.40 

2.05 

.0014 

.0234 

.0216 

.0018 

.19 

.0040 

.0001 

.63 

2.0 

37857 

Nov.    5  j 

V.  slight. 

V.  slight. 

.12 

3.90 

1.15 

.0022 

.0152 

.0130 

.0022 

.n 

.0100 

.0002: 

1 

.30 

2.0 

Averages  by  Tears. 


1898 
1899 
1900 
1901 


3.98 
4.96 
5.01 
4.91 


1.62 
1.60 
1.44 
1.71 


.0069  .0147 
.0083  .0222 
.0173  .0271 
.0052.0221 


.0113.0034 
.0179  .0043 
.0220  .0051 
.0172  .0049 


.0087 
.0052 
.0087 
.0085 


.0002 
.0002 
.0006 
.0005 


1.7 
2.3 
2.2 
2.1 


Odor  in  Juno,  1901,  none;   at  other  times,  faintly  vegetable  or  unpleasaDt,  becoming  stroDger  on 
heating. The  samples  were  collected  from  the  river,  at  Miitineuguc. 


SUMMAKY 


AVATER  SUPPLY  STATISTICS; 


KECORDS  OF  RAINFALL  AND  FLOW  OF  STREAMS. 
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SUMMARY  OF  AVATER  SUPPLY  STATISTICS. 


A  public  water  supply  was  introduced  during  the  year  1901  for 
the  first  time  into  the  town  of  Scituate,  making  the  total  number  of 
cities  and  towns  in  the  State  provided  with  public  water  supplies 
167.  At  the  end  of  the  year  the  State  contained  33  cities  and  320 
towns,  and  all  of  the  cities  and  134  towns  w^erc  provided  with  pul)lic 
water  supplies.  The  following  tal)le  gives  the  classilication  b}'  popu- 
lation of  cities  and  towns  having  and  not  having  public  water  sup- 
plies Dec.  31,  1901.  The  populations  are  taken  from  the  census  of 
1900. 


rOPULATIOK 

(1900). 


Number  of 
riacps  of  Given 

I'opiilatlon 
liavlnp  a  Pub- 
lic Water 
Supply. 


Under  500, 

500-999, 

1,000-1,499, 

1,500-1,9*99, 

2,000-2,499, 

2,500-2,099, 

3,000-3,499, 

3,500-3,999, 

4,000-4,499, 

4,500-4,999, 

Above  5,000, 

Totals, 


Total 
Population  of 

Places 

in  Preceding 

Column. 


0 
1,650 
13,994 
15,893 
24,429 
18,755 
32,018 
33,123 
29,878 
42,170 
2,355,861 


2,567,771 


Number  of 

Places  of  Given 

Populiitliin 

not  having  a 

Public 

Water  Supply. 


186 


Total 
PopulatiDn  of 

Placen 

in  Preceding 

Column. 


37 

13,383 

51 

39,792 

36 

43,435 

33 

56,669 

13 

29,003 

6 

16,598 

3 

10,020 

5 

18,590 

1 

4,364 

0 

0 

1 

5,721 

237,575 


From  the  totals  given  in  the  table  it  will  ])e  seen  that,  although 
but  47  per  cent,  of  the  total  mim!)er  of  cities  and  towns  in  the  State 
have  a  public  water  supply,  yet  the  total  population  of  the  places 
supplied  represents  91.5  ^ler  cent,  of  the  whole  population  of  the 
State.  In  this  estimate  of  the  total  population  of  municipalities 
supplied,  all  the  inhabitants  in  thorn  are  included,  and  it  consequently 
includes  rather  more  than  the  actual  number  of  persons  to  whom  a 
pulilic  water  supply  is  available;  the  ditleronce,  however,  is  not 
larjze. 
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There  are  now  ten  towns  having,  by  the  census  of  1900,  a  popu- 
lation exceeding  3,000  which  are  not  provided  with  public  water 
su^jplies.     These  are  given  in  the  following  table  :  — 


Tows. 

Population  in 
1900. 

Town. 

Population  in 
1900. 

BlackBtone, 

Barnstable 

Chelmsford, 

Pepperell, 

Tewksbury, 

5,721 
4,364 
3,984 
3,701 
3,683 

Dartmouth, 

Dudley, 

Templeton, 

Sutton 

Hardwick, 

3,669 
3,553 
3,489 
3,328 
3,203 

In  the  following  table  the  various  water  supplies  are  classified 
according  to  the  dates  when  a  fairly  complete  system  w^as  introduced 
into  a  city  or  town  :  — 


Yeah. 

Number  of 

Places 
supplied. 

Ykar. 

Number  of 

Places 
supplied.     , 

Previous  to  1850,         .... 

6 

1890-1899,  

32 

1850-1859 

4 

1900 

2 

1860-1869 

10 

44 

1901 •       .        .        . 

Total 

1 

1B70-1879,     

167 

1880-1889 

68 

Of  the  167  cities  and  towns  having  pul)lic  supplies,  all  of  the  cities 
and  82  of  the  towns,  having  an  aggregate  population  of  2,328,432, 
own  their  works,  while  51  towns,  having  a  population  of  239,339, 
are  wholly  supplied  by  private  companies. 

The  following  ta)>le  gives  statistics  with  regard  to  the  consumption 
of  water  in  cities  and  towns  in  this  State  where  such  records  are 
kept.  The  populations  for  1901,  as  given  in  the  table,  were  ob- 
tained by  adding  one-fifth  of  the  increase  in  ])opuIation  from  1895 
to  1900  to  the  population  as  determined  ))y  the  census  taken  in  the 
latter  year.  The  daily  consumption  of  water  per  inhabitant  has 
been  obtained  Ijy  dividing  the  average  daily  consumption  by  the 
estimated  total  population  of  the  city  or  town  in  1901.  The  quantity 
obtained  in  this  ma))ncr  is  somewhat  less  than  the  average  quantity 
used  per  consumer,  because  there  arc  in  all  cities  and  towns  a  greater 
or  less  number  of  j)Coplc  wlio  do  not  use  tlu;  public  water  su})ply. 
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The  difterence  between  the  number  of  inhabitants  and  the  number 
of  consumers  would  account  to  a  large  extent  for  the  low  rate  per 
inhabitant  in  sonic  of  the  towns  where  works  have  been  in  operation 
for  a  short  time  only  and  where,  in  consequence,  water  has  not  been 
generally  introduced,  or  in  those  towns  where  there  are  villages  to 
which  the  public  water  su})ply  has  not  been  extended.  In  some 
towns  the  population  during  the  summer  months  is  much  greater 
than  that  as  shown  by  the  census  returns,  and  in  such  cases  the  con- 
sumption per  inhal)itant,  as  given  in  the  table,  is  somewhat  higher 
than  it  would  be  if  allowance  were  made  for  the  increased  popula- 
tion in  summer. 

Statistics  in  regard  to  the  consumption  of  water  in  i)revious  years 
in  those  cities  and  towns  in  the  State  where  records  have  l)een  kept 
are  given  on  pages  589-616  of  the  annual  report  for  the  year  1900. 


Slatistics  relating  to  the  Corisumption 

of  Wdttr  in  Various  Cities  and  Torvns. 

City  or  Town-. 

Esti- 
mated 
Topula- 
tlon  in 

1901. 

Average 

Daily 
Consump- 
tion. 

Gallons. 

1901. 

Dally 
Consump- 
tion per 
Inhabi- 
tant. 
Gallons. 
1901. 

City  or  Tows. 

Esti- 
mated 
I'opula- 
tion  in 

1901. 

Average 

Daily 
Consump- 
tion. 

Gallons. 

1901. 

Dally 
Consump- 
tion per 
Inhabi- 
tant. 
Gallons. 
1901. 

Metropolitan  water 
district. 

844,800 

101,492,000 

120 

Falrhaven, 

3,613 

206,000 

57 

Abington  and  Rock- 
land. 

9,833 

376,000 

38 

Fall  River, 

107,995 

3,618,000 

34 

Amesbury, 

9,370 

416,000 

44 

1  Falmouth, 

3,669 

153,000 

42 

Andover, . 

6,947 

480,000 

69 

Foxborough,    . 

3,275 

166,000 

51 

Attleborotjgb, . 

11,944 

405,000 

34 

Framtngbam,  . 

11,660 

447,000 

38 

Avon, 

1,764 

64,000 

36 

FrankllD, . 

4,993 

162,000 

33 

Ayer, 

2,515 

93,000 

37 

Gardner,  . 

11,139 

876,000 

79 

Beverly,   . 

14,300 

1,018,000 

71 

Gloucester, 

25,703 

990.000 

39 

Blllerlca, . 

2.815 

58,000 

21 

Grafton,  . 

4,823 

82,000 

17 

Bralntree, 

6,115 

479,000 

78 

Groton,    . 

2,024 

57,000 

28 

Bridijewater  and  12. 

Brldgewater. 
Brockton, 

9,081 
41,443 

218,000 
1,226,000 

24 
30 

Hullistoo, 
Hopkinton, 

2,574 
2,551 

34,000 
38,000 

13 
15 

Brookllne, 

20,689 

1,902,000 

92 

HjdePark,      . 

13,528 

848,000 

63 

Cambridge, 

93,935 

7,690,000 

82 

Ipswich,  . 

4,646 

103,000 

22 

Canton,    . 

4,674 

197,000 

1 
43 

Lawrence, 

64,638 

3,108,000 

43 

Cottage  City,   . 

1,112 

100,000 

90 

Longmeadow, . 

849 

67,000 

80 

Danvers    and    Jlid- 
dleton. 

9,453 

780,000 

82 

Lowell,    . 

97,089 

7.059,000 

73 

Dedbara,  . 

7,506 

621,000 

83 

L>  nn  and  Saagne,  . 

74,946 

4,606,000 

60 

Eaathampton,  . 

5,766 

602,000 

104 

Manchester,     . 

2,651 

235,000 

89 

Baston,     . 

4,914 

116,000 

24 

Mansfield, 

4,063 

147,000 

36 
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Statistics  relating  to  the  Constimption  of  Water  in  Various  Cities  and  Towns 

Concluded. 


CiTT  OR  Tows. 

Esti- 
mated 
Popula- 
tion in 

1901. 

Average 

Daily 
Consump- 
tion. 

Gallons. 

Daily 
Consump- 
tion per 
Inhabi- 
tant. 
Gallons. 

CiTT  OR  Town. 

Esti- 
mated 
Popula- 
tion in 

1901. 

Average 

Daily 
Consump- 
tion. 

Gallons. 

Daily 
Consump- 
tion per 
Inhabi- 
tant. 
Gallons. 

1901. 

1901. 

1901. 

1901. 

Marblehead,    . 
Marlborough,  . 

7,5S4 
13,335 

480,000 
502,000 

63 

38 

Randolph  and  Hol- 

brook. 
Reading,  . 

6,268 
6,019 

224,000 
157,000 

36 
31 

Maynard, 

3,152 

146,000 

46 

Rockport, 

4,453 

217,000 

49 

Methuen,  . 

7,876 

328,000 

42 

Rutland,  . 

1,405 

77,000 

56 

Middleborough, 

6,924 

224,000 

32 

Salem, 

36,253 

2,867,000 

79 

Milford  and  Hope- 
dale. 
MlUbury, 

14,088 
4,308 

716,000 
200,000 

51 

46 

Sharon,     . 
Stoughton, 

2,129 
5,476 

60,000 
173,000 

28 
32 

Milton,      . 

6,790 

263,000 

39 

Taunton,  . 

31,820 

1,738,000 

55 

Montague, 

6,168 

452,000 

73 

Tisbury,  . 

1,178 

51,000 

43 

Nantucket, 
Natlck,     . 

3,004 
9,623 

126,000 
366,000 

42 
38 

Wakefield    and 

Sioneham. 
Walpole,  . 

15,667 
3,688 

1,157,000 
192,000 

74 
52 

Needham, 

4,117 

231,000 

66 

Wallhara, 

24,002 

2,291,000 

95 

New  Bedford, 

63,880 

5,891,000 

92 

Ware, 

8,385 

319,000 

38 

Newburyport, 

14,463 

606,000 

42 

Wareham,    Onset 

Bay. 
Webster, . 

3,445 

27,000 

8 

Newton,   . 

34,786 

1,844,000 

63 

8,805 

463,000 

53 

North  Andover, 

4,378 

83,000 

19 

Wellesley, 

5,241 

244,000 

46 

North  Attleborough 

7,388 

276,000 

33 

Weston,   . 

1,859 

46,000 

25 

North  Brookfield,   . 

4,577 

231,000 

50 

Whitman, 

6,235 

125,000 

20 

Norwood, 

5,661 

330,000 

58 

Winchendon,  . 

5,103 

86,000 

17 

Orange,    . 

5,552 

149,000 

27 

Woburn,  . 

14,269 

1,169,000 

82 

Peabody, . 

11,726 

1,117,000 

95 

Worcester, 

122,352 

9,014,000 

74 

Provlncetown, 

4,185 

115,000 

28 

Eainfall. 

The  average  yearly  rainfall  in  Massachusetts,  as  deduced  from  loiig- 
continued  observations  in  various  parts  of  tlic  State,  is  45.54  inches. 
The  average  rainfall  for  the  year  1J)01  in  these  places  was  51.1)G  inches, 
making  an  excess  for  the  year  1901  of  6.42  inches.  The  greatest 
excess  occurred  in  tlio  months  of  March,  April,  May  and  December, 
while  the  rainfall  in  .laiiu.-ii-y,  Fobi-uary,  June,  Octolicr  and  Novcm- 
boi-  was  (-onsidcrably  less  than  the  normal  for  those  months. 

Tli(,'  followinjj  table  grives  the  normal  rainfall  in  the  State  for  each 
month  as  deduced  from  tlu!  observations  at  various  placets  for  a  long 
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period  of  years,  together  with  the  average  rainfall  at  those  ])laces 
for  each  month  in  1901  and  the  departures  from  the  normal :  — 


January, 
February, 
March, 
April,  . 
May,  . 
June,  . 
July,    . 


Annual 
Kainfall. 


3.92 
3.73 
4.10 
3.47 
3.80 
3.17 
3.84 


Kainfall. 
1001. 


Excess  or 
Deficiency. 
I      1901. 

Inches. 


1.97 
0.98 
6.67 
7.57 
6.79 
1.30 
4.62 


—1.95 
—2.75 
+2.47 
+4.11 
+2.99 
—1.87 
+0.78 


August, 

September, 

October. 

November, 

December, 

Total, 


Annual 
Rainfall. 


Kainfall. 
1901. 


I  Excess  or 
I  Detlciency. 
I      1»01. 

I     Inches. 


4.30 

4.53 

3.35 

3.33 

4.05 

3.12 

4.16 

2.19 

3.86 

8.99 

45.54 

51.96 

+0.23 
—0.02 
—0.93 
—1.97 
+5.33 

+6.42 


Flow  of  Streams. 

The  flow  of  streams  for  the  year  1901,  as  indicated  l)y  the  records 
of  the  Sudbury  River,  was  considerably  in  excess  of  the  normal. 
The  flow  during  the  months  of  January,  February,  jNIarch,  October 
and  November  was  less  than  the  normal,  the  flow  during  the  remain- 
ing  months  being  in  excess  of  the  normal.  The  greatest  excess 
occurred  in  the  months  of  Ai)ril,  May  and  December. 

In  order  to  show  the  relation  between  the  flow  of  the  Sudbury 
River  during  each  month  of  1901  and  the  normal  flow  of  the  same 
river,  as  deduced  from  observations  during  the  twenty-seven  years 
from  1875  to  1901  inclusive,  the  following  table  has  been  prepared. 

The  area  of  the  water-shed  of  the  Sudbury  River  above  the  point 
of  measurement  is  75.2  square  miles. 

Table  showing  the  Average  Monthly  Flow  of  Sudbury  River  for  the  Year  1901  in 
Cubic  Feet  per  Secofid  per  Square  Mile  of  Draifiage  Area  and  in  Gallons  per 
Day  per  Square  Mile  of  Drainage  Area,  also  Departures  from  the  Normal 
Flow. 


Normal  Flow. 

Actual  Flow  fob  1901. 

EXCBSS  OR   DEFICIBNCY. 

Month. 

Cubic  Feet 

per 

Second 

per  Square 

Mile. 

Qallons  per 

Day 
per  Square 

Mile. 

Cubic  Feet 

per 

Second 

per  Square 

Mile. 

Gallons  per 

Day 

per  $c|iiare 

Mile. 

Cubic  Feet     _  „ 

p^r           Gallons  per 

Second              Day 

per  Square     Per  Square 

Mile.               Mile. 

January 

February 

March,         .... 

April 

May, 

June 

July 

August 

September, 

October,      .... 
November,  .... 
December 

1.864 
2.923 
4.523 
3.211 
1.800 
0.743 
0.300 
0.466 
0.368 
0.802 
1.4.30 
1.710 

1,205,000 

1,889,000 

2,923,000 

2,075.000 

1,163,000 

480,000 

194,000 

301,000 

238,000 

518,000 

924,000 

1,105,000 

0.676 
0.464 
4.263 
6.506 
4.671 
1.165 
0.474 
0.656 
0.472 
0.638 
0.734 
4.170 

437,000 
300,000 
2,755,000    1 
4,204,000    ' 
2,954,000 
753,000    1 
306,000     j 
424,000 
305,000 
412.000 
474.000 
2,695,000 

-1.188 
-2.459 
—0.260 
+3.295 
+2.771 
+0.422 
+0.174 
+0.190 
+0.104 
—0.164 
-0.696 
+2.460 

—768,000 

—1,589,000 

-168,000 

+2.129,000 

+1,791,000 

+273.000 

+112.000 

+123,000 

+67,000 

—106.000 

—450,000 

+I.,i90,000 

Average, 

1.673 

1,081,000 

2.077 

1,342,000 

+0.404           +261,000 
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The  next  table  shows  the  weekly  fluctuation  during  1901  in  the 
flow  of  three  of  the  streams  which  were  carefully  measured,  viz., 
the  Sudbury,  the  south  branch  of  the  Nashua  and  the  Merrimack 
rivers.  The  flow  of  these  streams,  particularl}^  the  Sudbury  and  the 
south  branch  of  the  Nashua,  serves  to  indicate  the  flow  of  the  other 
streams  in  eastern  Massachusetts. 

The  water-shed  of  the  Sudbury  River  above  the  point  of  measure- 
ment is  75.2  square  miles;  of  the  Nashua,  119  square  miles;  of 
the  Merrimack,  4,664  square  miles. 


VTeek  endisg 

Flow  in  Cubic  Feet  per 

Second  per  Square  Mile  of 

Water-shed. 

Week  ending 

Flow  in  Cubic  Feet  per 

Second  per  Square  Mile  op 

Water-shed. 

Sunday. 

Sudbury 
Klver. 

South 
Branch 
Nashua 

River. 

Merrimack 
Kiver. 

Sunday. 

Sudburi' 
River. 

South 
Branch 
Nashua 

River. 

Merrimack 
River. 

1901. 

Jan.      6, 

0.928 

1.157 

0.838 

1901. 

July     7, 

0.052 

0.666 

0.547 

13, 

0.866 

0.951 

0.688 

14, 

0.493 

0.775 

0.689 

20, 

0.740 

1.108 

0.725 

21, 

0.198 

0.896 

0.536 

27, 

0.611 

0.920 

0.703 

28, 

0.275 

0.733 

0.650 

Feb.     3, 

0.506 

0.738 

0.630 

Aug.    4, 

0.962 

1.111 

0.782 

10, 

0.530 

0.678 

0.536 

11. 

0.667 

0.885 

1.277 

17, 

0.439 

0.629 

0.506 

18, 

0.376 

0.709 

0.997 

24. 

0.389 

0.573 

0.519 

25, 

1.071 

0.732 

0.708 

March  8, 

0.424 

0.746 

0.481 

Sept.    1, 

0.664 

1.008 

0.841 

10, 

1.575 

1.058 

0.576 

8, 

0.434 

0.683 

0.589 

17, 

6.678 

4.788 

2.033 

15, 

0.418 

0.543 

0.555 

24, 

4.088 

4.875 

2.039 

22, 

0.692 

0.630 

0.618 

31, 

6.034 

5.869 

4.233 

29, 

0.183 

0.507 

0.515 

April    7, 

8.704 

11.316 

4.810 

Oct.      6, 

0.554 

0.666 

0.528 

14, 

7.682 

7.112 

8.896 

13, 

0.186 

0.636 

0.512 

21, 

3.213 

3.428 

3.637 

20, 

1.642 

1.660 

1.675 

28, 

7.392 

9.900 

5.456 

27. 

0.429 

0.784 

0.870 

May     5, 

3.995 

4.066 

3.387 

Nov.    3, 

0.489 

0.600 

0.665 

12, 

3.425 

2.943 

2.247 

10, 

0.212 

0.639 

0.611 

19, 

3.6S6 

2.923 

2.506 

17, 

0.361 

0.780 

0.642 

26, 

5.540 

4.851 

4.567 

24, 

0.555 

0.650 

0.068 

Jane    2, 

5.786 

6.292 

4.336 

Dec.     1, 

1.916 

1.160 

0.730 

0. 

1.990 

2.409 

2.504 

8, 

1.239 

0.967 

0.620 

16, 

0.885 

1.412 

1.577 

15, 

3.664 

5.928 

1.218 

23, 

0.696 

1.033 

0.910 

22, 

4.641 

4.525 

4.458 

30, 

0.480 

1.007 

0.822 

29, 

3.878 

3.711 

1.616 
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The  following  table  gives  the  rainfall  upon  the  Sudbury  River 
water-shed  and  its  total  yield  expressed  in  inches  in  depth  on  the 
water-shed  (inches  of  rainfall  collected)  for  the  year  1901,  together 
with  the  average  of  the  records  of  twenty-seven  years,  from  1875  to 
1901  inclusive  :  — 


Rainfall,  i?i  Inches,  received  and  collected  on  Sudbury  Water-shed. 


' 

1901. 

Mkak  FflK  27  Ykabs, 
1875-1901. 

Kalnfall. 

Kalnfall 
collected. 

Per  Cent, 
collected. 

Rainfall. 

Rainfall     Per  Cent, 
collected,    collected.. 

January,   . 

1.82 

0.779 

42.7 

4.26 

2.149 

50.5 

February, 

1.52 

0.483 

31.7 

4.33 

3.068 

70.9 

March, 

6.57 

4.912 

74.8 

4.66 

5.215 

114.4 

April, 

8.60 

7.257 

84.4 

3.42 

3.582 

104.7 

May 

7.23 

5.269 

72.9 

3.51 

2.075 

59.1 

June, 

1.38 

1.299 

94.1 

2.88 

0.828            28.7 

July,.        . 

5.71 

0.545 

9.6 

3.79 

0.345 

9.1 

AugUBt, 

4.57 

0.756 

16.0 

4.10 

0.536 

13.1 

September, 

3.30 

0.527 

16.0 

3.24 

0.412 

12.7 

October,    . 

2.82 

0.734 

26.1 

4.30 

0.925 

21.5 

November, 

2.90 

0.819 

28.3 

4.22 

1.596 

37.8 

December, 

e.69 

4.808 

49.6 

3.78 

1.971 

52.1 

Totals  and  averngeH, 

56.11 

28.188 

50.2 

46.39 

22.702 

48.9 

The  Sudbury  River  records  are  particularly  valuable  as  a  basis  for 
estimating  the  yield  of  other  water-sheds  in  Massachusetts,  V)olh  on 
account  of  the  accuracy  with  which  the  measurements  have  been 
made  and  the  absence  of  al)normal  conditions,  which  would  unfavor- 
ably affect  the  results. 

The  following  table  gives  the  records  relative  to  the  yield  of  this 
Avater-shed  for  each  of  the  past  twenty-seven  years,  the  flow  from 
the  water-shed  l)eing  expressed  in  gallons  per  day  per  square  mile 
of  water-shod,  in  order  to  render  the  table  more  convenient  for  use 
in  estimating  the  i)rol)al)le  yield  of  wator-sheds  used  as  sources  of 
water  supply. 
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Yield  of  the  Sudbury  River  Water-shed  in  Gallons  per  Day  per  Square  Mile. 


Mo 

S-TH. 

1875, 

1876. 

1877. 

1878. 

1879. 

1880. 

18SI. 

■January,  . 

103,000 

643,000 

658,000 

1,810,000 

700,000 

1,121,000 

415,000 

February, 

1,496,000 

1,3(38,000 

949,000 

2,465,000 

1,711,000 

1,787,000 

1,546,000 

March,      . 

1,604,000 

4,435,000 

4,813,000 

3,507,000 

2,330,000 

1,374,000 

4,004,000 

April, 

3,049,000 

3,292,000 

2,394,000 

1,626,000 

3,116,000 

1,168,000 

1,546,000 

May, 

1,188,000 

1,139,000 

1,391,000 

1,394,000 

1,114,000 

514,000 

965,000 

June, 

870,000 

222,000 

597,000 

506,000 

413,000 

176,000 

1,338,000 

July, 

321,000 

183,000 

202,000 

128,000 

158,000 

177,000 

276,000 

August,    . 

396,000 

405,000 

121,000 

475,000 

395,000 

119,000 

148,000 

September, 

207,000 

184,000 

60,000 

160,000 

141,000 

80,000 

197,000 

October,  . 

646,000 

234,000 

632,000 

516,000 

71,000 

101,000 

186,000 

November, 

1,302,000 

1,088,000 

1,418,000 

1,693,000 

206,000 

205,000 

395,000 

December, 

584,000 

454,000 

1,289,000 

3,177,000 

462,000 

175,000 

776,000 

Av.  for  whole  year. 

972,000 

1,135,000 

1,214,000 

1,452,000 

894,000 

578,000 

979,000 

At.  for  dries 

t  6lX 

mon 

thB, . 

574,000 

384,000 

502,000 

532,000 

230,000 

143,000 

830,000 

Mo 

STH. 

1888. 

1883. 

1884. 

1885. 

1886. 

1887. 

1888. 

January,  . 

1,241,000 

335,000 

995,000 

1,235,000 

1,461,000 

2,589,000 

1,053,000 

February, 

2,403,000 

1,033,000 

2,842,000 

1,364,000 

4,800,000 

2,829,000 

1,951,000 

March, 

2,839,000 

1,611,000 

3,785,000 

1,572,000 

2,069,000 

2,868,000 

3,237,000 

April, 

867,000 

1,;!50,000 

2,853,000 

1,815,000 

1,947,000 

2,620,000 

2,645,000 

May, 

1,292,000 

938,000 

1,030,000 

1,336,000 

720,000 

1 ,009,000 

1,632,000 

June, 

529,000 

300,000 

417,000 

426,000 

203,000 

414,000 

422,000 

July, 

86,000 

115,000 

224,000 

62,000 

115,000 

114,000 

117,000 

August,    . 

05,000 

78,000 

257,000 

240,000 

94,000 

214,000 

380,000 

September, 

306,000 

91,000 

44,000 

121,000 

118,000 

111,000 

1,155,000 

October,  . 

299,000 

186,000 

83,000 

336,000 

148,000 

190,000 

1,999,000 

November, 

210,000 

205,000 

176,000 

1,178,000 

873,000 

868,000 

2,758,000 

December, 

314,000 

193,000 

926,000 

1,174,000 

1,020.000 

648,000 

3,043,000 

Av.  for  whole  year, 

862,000 

633,000 

1,129,000 

901,000 

1,087,0110 

1,154,000 

1,697,000 

Av.  for  drlc 

ft  bIx 

mor 

ths, . 

211,000 

145,000 

200,000 

391,000 

223,000 

234,000 

953,000 

*  The  area  of  the  Bndbury  River  water-shed  used  In  making  up  these  records  Included  water  sur- 
fucuH  amounting  to  abOut  2  percent,  of  the  whole  area,  from  1876  to  1878  inclusive,  HiibHoquently  in- 
creasing by  the  construction  of  storage  reservoirs  to  about  3  por  cent,  in  1870,  to  3.5  per  cent,  in  1885,  to 
4  per  cent  In  1894  and  to  6.5  j)er  cent.  In  1898.  The  water-shed  also  contains  extonsivo  areas  of  swampy 
land,  which,  though  covered  wllh  water  at  times,  are  not  Included  In  the  above  percentages  of  water 
siirfucea. 
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Yield  of  the  Sudbury  River  Watershed  in  Gallons  2^er  Day  per  Square  Mile  — 

Conclmled. 


Month. 

1889. 

1800. 

1891. 

1892. 

1893. 

1894. 

1895. 

January 

2,782,000 

1,254,000 

3,018,000 

1,870,000 

433,000 

693.000 

1,034,000 

February, 

1,195,000 

1,529,000 

3,486,000 

943,000 

1,542,000 

991,000 

541,000 

March, 

1,339,000 

3,643,000 

4,453,000 

1,955,000 

3,245,000 

2,238,000 

2,410,000 

April,       . 

1,410,000 

1,875,000 

2,397,000 

871,000 

2,125,000 

1,640,000 

2,515,000 

May,      .  . 

880,000 

1,366,000 

582,000 

1,259,000 

2,888,000 

840,000 

636,000 

June, 

653,000 

568,000 

414,000 

428,000 

440,000 

419,000 

174,000 

July. 

633,000 

108,000 

149,000 

214,000 

158,000 

161,000 

231,000 

August,    . 

1,432,000 

132,000 

163,000 

280,000 

181,000 

209,000 

229,000 

September, 

824,000 

458,000 

203,000 

229,000 

108,000 

150,000 

89,000 

October,  . 

1,230,000 

2,272,000 

210,000 

126,000 

221,000 

374,000 

1,379,000 

November, 

1,941,000 

1,215,000 

305,000 

697,000 

319,000 

836,000 

2,777,000 

December, 

2,241,000 

997,000 

544,000 

485,000 

797,000 

716,000 

1,782,000 

Av.  for  whole  year. 

1,383,000 

1,285,000 

1,315,000 

781,000 

1,037,000 

770,000 

1,152,000 

Av.  for  driest  eiz  months, . 

944,000 

747,000 

239,000 

327,000 

237,000 

356,000 

460,000 

Month. 

180C. 

1897.         1898. 

1899. 

1900. 

1901. 

Mean  for 
27  Years. 
1875  10 
1901, 
inclusive. 

January,  . 

1,084,000 

845,000 

1,638,000 

2,288,000 

794,000 

437,000 

1,205,000 

February, 

2,676,000 

1,067,000 

3,022,000 

1,381,000 

3.800,000 

300,000 

1,889,000 

March,     . 

3,835,000 

2,565,000 

2,604,000 

4,205,000 

3,654,000 

2,755,000 

2,923.000 

April, 

1,494,000 

1,515,000 

1,829,000 

2,521,000 

1,350,000 

4,204,000 

2.075.000 

May, 

360,000 

915,000 

1,246,000 

611,000 

1,312,000 

2,954,000 

1.163,000 

June, 

399,000 

962,000 

530,000 

66,000 

316,000 

753,000 

480,000 

July, 

95,000 

658,000 

231,000 

19,000 

—18,000 

306,000 

194,000 

August,    . 

57,000 

591,000 

1,107,000 

—35,000 

—34,000 

424,000 

301,000 

September, 

388,000 

182,000 

369,000 

94,000 

65,000 

305,000 

238,000 

October,  . 

'    592,000 

94,000 

1,160,000 

115,000 

186,000 

412,000 

518,000 

November, 

659,000 

909,000 

1,986,000 

304,000 

663,000 

474,000 

924,000 

December, 

657,000 

1.584,000 

1,799,000 

220,000 

1,096,000 

2,695,000 

1,105,000 

Av.  for  whole  year. 

1,019,000 

991,000 

1,450,000 

973,000 

1,082,000 

1,342,000 

1,081,000 

Av.  for  driest  six  months, . 

314,000 

564,000 

777,000 

93,000 

194,000 

445,000 

441,000 

EXPERIMENTS 
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Purification  of  Sewage  and  Water 

AT  THE 

LAWRENCE  EXPERIMENT  STATION, 

During  the  Year  1901. 
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EXPERIMENTS  UPON  THE  PURIFICATION  OF  SEWAGE  AND 
WATER  AT  THE  LAWRENCE  EXPERIMENT  STATION.* 


By  Harry  W.  Clark,  Chemist  of  the  Board. 


The  following  report  presents  a  summary  of  the  investigation& 
upon  the  purification  of  sewage  and  water  made  at  the  Lawrence 
Experiment  Station  during  the  year  1901  and  the  results  obtained. 
Considerable  other  Avork  has  liccn  done  at  the  station  during  the 
year  in  connection  with  various  investigations  made  ))y  the  Board, 
such  as  the  examination  of  sea  water  and  shellfish  from  uncontami- 
nated  and  sewage-polluted  sources,  the  treatment  of  mill  wastes^ 
etc.,  the  results  of  which  either  have  been  or  will  be  given  in  special 
reports  of  the  Board. 

PURTFICATIOX    OF    SeWAGE. — DlSCUSSIOX    OF    THE    CHARACTER    OF 

THE  Effluents  of  Filters  of  Coarse  Materials. 
A  special  study  has  been  made  at  Lawrence  during  1901,  as  for 
several  years  past,  of  filters  constructed  of  coarse  materials  and 
operated  at  high  rates,  although  intermittent  sand  filters  have  also 
l)een  kept  in  operation.  The  efiluents  of  the  intermittent  sand  filters 
at  the  station  are,  during  a  very  large  portion  of  the  year,  not  only 
well  purified  but  are  also  clear  and  |)ractically  free  from  odor.  There 
is,  however,  a  period  of  the  year  when  these  effluents  are  not  as^ 
cfiicientl}'  purified  as  might  perhaps  be  desired,  nor  of  as  good  an 
ap[)earance  as  during  the  remainder  of  the  year.  It  is  true,  never- 
theless, that  even  when  turbid  they  resemble  in  this  respect  a  large 
proportion  of  the  efiluents  of  the  filters  of  coarse  material  Avhich  we 
have  operated  at  much  higher  rates,  these  coarse  filters  being  poor 
strainers,  as  the  considerable  size  of  the  pieces  of  the  materials  of 
Avhich  they  are  constructed  allows  much  suspended   mineral  and 

*  The  work  hns  been  cnrried  on  under  the  general  supervielon  of  Hirnm  F.  Mllla,  A.M.,  C.E.,  member 
of  the  Stnte  Bonrd  of  Health,  with  the  writer  in  direct  rhnrge.  A  full  account  of  the  work  done  at 
the  Lawrence  Kxpt'rlment  Station  for  the  years  188S  and  18S9  is  contained  In  a  special  report  of  the  State 
■Roord  of  Health  upon  the  purification  of  sewage  and  water,  1890.  A  similar  account  for  the  years  1890 
and  1891  is  contaimd  in  the  twenty-lhird  annual  report  of  the  Board  for  1891.  Since  1S91  the  results  have 
been  published  yearly  In  the  annual  reports. 
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organic  matter  present  in  the  sewage  to  pass  through  them  and  appear 
in  their  effluents.  There  is  this  diflerence,  however,  in  the  etHu- 
ents  from  the  two  classes  of  filters  :  when  the  efHuents  of  sand  filters 
are  turbid  and  of  poor  appearance,  they  are  generall}-  low  in  nitrates  ; 
while  the  efiiuents  of  the  coarse  filters  may,  and  when  the  filters  are 
In  good  operation  do,  contain  high  nitrates,  notwithstanding  their  tur- 
bidity, due  to  the  mineral  and  organic  matters  in  suspension  in  them. 
In  previous  j^ears,  while  investigations  have  been  made  of  the 
degree  of  purification  of  sewage  that  could  be  obtained  by  these 
filters  of  coarse  material  and  of  the  degree  of  nitrification  that  would 
take  place  within  them  when  operated  in  difl'erent  ways  and  at  dif- 
ferent rates,  etc.,  comparatively  little  study  has  been  made  of  the 
degree  of  bacterial  oxidation  which  the  organic  matter  left  in  sus- 
pension and  in  solution  in  such  efiiuents  has  undergone,  and  the  lia- 
bility of  its  changing  —  that  is,  putrefying  or  oxidizing  —  after 
flowing  from  the  filters.  A  knowledge  of  the  condition  of  this  or- 
ganic matter  is  of  great  importance,  however,  owing  to  the  consid- 
erable amount  generally  present,  and  during  1901  much  time  has 
been  devoted  to  studying  this  point  quite  thoroughly  with  the  idea 
of  determining,  if  possible,  the  degree  of  purification  and  change 
of  organic  nitrogen  to  nitrates  which  it  is  necessary  to  accomplish 
in  contact  or  other  coarse  filters  to  ensure  stable  effluents.  In  other 
words,  to  find  the  extent  of  the  bacterial,  chemical  and  mechanical 
or  straining  action  necessary  in  the  filters  to  produce  effluents  which, 
while  perhaps  turbid  and  poor  in  appearance,  will  not  deteriorate 
after  the  effluent  has  passed  from  the  filter,  owing  to  the  stable  char- 
acter of  the  remaining  organic  matter.  Studies  have  also  been 
carried  on  to  determine  the  chemical  examinations  of  the  effluent 
which  are  necessary  to  determine  this  point  satisfactorily.  These 
studies  and  their  results  arc  given  largely  in  a  special  paper  beyond, 
but  there  is  given  here  a  brief  statement  of  the  character  of  the 
matter  in  suspension  in  the  effluents  and  experiments  showing  the 
great  difference  between  it  and  the  organic  matter  in  suspension  in 
the  sewajje. 

CirAI{ACTER    OF    ORGANIC    MaTTER    IN    EfFI.UENTS    OF    CONTACT    AND 

Other  Filters  of  Coarse  Material. 
As  an  example  of  the  character  of  the  matter  in  suspension  in  the 
effluents  of  some  of  our  coarse  filters  the  results  of  experiments  with 
the  sediment  in  the  cflluonts  of  Filters  Nos.  135  and  136  may  be  taken. 
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During  the  year  1901  these  filters,  to  be  more  fully  described  beyond, 
have  been  continued  in  operation.  They  are  constructed  of  broken 
stone  and  receive  sewage  in  what  we  have  called  the  intermittent 
continuous  method,  — that  is,  a  stream  of  sewage  passes  through  the 
filters  at  least  twenty  hours  daily,  but  always  in  contact  with  aii-,  — 
and  the  average  rate  of  operation  of  each  filter  during  1901  Avas  ap- 
proximately 1,400,000  gallons  per  acre  daily.  The  broken  stone 
of  which  they  are  constructed  is  of  so  large  a  size  that  the  filters  are 
poor  strainers,  and  a  considerable  portion  of  the  matter  in  suspen- 
sion in  the  sewage  eventually  passes  through  them  and  escapes  in 
their  etfiuents,  a  large  amount,  however,  being  changed  to  s()lul)le 
forms  and  nitrified.  It  is  evident  from  observation  that  very  little 
of  the  matter  in  suspension  in  the  applied  sewage  of  one  day  escapes 
in  the  efiiuent  of  that  day,  and  it  has  been  found  that,  notwithstand- 
ing the  large  amount  of  sediment  in  their  eflluents,  these  effluents 
will  remain  without  change  in  the  warm  laboratory  for  considerable 
periods.  Examinations  and  analyses  of  this  matter  in  suspension, 
which  settles  out  readih',  show  clearly  that  a  portion  of  it  has 
undergone  such  bacterial  and  chemical  changes  while  passing  through 
the  filter  that  it  is  both  in  character  and  in  appearance  very  different 
from  the  sediment  separated  from  untreated  sewage,  while  other 
portions  are  probably  stable  matters,  such  as  cellulose  primarily 
present  in  the  sewage,  which  have  had  easily  decomposable  sub- 
stances separated  from  them  and  oxidized  during  their  passage 
through  the  filter.  Analyses  of  the  matters  in  suspension,  filtered 
out  from  sewage  and  from  the  effluents  of  Filters  Nos.  135  and  136 
and  dried,  oave  the  following  characteristic  results  :  — 


Analyses  of  Sediments  from  Sewage  and  Effl 

uenls  of  Fillers  Xos  135  and  1 36. 

Sewage 
Sediment. 

Sediment  of 
Filter  No.  135. 

i^edlmeiit  of 
Filter  No.  136. 

Per  cent,  of  total  nitrogen  (Ejeldahl),         .... 

a.  37 

1.37 

1.41 

Per  cent,  of  nitrogen  determined  as  albuminoid  ammonia, 

1.30 

.70 

.78 

Per  cent,  that  albuminoid  ammonia  is  of  total  nitrogen 

(Ivjeldulil). 
Albuminoid  ammonia,  parts  per  100,000 

55.00 
1,575.00 

51.00 
851.00 

55.30 
952.00 

Loss  on  ignition,  parts  per  100,000 

58.60 

27.60 

31.60 

These  analyses,  although  proving  that  about  50  per  cent,  of  the 
organic  matter  in  suspension  in  the  sewage  was  not  present  in  the 
effluents,  show  incompletely  the  physical  and  chemical  ditt'erences 
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between  the  sewage  and  the  effluent  sediments.  The  effluent  sedi- 
ment, when  dried,  is  distinctly  different  from  the  soAvage  sediment 
in  that  it  is  granular  and  loam-like  in  appearance,  brown  in  color, 
inoJSensive  in  odor,  very  slowly  changed  b}^  bacterial  action,  and 
even  when  wet  absorbs  oxygen  slowly.  In  fact  much  of  this  matter 
is  apparently  as  stable  as  the  organic  matter  or  hunms  in  ordinary 
loam.  The  following  experiment  illustrates  its  slow  oxygen  absorp- 
,  tion,  and  in  this  experiment  comparisons  are  made  of  the  stability 
of  the  sediment  from  the  filters  just  discussed  Avith  that  of  sediment 
from  other  coarse  filters  operating  less  favorably. 

Oxygen  ahsorhed  by  Sediment  from  Filter  Effiiients  and  Sewage 

Sludge. 
Sewage  and  effluents  were  filtered  through  paper  and  the  matter 
which  was  collected  was  carefully  dried  at  a  low  temperature.  Two- 
tenths  of  a  gram  of  the  several  sediments  were  placed  in  glass- 
stoppered  ])ottles  holding  4,000  cubic  centimeters,  these  bottles  then 
being  filled  with  water,  closed  tightly,  and  incubated  at  80°  F.  for  five 
days.  River  water  was  used  and  an  equal  volume  of  this  water  was 
incubated.  At  the  end  of  five  days  the  samples  were  examined  for 
dissolved  oxygen  by  siphoning  from  the  large  bottles  into  dissolved 
oxygen  bottles  and  determining  as  usual.  The  result  of  the  experi- 
ment was  as  follows  :  — 


Sample. 

Welt'lit 

taken 

(Gnuns). 

Milllpramsof 
Oxygen 
In  Water. 

Mllliffranis  of 
Oxygen  in 
Water  after 
Five  Days. 

JlilliKramsof 
OxyRen 
absorbed. 

River  water,  .        .        • 

Filler  No.  134,  Bedlment  and  river  water,  . 
Filter  No.  135,  Bediment  and  river  water.  . 
Filter  No.  136,  Bediment  and  river  water,  . 
Filter  No.  137,  Hedinoent  and  river  water,  . 
Sewage  Btdiment  and  river  water 

.2 

.2 
.2 
.2 
.2 

54.4 
54.4 
54.4 
MA 
54.4 
54.4 

29.2 
39.2 
32.8 
24.4 
11.6 
0.0 

25.2 
15.2 
21.6 
30.0 
42.8 
64.4 

Studying  this  experiment  we  lind  that  the  wattu-  in  the  bottles 
containing  the  sediment  from  Filters  Nos.  KM  and  135  contained  at 
the  end  of  five  days'  incubation  as  much  or  more  oxygen  than  did 
the  river  water  itself  at  the  end  of  the  period  of  incubation.  The 
water  in  the  bottle  containing  sediment  from  Filter  No.  136  con- 
tained  slightly  less   oxygen   than  the  river  water  at  the  end  of  the 


No.  34.]  PURIFICATIOX   OF   SEWAGE.  275 

period,  while  the  matter  strained  out  from  sewage  consumed  all  the 
oxygen,  and  the  matter  from  Filter  No.  137  consumed  a  consider- 
able percentage  of  it. 

This  experiment  was  repeated  with  the  same  volume  of  water 
and  weight  of  sediment,  and  the  results,  expressed  somewhat  differ- 
ently, were  as  follows  :  — 


Experiments  •with  Water  axd  Sediments  (River  Water  saturated  with  Oxtoen). 


Dissolved 

Oxygen  at  Knd 

of  Five  Days 

(I'er  Cent. 

ot  Saturation). 


River  water  at  end  of  five  days,  . 
Filler  No.  134  sediment  and  river  water, 
Filter  No.  135  sediment  and  river  water, 
Filter  No.  136  sediment  and  river  water, 
Filter  No.  137  sediment  and  river  water. 
Sewage  sediment 


90.0 
100.0 
100.0 
76.0 
36.0 
1.5 


Filters  Nos.  134,  135  and  136  were,  at  the  time  the  experiment 
w'as  made,  in  a  state  of  active  nitrification,  while  in  Filter  Xo.  137 
nitrification  Avas  feel)le.  All  these  filters  Avere  producing  elUuents 
containing  much  matter  in  suspension.  Studies  of  the  character  of 
these  sediments  are  being  continued. 

Comparison  of  the  Effluents  of  Contact  and  Intermittent 
Continuous  Filters. 
In  connection  with  this  subject  of  the  degree  of  purification  pro- 
duced by  contact  and  intermittent  continuous  filters,  and  especially 
in  regard  to  the  nature  of  the  organic  matter  left  in  suspension  and 
in  solution  in  these  efHuents,  continual  comparisons  have  been  made 
during  the  year  between  the  contact  filters  and  the  deep  filters  oper- 
ated in  what  we  have  called  the  intermittent  continuous  manner. 
These  studies  have  proved  quite  conclusively  that,  while  the  inter- 
mittent continuous  filter  of  coarse  material  is  perhaps  more  difficult 
to  operate  on  account  of  the  necessity  of  uniform  distriliution  of  the 
sewage  over  the  surface,  etc.,  yet  with  the  sewage  experimented 
Avith  at  LaAvrence  such  filters  can  be  operated  at  higher  rates  than 
contact  filters,  and  Avill  generally  give  l)etter  purification  results  ; 
that  is,  nitrification  within  them  is  generally  more  active,  the  organic 
matter  remaining  in  the  efthients  more  thoroughly  changed,  and  the 
appearance  of  the  effluents  somewhat  better.     "While  their  effluents 
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generally  contain  considerable  matter  in  suspension,  it  is  more  com- 
pletely oxidized  than  that  in  the  effluents  of  most  contact  filters,  and 
settles  more  readily,  leaving  a  clear  liquid.  The  reason  that  better 
results  in  this  respect  are  obtained  in  these  intermittent  continuous 
filters  than  in  contact  filters  is  undoubtedly  the  greater  volume  of 
air  that  comes  into  contact  with  the  sewage  as  it  passes  through 
these  filters,  and  the  thinner  streams  of  sewage.  In  the  intermittent 
continuous  filter  the  sewage  is  from  the  top  to  the  bottom  of  the 
filter  continually  passing  in  thin  layers  over  the  filtering  material, 
and  is  thus  continuall}'  in  contact  with  the  bacteria  upon  the  filter- 
ing material  and  also  in  contact  with  air ;  while  in  contact  filters  the 
main  volume  of  sewage  is,  when  the  filter  is  standing  full,  not  in 
contact  with  the  material,  but  filling  the  voids  between,  and  terobic 
bacterial  action  is  limited  by  the  volume  of  air  remaining  in  the  filter 
after  filling  as  much  as  possible  of  the  open  space  of  the  filter  with 
sewage. 

Another  interesting  and  practical  point  in  this  connection  is  that, 
Avhilc  the  matter  in  sus[)ension  in  the  sewage  is  held  by  both  the 
contact  and  the  continuous  filters  for  a  time,  yet  it  accumulates  more 
slowly  within  the  intermittent  continuous  filter ;  for,  when  reaching 
a  certain  degree  of  change  or  bacterial  oxidation,  it  is  continually 
falling  from  the  filtering  material  in  flakes  and  appearing  in  the 
etfluent.  In  the  contact  filter,  on  the  other  hand,  this  tendency  to 
loosen  from  the  material  is  less  marked,  and  hence  these  filters 
lose  a  greater  percentage  of  their  open  s[)ace, — a  serious  matter  in 
all  filtration  at  high  rates  by  means  of  coarse  filters,  but  more  espe- 
cially so  with  contact  filters.  That  is,  with  contact  filters  in  the 
operation  of  which  the  rate  really  depends  ui)on  the  open  space,  it 
is  a  serious  matter  to  lose  any  appreciable  percentage  of  this  space ; 
l>ut  with  the  intermittent  continuous  filter,  the  condition  and  volume 
of  the  open  space  do  not  have  such  an  important  bearing  upon  the 
rate  of  (operation  of  the  filter. 

AViiEN  Nitrification  occuks  in  Contact  Filters. 
There  is  considerable  discussion  as  to  whether,  in  the  operation  of 
contact  filters,  nitrification  occurs  when  those  filters  are  free  from 
sewage  or  when  they  arc  full,  and  diii-ing  the  year  certain  experi- 
ments have  boon  made  to  gain  information  upon  this  ])oint.  These 
experiments  have  been  carried  on  as  follows  :  — 
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A  contact  filter  showing  good  nitrification  is  operated  as  usual  and 
the  usual  time  allowed  for  draining.  Then,  before  flooding  with 
sewage,  river  water  is  applied,  the  filter  filled  and  quickly  drained, 
and  this  followed  generally  by  the  operation  of  the  filter  as  usual 
with  sewage,  the  sewage  being  applied  immediately  after  the  river 
water  has  been  drained  from  the  filter.  On  several  occasions  the 
filter  has  been  filled  several  times  with  water  and  drained  quickly 
before  sewage  has  been  applied.  For  instance,  an  experiment  was 
made  with  Filter  No.  163,  when  the  average  amount  of  nitrates 
present  in  the  efiluent  of  the  filter  was  about  1.5  parts  per  100,000. 
The  filter  was  filled  rapidly  with  water  and  then  drained  innnediately, 
the  filling  and  draining  covering  a  period  of  not  more  than  fifty 
minutes.  Samples  of  the  eftluent  were  taken  every  five  minutes 
during  the  period  of  draining,  and  the  nitrates  varied  from  1.34 
parts  in  the  first  sample  to  .84  part  per  100,000  in  the  last  sample, 
a  small  amount  of  nitrites  being  present  in  some  of  the  samples  col- 
lected. Immediately  after  draining,  the  filter  was  again  flooded  with 
river  water  and  again  drained  as  rapidly  as  possible,  samples  l)eing 
taken  during  this  second  draining  every  five  minutes  and  the  nitrates 
varying  from  .71  of  a  part  in  the  first  sample  to  .47  of  a  part  in  the 
last  sample.  After  this  draining,  the  filter  was  flooded  as  usual 
with  sewage  and  allowed  to  stand  the  usual  time  before  draining. 
The  nitrates  in  the  samples  of  effluent  of  the  filter  collected  during 
this  period  varied  from  .45  to  .57  of  a  part  per  100,000,  the  lower 
nitrates  being  found  in  samples  collected  when  the  filter  began  to 
drain,  and  the  higher  nitrates  towards  the  end  of  the  period  of  drain- 
ing. High  nitrites  were  also  present  in  the  samples  collected  during 
this  period  when  sewage  was  being  treated  in  the  filter. 

From  all  these  observations  it  appears  that,  while  nitrification 
is  more  active  in  the  filter  when  standing  empty,  nitrification  cer- 
tainly occurs  when  the  filter  is  filled  with  sewage  until  such  time  as 
the  air  is  exhausted. 

Cloggixo  of  Contact  Filters. 

Loss  of  Open  Space. 

Considerable  has  been  said  in  past  reports  in  regard  to  the  loss  of 

open  space  in  contact  filters,  which  necessarily  decreases  their  rate 

of  operation  and  which,  if  contiiuied,  implies  that  the  material  of 

such  filters  will  eventuallv  have  to  be  cleaned  in   some  manner  if 
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they  are  to  continue  in  operation.  All  our  studies  have  shown  that 
it  is  exceedingly  desirable  that  the  sewage,  before  passing  to  contact 
lilters,  should  be  treated  by  some  method,  such  as  settling,  straining 
or  bacterial  action  in  the  so-called  septic  tank,  that  will  remove  from 
it  as  much  as  possible  of  the  matters  in  suspension ;  and  they  have 
apparently  proved  that,  if  contact  filters  are  to  be  kept  in  operation 
for  a  consideral>le  number  of  years,  they  must  receive  sewage  which 
has  been  clarified  in  some  such  wa}^  or  else  the  filter  must  be  of  such 
coarse  and  smooth  material  that  all  suspended  matter  will  pass  readily 
through  it. 

During  1901  contact  filters  have  been  operated,  receiving  treated 
and  untreated  sewage,  that  is,  sewage  directly  from  the  sewers  and 
seNvage  that  has  by  various  means  had  considerable  of  its  mineral 
and  organic  matter  removed  from  it.  For  example,  two  filters, 
Nos.  175  and  176  (see  page  299),  of  the  same  construction  and 
containing  5  feet  in  depth  of  broken  coke,  have  been  operated  during 
a  large  portion  of  the  year,  one  receiving  sewage  just  as  it  is  pumped 
at  the  station,  and  the  other  receiving  sewage  which  has  first  passed 
through  a  coal  strainer  at  a  high  rate.  The  filters  have  both  given 
as  satisfactory  a  degree  of  purification  as  we  expect  from  contact 
filters,  as  shown  by  taljles  beyond,  and  nitrification  has  been  active 
Avithin  them,  the  filter  receiving  the  strained  sewage  giving  some- 
what better  purification  results.  The  diff'erence  in  the  loss  of  open 
space  occurring  in  the  two  filters  is  noticeable,  the  capacity  of  Filter 
No.  175,  which  received  the  strained  sewage,  having  decreased  about 
10  i)or  cent,  during  its  period  of  operation,  largely  during  the  first 
few  weeks,  and  the  capacity  or  open  space  of  Filter  No.  176,  re- 
ceiving untreated  sewage,  having  decreased  about  16  per  cent. 

A  third  coke  contact  filter.  Filter  No.  163,  containing  41^  feet  in 
dejjth  of  broken  coke  (see  page  301),  was  put  into  operation  in 
January,  1901,  and  has  received  sewage  which  has  first  passed 
through  contact  Filter  No.  137  (see  page  302).  This  filter  has  lost 
16  i)(;r  cent,  of  its  open  space  during  the  year.  Filter  No.  137, 
constructed  of  5  feet  in  depth  of  l)roken  stone,  has  lost  40  per  cent, 
of  its  open  space  during  the  year.  Filter  No.  103,  constructed  of 
coke  (see  page  288)  and  receiving  septic  sewage,  has  lost  6  per  cent, 
ol"  its  o])en  si)ace  during  the  year,  and  in  four  3'ears  has  lost  35  per 
cent,  of  its  open  space.  The  large  loss  of  open  space  in  Filter  No. 
137  has  evidently  been  due  to  clogging  in  the  lower  jjortion  of  the 
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filter,  this  clogging  material  acting  as  a  strainer  and  holding  back 
suspended  matter  that  otherwise  would  have  passed  oft"  with  the 
eftluent.  Clogging  did  not  occur  in  this  filter  to  any  great  extent 
during  the  first  year  and  a  half  of  its  operation,  but  when  ouce  started 
it  increased  rapidly. 

Clogging  at  Different  DeptJis. 
Measuring  the  proportion  of  the  depth  of  contact  filters  which  is 
filled  by  a  given  volume  of  sewage,  Ave  find  that  in  the  case  of  the 
filters  of  broken  stone  which  we  have  had  in  operation  it  is  the 
lower  portion  of  the  filter  that  becomes  most  seriously  clogged. 
Measurements  made  with  Filter  No.  137  towards  the  end  of  the 
year  showed  that  the  lower  half  of  the  filter  contained  75  per  cent, 
of  the  accumulated  mineral  and  organic  matter,  this  being  partly 
due,  however,  to  reasons  given  above.  In  the  contact  filters  of 
rough  material  the  accumulation  is  more  evenly  distributed  ;  that  is, 
the  rough  material  holds  the  matter  more  evenly  and  prexents  its 
slipping  towards  the  bottom  of  the  filter. 

Under  drainage . 
Special  examinations  of  Filter  No.  137,  constructed  of  a  material 
of  uniform  grade  throughout  its  entire  depth  and  without  open  uuder- 
drains,  and  other  contact  filters  having  the  usual  underdrains,  have 
indicated  that  this  clogging  in  the  lower  strata  of  filtering  material 
can  prolial)!}'  be  prevented  to  a  consideralile  extent  ))y  better  or  more 
open  underdrains,  and  this  is  being  investigated. 

Bemoval  of  Clogging  Material  by  Flushing. 
We  removed  from  several  of  the  contact  filters  at  the  end  of  the 
year  considerable  of  the  organic  and  mineral  accumulations  within 
their  open  space  by  applying  large  volumes  of  sewage  to  them  within 
a  limited  period,  and  at  the  same  time  leaving  their  outlets  wide 
open .  The  three  principal  filters  upon  Avhich  this  method  of  removing 
clogging  has  l)een  tried  are  Filters  Nos.  103,  137  and  163.  Filters 
Nos.  103  and  1G3  are  constructed  of  coke,  and  Filter  No.  137  of 
broken  stone.  All  the  filters  are  without  underdrains  and  were 
so  constructed  Ijecause  they  were  of  such  a  limited  area  and  of  such 
coarse  material  that  it  was  thought  that  for  all  practical  purposes 
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of  their  operation,  in  regard  to  showing  the  degree  of  purification 
of  sewage  that  could  be  obtained  hj  tliem,  underdrains  were  not 
necessary.  It  has  been  made  evident,  however,  especially  in  the 
case  of  the  filter  of  broken  stone,  that  they  probably  would  not  have 
become  so  seriously  clogged  in  their  lower  portion,  thus  causing 
eventually  more  or  less  clogging  throughout  the  entire  depth  of  the 
filter,  if  very  coarse  gravel  or  other  open  underdrains  had  l)een 
placed  in  them.  The  lack  of  underdrains  has  also  prevented  the  easy 
removal  of  clogging  matter  by  flushing. 

Septic  Sewage. 
Experiments  with  septic  tanks  and  the  purification  of  their  etfiu- 
ents  have  been  continued  throughout  the  year.  Beginning  in  1897 
and  continuing  to  the  present  time,  this  subject  has  been  investigated 
by  us  with  considerable  care,  with  difierent  sewages  and  with  tanks 
so  operated  that  the  sewage  remains  in  them  for  different  periods  of 
time,  etc.  The  results,  as  given  in  previous  reports  and  in  a  sub- 
sequent portion  of  this  report,  indicate  quite  strongly  that  with  cer- 
tain sewages  and  under  certain  conditions  the  process  may  be  a 
successful  addition  to  a  sewage  purification  plant,  but  that  success 
cannot  be  depended  upon  with  all  sewages  and  under  all  conditions. 
The  results  indicate  that,  when  treating  ordinarily  fresh  domestic 
sewage,  an  accumulation  of  sludge  within  the  sei)tic  tank  must  be 
expected,  amounting  to  a  considerable  percentage  of  that  primarily 
present  in  the  sewage  entering  the  tank.  With  an  older  sewage, 
which  has  undergone  considerable  mechanical,  chemical  and  bacterial 
action  before  entering  the  tank,  such  as  the  sewage  entering  Septic 
Tank  A  (see  page  282),  it  is  possible,  as  in  this  instance,  that  the 
action  of  the  tank  will  be  as  nearly  perfect  as  could  be  desired,  that 
the  accumulation  within  it  will  be  small,  that  nuich  matter  in  sus- 
pension will  be  removed  from  the  sewage  and  licjuefied  or  changed 
to  gaseous  forms,  and  that  its  eflfiuent  will  be  easily  purified  upon 
sand  or  contact  filters.  With  a  still  older  sewage,  however,  like  that 
entering  the  Andover  septic  tank  (sec  page  286),  the  bacterial  [)roc- 
csscs  in  the  tank  may  bo  not  only  unnecessary  but  harmful,  in  that 
they  render  the  sewage  difficult  to  purify  by  sul)sequent  oxida- 
tion. 

Septic  Tank  J>  (see  ]nige  283),  [)ut  \uU)  operation  with  the  idea 
of  treating  concentrated  sewage  or  sludge  only  in  the  tank  and  thus 
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lessening  the  necessary  size  of  such  a  tank,  has  lieen  successful  in 
chanoing  a  considerable  percentage  of  the  suspended  organic  matter 
entering  the  tank  with  the  sewage  into  other  forms ;  but  the  sewage 
treated  has  contained  too  much  of  this  matter  to  be  entirely  elimi- 
nated in  this  way,  and,  after  about  twenty-seven  months'  operation  of 
the  tank,  the  accumulations  of  organic  and  mineral  matter  within  it 
were  of  such  a  volume  as  to  need  removal  if  the  tank  was  to  continue 
in  operation.  The  effluent  of  this  tank,  moreover,  has  been  difficult 
to  purify  in  contact  filters  owing  to  the  slow  passage  of  the  sewage 
through  the  tank  and  its  consequent  condition  of  putrefaction  when 
applied  to  filters,  as  stated  in  previous  re[)orts  and  mentioned 
farther  along  in  this  report.  It  is  evident  that  with  all  septic  tanks 
•which  we  have  operated  the  sludge  is  concentrated,  that  is,  a  given 
volume  contains  a  larger  percentage  of  solid  matter  and  a  consequent 
smaller  percentage  of  water  than  the  sludge  from  ordinary  sedimen- 
tation or  chemical  precipitation.  The  various  detailed  results  of  this 
work  are  given  beyond. 

Strainixg  Sewage  through  Coal. 
For  a  number  of  years  experiments  were  carried  on  at  the  station 
upon  the  effectiveness  of  coke,  when  used  in  suitable  depths,  as  a 
strainer  through  which  to  pass  sewage  for  the  removal  of  the  sus- 
pended matters  in  the  sewage.  During  1901  strainers  constructed 
of  coal  have  l)een  tried  at  the  station.  Two  such  strainers  have 
been  in  operation,  each  containing  12  inches  in  depth  of  "  buckwheat" 
coal,  that  is,  hard  coal  in  pieces  of  such  size  that  all  would  })ass 
through  a  screen  with  a  l/2-inch  mesh  and  practically  none  through 
a  screen  with  a  l^-inch  mesh,  and  details  of  their  work  are  given 
beyond. 

Analyses  of  Sewage. 

The  following  table  gives  the  average  analyses  of  the  various 
samples  of  sewage  collected  during  the  year,  "regular  sewage" 
being  the  average  of  samples  collected  at  the  experiment  station  on 
at  least  four  days  each  week,  "Lawrence  Street  sewage"  being  the 
average  of  samples  collected  weekly  from  the  sewer  from  which  the 
sewage  is  pumped  to  the  experiment  station,  and  "sewage  applied 
to  Filters  Nos.  1,  6  and  9A"  being  the  average  of  samples  collected 
from  all  sewage  aiiplied  to  these  filters.  These  averages  are  as 
follows  :  — 


282- 


STATE   BOARD    OF   HEALTH.  [Pub.  Doc. 


[Part8  per  100,000.] 


Amuonia. 

Chlorine. 

Oxygen 
Consumed. 

Free. 

ALBUMINOID. 

Bacteria 
per  Cubic 

Total. 

111 
Solution. 

Centimeter. 

Regular  sewnge,        .... 

4.54 

.75 

.35 

10.03 

4.51 

1,760,000 

Lawrence  Street  sewage, 

3.12 

.92 

.57 

11.05 

8.05 

1,199,000 

Sewage  applied  to  Filter  No.  1, 

4.60 

.79 

- 

11.45 

5.20 

- 

Sewage  applied  to  Filter  Ko.  6, 

4.69 

.80 

- 

10.81 

4.92 

- 

Bewage  applied  to  Filter  No.  9A,  . 

4.60 

.89 

- 

10.75 

4.92 

- 

The  average  temperature  of  the  regular  station  sewage  when  ap- 
plied to  the  filters  has  varied  from  47°  F.  in  January  to  74°  F.  in 
Jul3\  The  sewage  flowing  in  the  Lawrence  Street  sewer  has  varied 
in  temperature  from  48°  F.  in  February  to  73°  F.  in  August. 

Septic  Sewage  and  its  Purification. 

Septic  Tank  A  has  been  continued  in  operation  during  the  year, 

the  rate  of  operation  being  such  that  the  sewage  passes  through  the 

tank  in  a])out  twenty-two  hours.     The  average  monthly  analyses  of 

the  sewage  enteriiiG;  and  the  efiluent  from  this  tank  are  as  follows  :  — 

Sewage  as  it  enters  Septic  Tank  A. 

[Parts  per  100,000.] 


January, 
February,    . 
March, . 
April,   . 
May,     . 
June,    . 
July,     . 
Aut;uf)t, 
Beptembcr,  . 
Oclobcr, 
November,  . 
iJecember,   . 
Average, 


39 

40 
38 
46 
55 
65 
74 
72 
70 
67 
44 
39 
63 


6.70 
5.47 
4.43 
5.67 
4.50 
5.73 
4.38 
6.35 
5.88 
6.35 
0.90 
4.13 
6.64 


Albuminoid  Ammonia. 


1.10 
0.94 
0.98 
0.85 
0.65 
0.79 
0.67 
0.80 
0.68 
1.04 
1.27 
0.78 


0.6 


.61 
.49 
.48 
.50 
.32 
.44 
.35 
.38 
.29 
.44 
.59 
.40 


.49 
.45 
.50 
.35 
.33 
.35 
.32 
.42 
.39 
.00 
.68 
.38 


8.37 

6.63 
6.74 
9.48 
10.29 
13.54 
14.42 
10.90 
14.59 
12.69 
13.19 
6.61 
10.62 


i«l 


6.11 

6.68 
7.16 
4.81 
4.06 
4.69 
4.06 
4.20 
4.01 
5.47 
6.08 
4.02 
5.08 


15  a 


2,426,500 

34,420,000 

2,060,000 

1 ,983,000 

1,173,000 

1,910,000 

920,000 

360,000 

448,000 

540,000 

670,000 

540,000 

3,954,000 
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Effluent  of 

[PiirtB 


Septic  Tank  A. 

per  100,000] 


Januury, 
Febriuiry,     . 
March,  . 
April,    . 
May,      . 
June,    . 
July,     . 
August, 
September,  . 
October, 
November,   . 
December,    . 
Average, 


g,ei 
2  ~ 


47 
43 
46 
51 
54 
62 
73 
70 
68 
57 
4S 
47 


5.65 
5.27 
4.03 
5.00 
4.78 
4.93 
4.03 
5.05 
5.30 
5.26 
5.60 
3.88 


4.90 


ALRCMiNoiD  Ammonia. 


0.62 
0.59 
0.48 
0.49 
0.39 
0.37 
0.34 
0.31 
0.31 
0.39 
0.48 
0.42 
0.43 


.41 

.38 
.35 
.31 
.28 
.24 
.17 
.21 
.20 
.27 
.37 
.28 


.29 


.21 
.21 
.13 
.18 
.11 
.13 
.17 
.10 
.11 
.12 
.11 
.14 


7.93 

7.63 

6.60 

8.92 

9.75 

11.10 

11.87 

13.69 

13.73 

15.87 

9.75 

7.95 


10.40 


M 

o 


4.08 
3.80 
5.14 
3.12 
2.&4 
2.39 
2.43 
2.32 
2.22 
2.65 
3.82 
2.86 


3.12 


o   =   O 


1,673,000 
1,505,000 
1,070,000 
375,000 
478,000 
900,000 
451,000 
219,000 
181,000 
229,500 

295,000 


671,000 


The  temperature  of  the  sewage  entering  the  tank  has  varied  from 
39^  F.  in  January  to  74°  F.  in  July,  and  that  of  the  effluent  of  the 
tank  has  varied  from  43°  F.  in  Feln-uary  to  73°  F.  in  July.  The 
average  amount  of  organic  matter  removed  from  the  sewage  l)y 
the  bacterial  actions  in  the  tank,  and  by  the  retention  of  matter  in 
the  tank  during  the  year,  has  been  as  follows:  50  per  cent,  of  that 
determined  as  albuminoid  ammonia  and  40  per  cent,  of  that  deter- 
mined as  oxygen  consumed.  At  the  end  of  the  year  the  accumula- 
tion of  sediment  in  the  tank  was  no  greater  than  at  the  end  of  the 
})revious  year,  l)cing  about  22  per  cent,  of  the  tank  capacity.  The 
tank  was  tirst  })ut  into  operation  in  December,  1897,  and  as  yet  no 
sediment  has  been  removed  from  it. 

Septic  Tank  B  was  also  kept  in  operation  during  the  year,  this 
lank  receiving,  as  explained  in  ])revious  reports,  concentrated  sew- 
age from  allowing  ordinary  station  sewage  to  stand  for  sedimenta- 
tion to  take  place,  and  passing  the  heavy  sewage  at  the  bottom  of 
the  sedimentation  tank  into  Sei)tic  Tank  B.  The  average  monthly 
analyses  of  the  sewage  entering  this  tank  and  the  effluent  from  it 
are  siven  in  the  following  tables  :  — 
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Seivage  as  it  enters  Sej^tic  Tank  B. 

[Parts  per  100,000.] 


January, 
February,     . 
March, . 
April,   . 
May, 
June,    . 
July,     . 
August, 
September,  . 
October, 
November,  . 
December,   . 

Average, 


P.UI 


43 

42 
46 
49 
56 
64 
74 
70 
64 
57 
45 
51 


5.40 
3.50 
6.50 
5.10 
4.87 
3.85 
4.70 
4.33 
6.34 
5.75 
2.15 


1    Albuminoid  Ammonia.. 


3.45 
2.92 
2.14 
3.74 
2.93 
2.92 
0.81 
3.89 
3.76 
5.87 
8.80 
7.20 


4.84        4.04 


.45 
.49 
.24 
.46 
.33 
.32 
.20 
.29 
.25 
.34 
.28 
.25 


.33 


cc 


3. 00' 
2.43 
1.90 
3.28 
2.60 
2.60 
0.61 
3.60 
S.51 
5.63 
8.52 
6.95 


3.71 


o 


12.14 

12.01 

5.34 

9.37 

11.97 

15.64 

10.00 

12.52 

13.65 

14.72 

9.56 

6.09 


21.76 
6.71 
13.10 
20.10 
13.15 
13.77 
5.65 
17.90 
20.03 
30.00 
25.90 
29.20 


11.08       18.11      8,667,000 


1=^ 
i'3B 


9.805,000 

13,695,000 

6,000,000 

9,960,000 

44,773,000 

8,013,000 

290,000 

1,-J30,000 

2,145,000 

2,000,000 

2,010,000 

4,080,000 


Effluent  of  Septic 

Tank  B. 

January, 

43 

7.04 

1.12 

.37 

0.75 

11.42 

6.86 

3,666,000 

February, 

41 

6.37 

1.44 

.35 

1.09 

9.44 

8.26 

1,365,000 

March,  . 

47 

5.80 

1.76 

.35 

1.41 

7.35 

10.60 

- 

April,   . 

50 

9.00 

0.76 

.35 

0.41 

10.44 

4.71 

•850,000 

May,      . 

56 

9.78 

0.78 

.27 

0.51 

11.22 

5.42 

644,000 

June,    . 

65 

12.00 

1.13 

.33 

0.80 

13.70 

6.43 

487,000 

July,     . 

69 

10.65 

0.94 

.22 

0.72 

11.04 

6.50 

310,000 

August, 

70 

11.33 

0.86 

.25 

0.61 

14.08 

5.37 

SS,000 

September, 

66 

11.33 

0.61 

.24 

0.37 

14.11 

3.96 

227,000 

October, 

57       1     11.70 

1.87 

.24 

1.63 

13.66 

12.67 

SU,.WO 

November, 

46 

11.67 

1.13 

.26 

0.87 

12.42 

6.59 

1 'id.  500 

December, 

39 

10.25 

0.78 

.43 

0.35 

9. '39 

3.64 

9;i,500 

Average 

. 

54 

9.74 

1.10 

.31 

0.79 

11.52 

6.76 

720,600 

The  average  temperature  of  the  sewage  entering  this  tank  has 
varied  from  42°  F.  in  February  to  74'^  F.  in  July,  and  the  average 
temperature  of  the  effluent  of  the  tank  has  varied  from  39°  F.  in 
December  to  70°  F.  in  August.  The  quantity  of  organic  matter 
removed  from  the  sewage  by  the  liacterial  life  in  the  tank  and  its 
mechanical  retention  of  suspended  matters,  as  shown  by  the  analy.ses 
given,  has  amounted  to  73  per  cent,  of  the  organic  matter  deter- 
mined as  albuminoid  ammonia  and  G3  })ei"  cent,  of  that  doterniiiKjd 
as  oxygen  consumed.  The  average  solids  of  the  sewage  entering  and 
the  effluent  from  the  tank  during  the  year  were  as  follows  :  — 


[I'artH  per  100,000.] 


Total,    . 

Loss  on  Ignition, 

Fixed,   .       .       . 


Hkwagk  kntkrino 
Sbptio  Tank  B. 


293.06 
106.61 
96.54 


In  Solu- 
tion. 


58.81 
25.46 
88.85 


ICl-Ff.UFNT   OK 

.Ski-tio  Tank  H. 


105.16 
48.96 
56.21 


In  Solu- 
tion. 

68.83 
20.26 
88.67 
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These  tiiriires  show  64  per  cent,  reduction  of  total  solid  matter 
and  75  per  cent,  reduction  of  or<runic  matter  as  determined  by  the 
loss  on  ignition.  At  the  end  of  the  year  the  accumulation  of  sludge 
within  the  tank  amounted  to  about  50  per  cent,  of  the  tank  capacity, 
completely  filled  one  compartment  of  the  tank,  and  practically  pre- 
vented its  operation,  and  the  average  anal^'scs  of  the  mixed  sewage 
and  sludge  in  the  three  compartments  of  the  tank  were  as  follows  :  — 


[rarts  per  100,000.] 


First 
Compurtmcnt. 


Second 
Compartment. 


Third 
Compartment. 


Total  solids 

Loea  on  ignition,  .        .        .        . 

Fixed,     .'      

Boilds  in  eohilion 

fiOss  on  Ignition,  .         .        .        .■ 

Kl.xed 

Free  ammonia,          .        .        .        . 
Albuminoid  ammonia,  total,  . 
Albuminoid  amraouia,  in  eolution. 
Organic  iiitioyen,  by  Kjeldahl, 
Oxygon  consumed,  total. 
Oxygen  consumed,  in  eolution, 
Chlorine, 


3,060.00 

1,806.00 

1,254.00 

62.60 

31.00 

31.60 

10.00 

39.00 

.61 

85.98 

232.00 

2.68 


4,410.00 

2,.337.20 

2,072.80 

61.00 

24.40 

36.60 

13.00 

63.35 

.65 

119.87 

296.00 

2.68 

8.60 


5,702.00 

2,878.00 

2,824.00 

69.80 

27.80 

42.00 

15.00 

73.10 

.50 

lft4.43 

472.00 

3.76 

8.80 


Taking  into  consideration  the  volume  of  sewage  in  the  tank,  these 
analyses  show  that  the  tank  at  this  time  contained  about  20  per  cent, 
of  the  organic  matter  of  the  sewage  which  had  entered  it  during  its 
period  of  operation,  as  calculated  from  the  loss  on  ignition.  As  the 
effluent  of  the  tank  during  its  period  of  operation  contained,  as  shown 
l)y  the  determinations  of  the  loss  on  ignition  which  we  have  made, 
about  22  per  cent,  of  the  organic  matter  of  the  sewage  entering  the 
tank,  about  58  per  cent,  of  the  organic  matter  in  the  sewage  enter- 
ing the  tank  was  liquefied  or  otherwise  changed  and  given  off  as  gas 
b}^  the  tank  action  during  its  period  of  operation.  It  is  noticeable 
that  a]>out  10  per  cent,  of  the  nitrogen  of  the  applied  sewage  is  not 
accounted  for  by  the  analyses  of  the  effluent  of  the  tank  and  the 
sewage  remaining  in  the  tank. 

Andover  Septic  Tank. 
The  experimental  septic  tank  of  the  Board  at  Andover  has  been 
continued  in  operation  during  the  year.  The  tank  was  operated  at 
such  a  rate  during  the  lir.st  six  months  of  the  year  that  the  sewage 
Avas  about  fourteen  hours  in  passing  through  it,  then  for  six  weeks 
it  was  seventeen  and  one-half  hours  in  passing  throuijh,  and  during 
the  remainder  of  the  year  it  was  twenty  hours  in  passing  throuiih. 
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The  liquid  in  the  tank  bad  at  the  end  of  the  year  a  bard,  tenacious 
scum  from  1  to  3  inches  in  thickness  over  a  large  portion  of  its  sur- 
face, and  the  accumulated  sludge  on  the  bottom  of  the  tank  occupied 
about  11  per  cent,  of  the  tank  capacity.  The  following  tables  give  the 
average  monthly  analyses  of  the  sewage  entering  and  the  effluent  from 
this  tank :  — 

Monthly  Averages  of  Analyses  of  Andover  Sewage. 

[Parts  per  100,000.] 


January, 
February,     . 
March, . 
April,    . 
May, 
June,    . 
July,     . 
August, 
September,  . 
October, 
November,  . 
December,  . 
Average, 


45 
34 
41 
44 
49 
55 
63 
66 
71 
63 
64 
42 


6.15 
4.80 
6.45 
4.70 
5.13 
5.75 
6.40 
4.85 
6.40 
8.77 
11.10 
7.60 


6.43 


Albuminoid  Ammonia. 


0.49 
1.12 
1.25 
0.92 
1.33 
1.06 
1.79 
0.45 
0.57 
1.38 
1.98 
1.33 


1.14 


en  g 


0.40 
0.16 
0.73 
0.72 
0.61 
0.71 
0.54 
0.32 
0.48 
0.86 
1.13 
0.78 


0.62 


0.09 
0.96 
0.52 
0.20 
0.72 
0.35 
1.25 
0.13 
0.09 
0.52 
0.85 
0.55 


0.52 


» 


6.53 
7.55 
6.60 
6.89 
5.84 
8.14 
6.90 
4.69 
6.39 
7.23 
8.10 
6.05 


6.74 


2.96 
4.20 

8.65 
5.76 
6.83 
4.50 
8.88 
2.94 
3.03 
7.37 
9.60 
5.92 


5.89 


2,180,000 
1,550,000 
2,640,000 
1,560,000 
2,260,000 
1,185,000 

453,000 
40,000 

660,000 
2,730,000 
5,200,000 
1,220,000 


1,798,000 


Monthly  Averages  of  Analyses  of  Sewage  from  the  Experimental  Septic  Tank  in 

Andover,  Mass. 


January, 

43 

8.70 

0.77 

0.62 

0.16 

10.51 

6.70 

1,160,000 

February, 

33 

6.00 

0.56 

0.48 

0.08 

7.47 

4.04 

1,050,000 

March, . 

42 

3.35 

0.63 

0.31 

0..32 

5.80 

4.12 

2,100,000 

April,   . 

47 

1.27 

0.15 

0.09 

0.06 

2.92 

1.12 

480,000 

May,     . 

49 

2.60 

0.31 

0.21 

0.10 

4.15 

1.95 

2,280,000 

June,    . 

58 

5.60 

0.59 

0.34 

0.25 

8.22 

3.94 

975,000 

July,     . 

67 

7.00 

0.64 

0.42 

0.22 

12.79 

4.47 

250,000 

August, 

67 

7.20 

0.64 

0.44 

0.20 

10.05 

4.(55 

40,000 

September, 

66 

7.50 

0.78 

0.56 

0.22 

11.95 

5.08 

932,000 

October, 

62 

8.47 

0.66 

0.42 

0.24 

9.07 

4.33 

345,000 

November, 

63 

8.50 

0.80 

O.Cl 

0.25 

10.07 

4.00 

.301,000 

December,   . 

46 

6.67 

0.71 

0.51 

0.20 

7.69 

3.85 

21. '■,,000 

Average 

53 

6.06 

0.61 

0.42 

0.19 

8.46 

4.10 

844,000 
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As  stated  in  previous  reports,  the  length  of  time  required  for  the 
sewage  to  reach  the  filtration  area  where  the  tank  is  located  is  great, 
and  consequently  the  age  of  the  sewage  is  such  as  to  prevent  its 
easy  and  satisfactory  purification  l)y  bacterial  action.  Additional 
bacterial  treatment  in  a  septic  tank  causes  still  further  putrefaction 
of  the  organic  matter,  and  increases  the  difiiculty  of  treatment. 


Purification  of  Septic  Sewage  A  hij  Filtration. 
The  sewage  from  Septic  Tank  A  has  been  applied  during  the  year 
to  four  filters.  One  of  these,  Filter  No.  100,  contains  5  feet  in 
depth  of  sand  of  an  eftective  size  of  0.23  millimeter.  This  filter 
has  received  septic  sewage  at  the  rate  of  255,000  gallons  per  acre 
daily  during  the  year,  with  the  result  shown  by  the  following  table 
of  average  monthly  analyses  :  — 

Effluent  of  Filler  No.  100. 

[Parts  per  100,000.] 


Quan- 
tity 

Tempera- 
ture. 

Length  of 

Appearance. 

Ammonia. 

Nitrogen 

A3 

■e 

Applied. 

Gallons 

per  Acre 

Daily 

for  Six 

Days  in  a 

Week. 

Dec 

.F. 

Sewage 
Remained 

on 
Surface. 

Hours  and 
Jlinutes. 

% 

a 

3 
B 

o 

1 

>% 

y, 

O 

o 

o 

o 
O 

£ 

. 
2 
o 

f 

s 
.a 

< 

moi. 

i 

3 

e 

1 

2 

! 
s 

So 

January,     . 

222,200 

47 

43 

10m. 

Slight. 

1.12 

2.8000 

.2310 

8.12 

1.06 

.0080 

1 

1.93 

96,600 

February,  . 

300,000 

43 

46 

lh.31m. 

Slight. 

0.60 

1.8800 

.1600 

6.91 

2.19 

.0080  : 

0.92 

64,200 

March, 

184,600 

46 

50 

2h,45m 

Decided. 

.* 

4.2000 

.2420 

8.86 

0.85 

.0060  j 

2.47 

65,000 

April, 

142,300 

51 

•50 

lOra. 

Decided. 

0.33 

2.4500 

.1660 

7.54 

3.48 

.0035 

1.41 

48,600 

May,   . 

300,000 

54 

68 

13m. 

V.  slight. 

0.26 

0.1809 

.0543 

10.11 

3.26 

.0016 

; 

0.45 

26,800 

June,  . 

312,000 

62 

61 

8m. 

V.  slight. 

0.31 

0.1649 

.0522 

11.43 

4.22 

.0020 

0.42 

29,100 

July,  .       . 

288,900 

73 

73 

8m. 

V.  slight. 

0.30 

0.2872 

.0553 

11.46 

3.35 

.0026 

0.41 

4,400 

August, 

300,000 

70 

70 

9m. 

V.  slight. 

0.36 

0.4465 

.0575 

16.73 

3.25 

.0100 

0.49 

21,000 

September, . 

288,000 

68 

65 

28m. 

V.  slight 

0.31 

0.6600 

.0420 

16.70 

3.85 

.0180 

0.44 

18,300 

October,      . 

248,100 

57 

59 

12h.53m. 

V.  slight 

1.81 

3.0250 

.1570 

13.40 

1.06 

.0121 

1.69 

- 

November, . 

203,800 

48 

60 

- 

V.  slight. 

0.32 

0.3000 

.0640 

10.55 

8.70 

.0028 

0.53 

- 

December, . 

269,000 

47 
56 

47 
56 

- 

V.  alight. 

0..31 

0.0192 

.0640 
.1121 

7.29 
:10.68 

2.38 

.0012 

0.40 
0.96 

41,100 

Average, 

254,900 

lh.52m. 

- 

0.55 

1.3678 

2.68 

.0068 

41,500 

*  Yellow. 


The  filter  was  opcratotl  without  difficulty  and  the  sewage  passed 
into  it  readily  from  the  l)eginning  of  the  year  until  October,  when 
surface  cloi]:2:ing  occurred.     The  filter  was  then  duir  over  to  a  depth 
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of  G  inches  and  allowed  to  rest  for  one  ^Yeek.  Following  this  the 
method  of  operation  of  the  filter  was  changed,  and  the  effluent  of 
Filter  Xo.  103  was  applied  at  the  rate  at  tirst  of  500,000  gallons  per 
acre  daily. 

Filters  Nos.  116  and  118,  containing  5  feet  in  depth  of  sand  of  an 
effective  size  of  0.17  and  0.23  millimeter  respectively,  and  receiving 
septic  sewage  A,  Avere  continued  in  operation  until  the  end  of  March. 
These  two  filters  were  put  into  operation  during  1898,  and  the  reason 
for  operating  them  and  the  results  that  have  been  obtained  by  them 
have  been  thoroughly  discussed  in  previous  reports.  Both  were  in 
good  condition  when  put  out  of  operation,  and  the  average  analyses 
of  their  effluents  for  the  tirst  three  months  of  1901  are  as  follows  :  — 


Effluent  of  Filter  No.  116. 

[Parts  per  100,000.] 


1 

Ammonia. 

Chlorine. 

Nitrogen  as 

Oxygen 
Coiiauiued. 

Temperature.       ^^^^^ 
I>eg.  F. 

Free. 

Albu- 
minoid. 

KitratcB. 

Nitrites. 

per  Cubic 
Centimeter. 

52          1         .33 

.3438 

.0427 

8.86 

3.71 

.0007 

.49 

1,074 

Effluent  of  Filter  No.  118. 


.88 

.9388 

1 

.1130    1       8.10 

1 

2.53 

.0081 

Filter  No.  103,  also  receiving  septic  sewage  A,  contains  5  feet  in 
depth  of  coke  of  such  size  that  all  will  pass  through  a  sieve  with  a 
3/^-inch  mesh  and  practically  none  through  a  sieve  with  a  %-inch 
mesh.  It  has  always  been  operated  as  a  contact  filter,  and  at  the 
])eginning  of  the  year  received  septic  sewage  A  at  the  rate  of  6(50,- 
000  gallons  per  acre  daily.  This  rate  was  decreased  during  the  year, 
owing  to  the  decrease  of  open  s})ace  of  the  filter,  until  in  October 
the  rate  was  520,000  gallons  })er  acre  per  da}^  the  filter  during  the 
entire  period  of  its  <)i)oralion  to  this  date  being  filled  but  once  daily. 
Upon  November  15  the  mcithod  of  o])orati()n  was  changed,  however, 
and  the  liltor  was  filhul  in  thi-cc  applications  of  sewage  at  hourly  in- 
tervals, allowed  to  stand  full  one  hour,  and  then  drained,  five  hours 
l)eing  allowed  for  draining,  and  was  then  filled  and  drained  again  in 
the  same  manner,  this  increasing  the  rate  to  1,000, 000  gallons  per 
acre  per  day.  The  average  rate  of  operation  for  the  year  and  the 
averajrc  ixirilication  results  are  shown  l)v  the  f'ollowing  t;ible  :  — 
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Effluent  of  Filler  No.  103. 

[Parts  per  100,000.] 


Quan- 
tity 
Applied.  ' 

Tkmpera- 

TUBB. 

Deo.  F. 

Appearance. 

a 

Albcuinoid 
Ammonia. 

NiTBOORN 
AS 

i 

3 

3 

3 

1001. 

Gallons  ' 
per  .\cre 

nailv 
for  six 
bays  in  a 

Week. 

1 

s 

3 

3 
"a 

s 

o 

5 

c 

a 
a 

< 

0) 

1 

3 
O 
X 

c 

c. 

3  c 
02  O 

a 
X. 

o 

2 

eo 

2 

e 

5 

c 
o 

.si 

^  s 

|5 

January, 

660,000 

47 

43 

Blight. 

.38 

0.6450 

.1160 

.1020 

.0140 

8.29 

2.68 

.0085 

1.22 

61,100 

February,    . 

540,000 

43 

45 

Slight. 

.39 

0.3650 

.1100 

.0960 

.0040 

7.41 

2.95 

.0047 

0.89 

158,300 

March, 

540,000 

46 

50 

Slight. 

.58 

0.5300 

.0870 

.0780 

.0090 

8.41 

2.35 

.0085 

0.84 

26,500 

April,  . 

290,800 

51 

51 

Slight. 

.53 

0.2900 

.0700 

.0620 

.0080 

7.40 

2.64 

.0077 

0.57 

29,400 

May,    . 

540,000 

54 

58 

V.  slight. 

.49 

0.4913 

.0794 

- 

- 

10.42 

1.81 

.0118 

0.62 

24,200 

June,   . 

561,600 

62 

63 

V.  slight. 

.47 

0.5715 

.0970 

- 

- 

11.65 

2.59 

.0073 

0.58 

64,100 

July,    . 

500,700 

j     73 

i     ^0 

72 

V.  slight. 

.40 

0.1650 

.0740 

- 

- 

10.39 

3.08 

.0030 

0.49 

80,600 

August, 

5-20,000 

72 

V.  slight. 

.42 

0.2205 

.0750 

- 

- 

15.40 

3.12 

.0050 

0.59 

35,000 

September,  . 

499,200 

68 

65 

Slight. 

.35 

0.2050 

.1020 

- 

- 

16.27 

3.78 

.0035 

0.62 

11,700 

October, 

520,000 

57 

1 

59 

Slight. 

.34 

0.3073 

.0833 

- 

- 

13.30 

3.72 

.0100 

0.70 

48,700 

November,  . 

761,900 

48 

49 

Decided. 

.90 

2.1500 

.2200 

.1500 

.0700 

10.30 

2.81 

.0450 

1.38 

- 

December,  . 

1,010,000 

47 
56 

50 

Decided. 

.65 

1.5200 

.2030 
.1097 

.1160 
.1007 

.0870 

9.02 

0.86 
2.70 

.0085 

1.31 

111,500 

Average,  . 

577,900 

56 

- 

.49 

0.6217 

10.69 

.0103 

0.82 

54,600 

Filtration  of  Se]}tic  Setoage  B. 

As  before  stated,  there  has  been  no  difficulty  during  the  year  in 
maintaining  good  nitrificatiou  in  sand  and  contact  tikers  to  which 
septic  se^vage  A  has  l)ecn  applied.  As  in  previous  years,  however, 
considerable  difficulty  has  been  encountered  in  our  efforts  to  cause 
septic  sewage  B  to  nitrify  in  contact  filters.  A  study  showing  the 
reason  for  tliis  was  given  in  the  report  of  the  Board  for  1900,  this 
reason  as  dotcriuincd  l)cing  that  the  sewage  contained  organic  mat- 
ter in  such  a  condition  and  gases  of  such  a  nature  that  the  oxygen 
primaril}-  present  in  the  contact  filters  was  exhausted  (by  direct 
oxidation  of  carbonaceous  matter)  l)cfore  nitrification  could  become 
established.  This  has  been  more  clearly  brought  out  during  1901, 
as  the  following  filtration  experiments  show  :  — 

Beginning  ]\Iai'ch  1.  septic  sewage  B  ^^■a,s  api)licd  to  contact  Filter 
No.  107,  containing  4  feet  in  depth  of  broken  stone  of  wahuit  size. 
The  sewage  was  applied  in  three  doses,  one  hour  apait,  and  the 
filter    then    aUowcd    to   stand   full   for  two  hours  before  draininsr. 
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From  ]March  1  until  August  15  no  nitrification  occurred  within  this 
filter,  the  sewage  passed  through  it  practically  without  change,  and 
its  efiluent  did  not  contain  dissolved  oxygen.  Upon  this  latter  date 
the  method  of  operation  was  so  altered  that  the  sewage,  before  reach- 
ing the  filter,  was  thoroughly  aerated  by  being  passed  to  it  in  fine 
streams.  Following  this  change,  nitrification  became  active  almost 
immediately,  and  reached  a  maximum  of  over  5  })arts  nitrates  per 
100,000  parts  within  six  weeks.  Upon  October  1,  when  the  nitrates 
in  the  efiiluent  were  5.37  parts  per  100,000,  the  method  of  flooding 
the  filter  was  changed  back  to  that  in  use  before  August  15.  Fol- 
lowing this,  nitrification  became  less,  and  practically  ceased  by  the 
middle  of  December,  although  the  filter  was  within  the  station  and 
hence  protected  from  the  weather.  The  average  analyses  of  the 
efiluent  of  this  filter  during  the  year  were  as  follows  :  — 


Effluent  of  Filter  No.  167. 

[Parts  per  100,000.] 


Quan- 
tity 
Applied. 

Oallons 

per  Acre 

Dally 

for  Six 
Days  in  a 

Week. 

Tempeba- 

TDEE. 

Deg.  F. 

■3 

Eh 

.5 
'3 

o 

a 
a 
< 

I 

Cm 

Albumikoid 
Ammonia. 

c 

s 

NlTBOQBN 
AS 

a 

a 

3 

C 

o 

c 
to 

o 

o 
3 

3  ■ 

1901. 

a 

s 

e 

c 

.2 

3 
O 
'/3 

C 

c 

3  d 

rj-.o 

2 

% 

1% 

Jlarcb, 

616,700 

47 

49 

Great. 

4.4000 

.3880 

.3180 

.0700 

8.03 

0.02 

.0000 

2.62 

1.190,000 

April,  . 

333,000 

50 

50 

Great. 

7.0000 

.6720 

.1260 

.5460 

11.24 

0.01 

.0000 

3.36 

143,500 

May,    . 

616,700 

56 

60 

Great. 

8.8750 

.4250 

.1720 

.2530 

10.25 

0.02 

.0000 

2.44 

311,200 

June,   . 

444.000 

65 

71 

Decided. 

9.9000 

.4750 

.1900 

.2850 

12.27 

0.17 

.0000 

2.82 

283,200 

July,    .       . 

354,300 

69 

73 

Decided. 

11.0500 

,3850 

.1960 

.1890 

12.63 

0.02 

.0200 

1.96 

81,400 

August, 

308,300 

70 

73 

Decided. 

6.6000 

.2567 

.1653 

.0914 

14.83 

0.81 

.1223 

1.46 

91,200 

September, . 

320,000 

66 

71 

Decided. 

3.6500 

.1800 

.1340 

.0460 

14.73 

4.50 

.0130 

1.00 

21,700 

October, 

333,000 

57 

57 

Great. 

6.0000 

.2880 

.1760 

.1120 

13.05 

5.37 

.0130 

1.58 

78,400 

November,  . 

307,400 

46 

43 

Great. 

5.3000 

.3420 

.2160 

.1260 

11 .93 

2.07 

.0003 

1.82 

22,.700 

December,  . 

833,000 

30 
67 

48 
60 

Great. 

4.6000 

.5200 
.3932 

.2600 
.1953 

.2600 
.1979 

9.85 
11.88 

0.42 
1.34 

.0000 
.0159 

1.82 
2.09 

46,200 

Average, 

396,600 

- 

6.6276 

227,000 

Filter  No.  145,  c(mtaining  4  feet  in  depth  of  sand  of  an  cficctive 
size  of  0.24  niillimotcr,  was  kept  in  operation  during  the  fir§t  three 
montiis  of  the  year,  receiving  septic  sinvago  B  at  an  average  rate  of 
140,000  gallons  per  acre  daily.  Nitrification  was  active  witiiin  the 
filter  and  its  efiluent  was  of  good  aj)pearaiice,  although  containing  a 
large  amount  of  free  and  alhuiiiiiioid  aininonia,  and  in  order  to  im- 
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prove  the  effluent  in  this  respect  the  rate  of  oi)eration  of  the  filter 
was  decreased  from  time  to  time.  The  average  analyses  of  the  efflu- 
ent were  as  follows  :  — 

Effluent  of  Filler  No.  145. 

[I'arts  per  100,000. J 


Quan- 
tity 

Applied. 

Gallons 
per  Acre 

Dally 

for  Six 
Days  in  a 

Week. 

Tempkba- 

TURE. 

Deo.  F. 

Length  of 

Time 

Sewage 

Kemained 

on 
Surface. 

Hours  and 
Minutes. 

APPKABANCB. 

Ammonia. 

_o 
o 

12.13 
8.77 
7.19 
9.36 

NiTBOGEN 
AS 

•6 
1 

3 
1 

5 

3 

2 
2 

3 

H 

c 

o 
o 

2 
o 

s 

3 
Xi 

< 

1 

1901. 

a 
cc 

3 

e 

&1  *^ 

«§ 

sa 

January,    . 

February,  . 
March, 

192,600 
154,200 
73,100 
140,000  1 

60 
47 

48 
48 

47 
46 
50 
48 

8h.32m. 
6h.  7m. 
16h. 

Slight. 
Slight. 
V.  slight. 

.62 
.91 
.38 

0.3025 
5.3000 
2.0000 

.1575 
.2200 
.0620 

3.78 
0.54 
7.38 

.0041 
.0069 
.0100 

0.93 
1.37 
0.57 

66,300 
204,800 
44,200 

Average, 

10h.l3m. 

- 

.64 

2.5342 

.1465 

3.90 

.0070 

0.96 

105,100 

Filtration  of  Andover  Septic  Sewage. 

The  three  filters  in  operation  at  Andover  during  1900  have  been 
continued  during  1901,  namely,  the  intermittent  sand  filter  Tj-l-g- 
of  an  acre  in  area,  containing  five  feet  in  depth  of  sand  of  an  effec- 
tive size  of  0.23  millimeter,  the  coke  contact  filter  ^-g^^  of  an  acre 
in  area,  containing  5  feet  in  depth  of  coke,  and  the  small  coke  con- 
tact filter,  containing  4  feet  in  depth  of  coke.  All  three  of  these 
filters  received  during  a  large  part  of  the  year  the  sewage  that  had 
passed  through  the  septic  tank. 

The  sand  filter  has  been  operated  at  rates  varying  from  56,400 
to  116,000  gallons  per  acre  daily,  and  has  given  throughout  the 
year  an  effluent  containing  little  or  no  sediment  or  turbidity,  and 
good  nitrification  has  occurred  within  the  filter,  although  the  free 
and  albuminoid  ammonia  in  the  effluent  have  been  high. 

The  large  coke  contact  filter  has  been  operated  at  rates  varying 
from  380,000  to  600,000  gallons  per  acre  per  day  at  different  periods 
of  the  year.  The  sewage  has  passed  through  this  coke  filter  practi- 
cally without  change,  there  has  been  practically  no  nitrification 
within  the  filter  during  the  year,  and  the  effluent  has  not  contained 
dissolved  oxygen. 

To  the  small  coke  filter  the  effluent  of  the  large  coke  filter  has 
been  applied  at  rates  varying  from  352,000  to  522,000  gallons  per 
acre  per  day  during  difi'erent  periods  of  the  year.  From  the  beiriu- 
ning  of  operation  of  this  filter  until  the  middle  of  October,  l;i01, 
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the  effluent  of  the  hirge  coke  filter  passed  through  the  small  filter 
practically  without  change,  and  nitrification  did  not  occur  in  the 
filter  to  any  extent.  Beginning  on  this  latter  date,  however,  the 
large  coke  filter  received  Andover  sewage  which  had  ngt  passed 
through  the  septic  tank,  and,  although  nitrification  did  not  occur  in 
the  large  filter,  yet  when  the  effluent  of  the  large  filter  Avas  applied 
to  the  small  filter  fairly  good  nitrification  ensued  in  this  second  con- 
tact filter,  the  nitrates  in  the  effluent  of  this  filter  averaging  durinsr 
the  month  of  December  1.47  parts  per  100,000,  and  the  free  and 
albuminoid  ammonia  being  lower  than  during  any  other  month  of 
the  year.  The  cause  of  the  non-nitrification  of  the  septic  sewage, 
when  applied  first  to  one  coke  contact  filter  and  then  to  another, 
was  undoul)tedly  as  previously  stated  :  that  the  gases  were  of  such 
a  nature  or  the  carbonaceous  organic  matter  in  the  sewage  that 
had  passed  through  this  septic  tank  was  in  such  an  unstable  or 
easily  oxidized  condition,  that  even  the  oxj^gen  introduced  ])y 
double  contact  filtration  was  not  sufficient  to  enable  nitrification 
to  occur.  AYhen,  however,  the  stale  Andover  sewage  was  applied 
first  to  one  contact  filter  and  then  to  another,  without  having  first 
been  passed  through  the  septic  tank,  nitrification  occurred  in  the 
secondary  filter. 

The  following  tables  give  the  average  monthly  analyses  of  the 
effluent  of  each  of  the  three  filters  in  operation  during  the  year :  — 


Effluent  of  the  Andover  Experimental  Sand  Filler. 

[Parts,  per  100,000.] 


o 

Deg 

.  F. 

Appeahance. 

Ammonia. 

AS 

1 

3 
C 

o 

a 
o 

1901. 

•o 

'^S 

t^ 

c 

o 

M 

csS 

1 

c 

'2 

sS 

a 

a 

2 

V. 

1 

»  a 

£ 

a 

o 

« 

sU 

K 

u 

H 

O 

b 

< 

o 

'?, 

i? 

O 

CO 

January,    . 

43 

87 

Blight. 

2.63 

8.7500 

.1660 

9.10 

0.67 

.0006 

1.53 

68,000 

Februnry,  . 

33 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

March, 

42 

39 

Decided. 

2. IS 

4.2000 

.3.')40 

5.98 

0.27 

.0024 

1.83 

130,000 

April, 

47 

47 

v.  Blight. 

0.38 

3.9000 

.1080 

3.67 

2.55 

.0022 

0..53 

4,000 

May 

49 

62 

None. 

0.18 

2.1000 

.0J87 

4.64 

4.65 

.0093 

0.20 

4,900 

June, 

68 

63 

None. 

0.10 

0.1624 

.0292 

6.76 

5.76 

.0062 

0.21 

3,800 

July 

67 

72 

None. 

0.17 

0.7035 

.0.385 

9.43 

6.10 

.0054 

0.31 

714 

AuKiiHt, 

67 

72 

None. 

0.16 

0.8760 

.0.370 

10.82 

5.00 

.00  US 

0.34 

63 

Beplcmbor, 

66 

68 

V.  Blight. 

0.20 

1.4000 

.0660 

9.74 

4.09 

.0089 

0..52 

833 

OclolK-r,     . 

62 

60 

V.  Hllght. 

0.28 

2.1.'')00 

.1047 

10.4.3 

3.16 

.0340 

0.72 

1,369 

November, 

63 

49 

V.HllKht. 

1.30 

3.8760 

.3180 

11.72 

1.26 

.0250 

1.98 

7,100 

December, 

46 

89 

V.  Blight. 

1.83 

5.2333 

.2627 

7.26 

0.36 

.0095 

1.60 
0.89 

11,800 

Average,     . 

63 

64 

- 

0.80 

2.6763 

.1383 

8.14 

3.07 

.0096 

20,234 
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Effluent  of  the  Large  Andover  Experimental  Coke  Contact  Filler. 

[Parts  per  100,000.] 


Straining  Sewage  tiiuough  Twelve  Inches  of  "Buckwheat 

Coal." 
Two  strainers  have  l)een  operated,  each  at  the  rate  of  ai)pix'.\i- 
mately  1,000,000  gallons  per  acre  daily,  Strainer  E  having  been  in 
operation  eleven  months  and  Strainer  F  seven  months.  Owing  to 
the  greater  spccitic  gravity  of  this  material,  it  does  not  have  the 
same  tendency  to  float  that  coke  has,  and  for  this  reason  a  large 
proportion  of  the  matters  removed  from  the  sewage  remain  nearer 
the  surface  of  the  strainer  than  is  the  case  with  coke,  and  generally 
less  of  the  straining  material  has  to  be  removed  when  accunmlations 
of  organic  matter  are  removed  from  its  surface.  Strainer  E  has 
been  scrajied  twice  during  the  year,  while  Strainer  F  has  not  re- 
quired scraping. 
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One  of  the  reasons  for  the  use  of  such  materials  as  coke  or  coal  for 
the  straining  of  sewage  is  that  in  operating  any  such  strainer  at  a  high 
rate  it  is  assumed  that  a  portion  of  the  material  of  which  the  strainer 
is  composed  will  probably  have  to  be  removed  when  the  organic 
matter  accumulated  upon  its  surface  is  removed,  and  when  the 
strainers  are  composed  of  coke  or  coal  this  matter  can  be  burned  as 
readily  as  the  dried  organic  matters  which  have  been  removed. 

These  methods  of  removing  matters  in  suspension  in  sewage  that 
we  have  experimented  with  are  also  intended  to  be  quite  different 
in  their  end  results  from  those  obtained  when  removing  such  mat- 
ters by  chemical  precipitation,  in  that  the  organic  matter  removed 
by  the  strainers  and  septic  tanks  is  either  destroyed  or  left  in  a 
compact  mass,  rather  than  mixed  with  many  times  its  volume  of 
water. 

The  following  table   gives  the   average    analyses  of  the  sewage 

applied  to  and  the   effluents  from   each  of  these   strainers  during 

11»01  :  — 

Sewage  cipj)lied  to  Strainer  E. 

[Parts  per  100,000.] 


Ammonia. 

Chlorine. 

Oxygen 
Consumed. 

Temperature. 
Ueg.  F. 

Free. 

ALBUMINOID. 

Bacteria 

Total. 

In  Solution. 

Centimeter. 

55 

5.83 

.74 

.41 

9.82 

3.81 

1,207,000 

Effluent  of  Strainer  E. 


6.41 


.35 


2.08 


383,000 


Sewage  applied  to  Strainer  F. 


4.91 


11.75 


3.43 


1,085,000 


Effluent  of  Strainer  F. 


62 


11.61 


2.62 


760,000 


Comparison  of  Results  ohtained  loJien  treatiiKj  Strained  Sewage  in 
(I  Contact  Filter  and  in  an  Jnlerinilteid  Continuous  Filter. 
The  effluent  of  Strainer  E  lias  been  api)lied  during  1901  to  inter- 
mittent   continuous    Filter  No.    135   at   an   avcrairo    rate   of  about 
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1,420,000  gallons  per  acre  per  day,  and  the  effluent  of  this  filter 
during  a  large  part  of  this  period  has  been  well  nitrified,  practically 
odorless  and  subject  to  only  very  slight  changes,  as  previously  de- 
scribed and  discussed,  and  as  shown  by  the  table  on  page  298.  The 
effluent  of  coal  Strainer  F  has  been  applied  to  coke  contact  Filter 
No.  175  at  an  average  rate  of  910,000  gallons  per  acre  per  day, — 
only  about  65  per  cent,  as  great  a  rate  per  day  as  that  of  intermittent 
continuous  Filter  No.  135, — and  the  resulting  effluent  has  contained 
about  the  same  amount  of  organic  matter  as  the  effluent  of  Filter 
No.  135,  but  nitrification  has  not  been  as  active  as  in  Filter  No. 
135,  and  the  matter  in  suspension  in  the  effluent  has  Ijeen  of  a  charac- 
ter more  lial)lc  to  change  than  the  matter  in  the  effluent  of  Filter  No. 
135.  Comparing  the  actual  amount  of  nitrogenous  matter  applied 
to  each  filter  and  the  amount  of  nitrogen  in  the  effluent,  we  can  under- 
stand, what  is  very  apparent  from  an  examination  of  the  filters,  that 
in  proportion  to  the  volume  of  sewage  applied  the  interspace  of  Filter 
No.  175  has  retained  more  organic  matter  than  the  interspace  of 
Filter  No.  135. 

An.t:robic  followed  by  JErobic  Filtration. 
Filters  Nos.  133  and  134,  first  put  into  operation  in  1899,  were 
continued  throughout  the  year.  These  two  filters,  each  t^^^^  of  an 
acre  in  area,  contain  broken  stone  of  such  a  size  that  all  will  pass 
through  a  sieve  with  one  mesh  to  the  linear  inch,  24  per  cent, 
through  a  sieve  with  a  i/'^-inch  mesh,  and  none  through  a  sieve  with 
a  1/4-inch  mesh.  As  described  in  previous  reports.  Filter  No.  133 
is  an  anaerobic  filter,  and  sewage  was  passed  upward  through  it  con- 
tinuously during  the  year,  the  effluent  of  this  filter  being  then  passed 
down  through  Filter  No.  134,  which  was  operated  as  an  intermittent 
continuous  filter.  The  rate  of  operation  of  Filter  No.  133  varied 
during  the  year  from  2,9ti9,000  gallons  per  acre  daily  in  Fe))ruary 
to  080,000  gallons  per  acre  daily  in  June,  the  average  rate  for  the 
entire  year  being  1,583,000  gallons  per  acre  daily.  Filter  No.  134 
was  operated  at  rates  varying  from  2,752,000  gallons  per  acre  daily 
in  February  to  211,000  gallons  per  acre  daily  in  July,  the  average 
rate  for  the  year  being  1,131,000  gallons  per  acre  daih'.  The  fol- 
lowing tables  give  the  monthly  averages  of  the  analyses  of  the  efflu- 
ents of  these  two  filters  for  the  year  :  — 
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Effluent  of  Filter  No.  133. 

L  Parts  per  100,000.1 


Quan- 
tity 

Tempeeatuke. 
Deg.  F. 

Ammonia 

Nitrogen 

AS 

•a 

a 

Applied. 
Gallons 

g 

t> 

1901. 

ALBUMINOID. 

3 

^^ 

per  Acre 

, 

o 

•al 

Daily 

S, 

■y 

- 

S 

m 

s 

for  Six 

a 

^ 

rta 

° 

sS 

Days  in  a 
Week. 

1 

i 

1 

c*' 

o 

S 

2 

o 

IS 

C9 

January,  . 

2,657,000 

47 

55 

6.3750 

.3735 

.2625 

9.20 

.01 

.0000 

2.51 

919,800 

February, 

2,969,000 

44 

53 

5.4000 

.2560 

.1960 

7.49 

.01 

.0000 

2.52 

680,500 

March, 

2,841,000 

45 

55 

4.8000 

.3560 

.2440 

8.81 

.06 

.0000 

4.28 

337,500 

April, 

2,157,700 

49 

54 

5.1000!. 2500 

.16S0 

11.57 

1    .02 

.0000 

2.32 

412,300 

May, 

1,310,300 

57 

60 

5. 2250'.  1920 

.  1275 

10.92 

.01 

.0000 

1.59 

223,300 

June, 

680,000 

67 

72 

5. 43331. 2213 

.1133 

12.51 

.01 

.0000 

1.38 

174,200 

July, 

1,032,000 

76 

76 

4.0667  .1747 

.0873 

13.71 

.01 

.0000 

1.10 

118,000 

August,  >. 

982,000 

73 

72 

4.8667  .1667 

.10S7 

14.21 

.01 

.0000 

1.19 

120,200 

September, 

922,700 

70 

68 

4.8000  .1733 

.1147 

15.01 

1   .01 

.0000 

1.49 

53.300 

October,  . 

1,047,000 

58 

67 

4.1000  .1380 

.0820 

12.07 

.01 

.0000 

1.32 

90,500 

November, 

1,221,300 

47 

56 

5.90O0  .2540 

.1920 

10.98 

.01 

.0000 

2.20 

90,500 

December, 

1,174,200 
1,582,900 

47 

58 

3.7200 

.1880 

.1260 

7.96 

.01 

.0000 

1.84 

24,000 

Average,   . 

57 

62 

4.9822 

.2286 

.1518 

11.20 

.02 

.0000 

1.98 

270,300 

Effluent  of  Filter  No.  134. 

[Parts  per  100,000.] 


Quan- 
tity 

Temperature. 
Deg.  F. 

Ammonia 

Nitrogen 

AS 

•g 

3 

Applied. 
Gallons 

o 

1901. 

ALBUMINOID. 

1 

3 

a  o 

per  Acre 

, 

o 

aB 

Daily 

o 

t; 

s 

n 

for  six 

a 

^ 

_; 

r>ic 

u 

■w 

u  a 

Days  in  a 
Week. 

o 

ch 

c" 

s 

9^ 

^ 

y. 

1 

January, 

2,492,000 

65 

49 

0.68 

4.3250 

.1920 

.1575 

9.08 

0.88 

.0147 

1.51 

188,000 

February, 

2,752,000 

53 

48 

0.73 

3.7000 

.1260 

.1010 

7.41 

1.08 

.0032 

1.06 

16,600 

March,    . 

2,631,000 

65 

53 

1.14 

5.5000 

.2000 

.1300 

10.11 

0.30 

.0100 

1.40 

- 

April,     . 

1,616,400 

64 

62 

0.84 

4.1000 

.1780 

.1260 

10.71 

0.67 

.0146 

1.14 

234,000 

May,       . 

1,202.600 

60 

59 

1.22 

4.9000 

.1400 

.0995 

10.85 

0.12 

.0036 

0.97 

37,500 

June, 

284,000 

72 

70 

0.72 

3.3467 

.1440 

.0927 

12.74 

0.08 

.0023 

0.69 

11,700 

July,       . 

211,000 

76 

73 

0.56 

2.733H 

.1133 

.0853 

12.72 

1.19 

.0433 

0.73 

17,100 

August,. 

226,000 

72 

73 

0.49 

1.5467 

.08*^0 

.0753 

14.18 

3.40 

.0147 

0.68 

52,700 

September,    . 

362,800 

68 

68 

0.54 

1.2000 

.0ii07 

.06117 

15.08 

3.09 

.0227 

0.78 

28,800 

October,. 

419,000 

67 

64 

0.44 

0.9.350 

.0800 

.0620 

11.31 

1.90 

.0130 

0.83 

10,500 

November,     . 

579,300 

56 

52 

0.82 

1.5400 

.1820 

.0810 

11.17 

3.59 

.0170 

1.78 

64,600 

December,     . 

798,700 
1,131,200 

68 

60 

0.47 

0.2520 

.1760 

.0480 

8.21 

11.13 

1 

2.98 

.0100 

1.68 

6,000 

Average, 

62 

69 

0.72 

2.8398 

.1425 

.0933 

1.61 

.0141 

1.10 

60,600 

Taking  the  average  rate  of  operation  of  Filter  No.  133,  and  com- 
paring it  with  the  open  space  of  the  filter  as  determined  at  the  end 
of  the  year,  it  shows  that  the  applied  sewage  i)assc(l  through  the 
filter  during  the  year  in  about  six  hours,  or  nearly  four  times  as  fast 
as  similar  sewage  passed  through  Septic  Tank  A.  Com{)aring  the 
resulting  effluents  of  this  filter  and  of  Sojjtic  Tank  A,  we  find  that 
that  from  anarobic  Filter  No.  133  (HditMJiied  much  less  organic 
matter,  —  hut  slightly  more;  than  oiic-half  as  much  as  shown    by  the 
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albuminoid  ammonia  determinations,  and  less  tiian  two-thirds  as 
much  as  shown  by  the  determinations  of  oxygen  consumed.  These 
results  are  similar  to  those  ol)tained  in  previous  years.  That  is, 
the  greater  the  surface  for  l)acterial  growtli,  such  as  is  the  case  in 
this  tank  filled  with  brolven  stone,  the  better  the  results  in  anivrobic 
as  well  as  in  an-obic  filtration.  The  principal  obstacle  in  oi)erating 
an  anaerobic  filter  such  as  this,  compared  with  the  operation  of  a 
septic  tank,  is  the  greater  diflSculty  in  removing  accumulated  sludge, 
if  we  assume,  as  seems  reasonable,  that  in  both  cases  sludge  will, 
when  treating  most  sewages,  eventually  accumulate  to  such  an 
extent  that  its  removal  will  be  imperative.  This  anan'ol)ic  filter, 
after  having  been  in  operation  for  twenty-eight  months  and  having 
had  sewage  passed  through  it  at  an  average  rate  of  about  1,550,000 
gallons  per  acre  daily,  had  lost  65  per  cent,  of  its  open  space. 
This  clogging  material  could  be  partially  removed  by  reversing  the 
flow  through  the  tank,  that  is,  by  washing  the  filtering  material  by 
means  of  the  application  of  large  volumes  of  sewage  or  water.  "We 
found,  however,  that  with  material  as  fine  as  that  in  this  anaerobic 
filter,  especially  as  it  was  without  coarse  underdrains,  this  method 
of  cleansing  was  not  as  cflective  as  desired.  It  is  ])elieved,  how- 
ever, that  with  coarser  material  and  open  underdrains  this  can  be 
successfully  done  without  impairing  the  bacterial  results  of  the 
filter  except  for  a  short  period,  and  experiments  are  being  made  to 
determine  this. 

Intermittent  Continuous  Filters  Nos.   135  and  13(5,  tj^i^uu  ^^^ 

AN  Acre  in  Area. 
These  two  filters,  first  put  into  operation  in  November,  l.s'Ji), 
were  continued  in  operation  throughout  the  year  1901.  Each  has 
contained  during  the  year  11  feet  10  inches  in  depth  of  broken  stone 
of  such  a  grade  that  all  will  pass  through  a  screen  with  a  1-inch 
mesh,  40  per  cent,  through  a  screen  with  a  l/^-inch  mesh  and  4  per 
cent,  through  a  screen  with  a  i/t-i"*^"!^  mesh.  Filter  No.  135  has 
received  sewage  which  has  first  been  passed  through  a  coal  strainer 
(see  page  298),  and  Filter  No.  136  has  received  sewage  which  has 
first  been  passed  through  a  septic  tank.  At  the  beginning  of  the 
year  both  were  being  operated  at  the  rate  of  approximately  2,000,000 
gallons  per  acre  per  day,  and  nitrification  was  feeble  in  both  filters, 
owing  to  the  conditions  prevailing,  as  described  in  a  previous  report. 
That  is,  the  great  depth  of  the  filters  compared  with  their  surface 
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iirea  caused  the  accumulation  of  nitroaen  and  carbonic  acid  a^as  witliin 
them,  and  the  difficulty  Avith  which  these  gases  could  escape  and 
oxygen  enter  prevented  bacterial  oxidation.  To  remedy  this,  on 
May  27  openings,  four  in  number,  were  made  on  the  side  of  each 
filter  about  ^yo  feet  from  the  top  of  the  filtering  material.  Fol- 
lowing this,  nitrification  began  to  be  active  in  both  filters  and  con- 
tinued so  throughout  the  remainder  of  the  year.  The  average  rate 
of  tiltration  of  Filter  No.  135  for  the  entire  year  was  1,407,000 
gallons  per  acre  per  day,  and  for  Filter  No.  136,  1,403,000  gallons 
per  acre  per  day. 

The  following  tables  give  the  average  analyses  for  the  year  of  the 
sewage  applied  to  and  the  effluents  of  these  filters  :  — 

Sewage  applied  to  Filler  No.  135. 

[Parts  per  100,000.] 


Ammonia. 

Chlorine. 

Oxygen 
Consumed. 

Temperature. 
Deg.  F. 

Free. 

ALBUMINOID. 

Bacteria 
per  Cubic 

Total. 

In  Solution. 

Centimeter. 

61 

6.41 

.35 

.29 

9.70 

2.08 

383,300 

Sewage  applied  to  Filler  No.  136. 


8.73 


2.58 


352,000 


Effluent  of  Filter  No.  135. 

[Parts  per  100,000.] 


Quan- 
tity 

Tempebatdbk. 
Deo.  p. 

Ammonia 

NlTROOEN 
AS 

•d 

a 

Applied. 

O 

ALnCMINOID. 

s 

!;1  '^ 

1001. 

Gallons 

pfT  Aero 

1 

O 

a,  n 

Jiaily 
for  .Six 

Si 

c 

. 

Id 

_= 

1 

1 

Days  in  a 
Week. 

o 
"o 
O 

g 

b 

O 

c" 

(J 

^ 

5 
z 

i 

So 

.January, 

1,892,000 

50 

53 

0.97 

4.6500 

.2820 

.2465 

9.50 

0.01 

.0000 

1.94 

342,400 

l<obruiiry, 

2,40i>,0i)0 

44 

48 

0.90 

4.3000].19W 

.1600 

7.38 

0.24 

.0090 

1.39 

124,800 

March,    . 

2,168,000 

48 

62 

1.80 

6..WO0L:!20O 

.2447 

7.63 

0.02 

.0000 

2.14 

166,000 

April.     . 

1,880,800 

55 

64 

1.17 

5.1tJH7  .2107 

.1727 

8.50 

0.01 

.0000 

1.50 

103,000 

May,       . 

1,055,000 

62 

58 

1.07 

5.80U0  .2rt70 

.lorio 

8.76 

0.15 

.0150 

1.36 

120,600 

June, 

602,700 

71 

67 

0,61 

2.i:i:5;i  .2.''.y3 

.12H7 

8.93 

1  3.56 

.0.''.20 

1.36 

6,300 

July,       . 

!)09,(X)0 

76 

74 

0.44 

1.0000  ,.1093 

.07ti7 

11.78 

3.31 

.01f>3 

1.03 

1,400 

AUKUHt, 

1,26.^000 

72 

71 

0.48 

1.02671.2147 

.nr,47 

10.97 

j  .'•,.20 

.0157 

1.83 

6,400 

Ht-pifmber,    . 

1,072,400 

68 

67 

0.62 

l.t)(J00,.1520 

.0647 

13.43 

3.68 

.0187 

1.44 

3,500 

ftclober. 

1,1. ".0,000 

66 

69 

0.64 

1.7900. 2020 

.0060 

11.05 

5.45 

.0095 

1.77 

- 

November,    . 

1,126,700 

49 

60 

0.73 

2.18071.1440 

.095:5 

8.98 

5.14 

.01.V2 

1.14 

- 

Decemljer,    ; 

1,376.700 
1,406,900 

66 

64 

0.77 
0.81 

1.8200 

.2660 

.1080 

6.48 

2.02 

.0075 
.0182 

1.91 

1,000 

Average,  . 

60 

69 

3.1646 

.2228 

.1353 

9.44 

2.40 

1.67 

87,800 
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Effluent  of  Filler  No.  136. 

[Parts  per  100,000.] 


Quan- 
tity 
Applied. 

Gallons 
per  Acre 
Dally 
for  Six 
Davs  In  a 
Week. 

Tempe'ratubb. 
Deo.  F. 

Ammonia. 

NiTBOGEN 
AS 

•6 
1 

u 

3 

u 

Si 

a 

o 

5 

2 

ALBCMl;;OID. 

c 
o 

6 

2 

m 

s 

c 
o 

o 

c 

bo 
>» 

X 
O 

u  u 

1901. 

"3 
o 

!l 

11 

January, 

1,946,000 

50 

53 

0.90 

4.1850 

.2950 

.1705 

9.20 

0.80 

.0034 

1.83 

109,000 

February, 

2,419,000 

48 

49 

0.90 

4.4500 

.2360 

.1490 

4.94 

0.02 

.0002 

1.43 

114,700 

March,  . 

1,793,000 

51 

51 

1.07 

5.8667 

.3067 

.1833 

7.04 

0.02 

.0001 

1.75 

304,300 

April,     . 

2,154,600 

55 

54 

0.96 

4.4667 

.2027 

.1540 

8.16 

0.09 

.0012 

1.37 

115,500 

May,       .       . 

926,500 

62 

57 

0.68 

4.1550 

.1785 

.1473 

8.74 

1.25 

.0045 

1.02 

17,200 

June, 

520,000 

69 

66 

0.58 

0.8235 

.2038 

- 

8.99 

6.50 

.0161 

1.15 

11,800 

July,       . 

886,500 

77 

75 

0.80 

2.5667 

.1973 

- 

8.19 

1.81 

.0115 

2.03 

35,200 

August, . 

977,000 

73 

71 

0.69 

2.3267 

.2640 

.0873 

10.08 

3.59 

.0140 

2.41 

8,200 

.September,    . 

1,178,600 

69 

67 

0.82 

3.0867 

.1867 

.0953 

11.10 

2.10 

.0167 

1.55 

2,400 

October, 

1,226,500 

- 

60 

0.74 

2.7500 

.2380 

.1170 

11.50 

3.74 

.0130 

2.05 

- 

November,     . 

1,386,700 

51 

49 

0.88 

4.1067 

.2120 

.1320 

9.05 

2.77 

.0117 

1.43 

- 

December,     . 

1,418,000 

55 

54 

0.84 
0.82 

2.2000 

.2760 

.1080 

6.48 

1.36 

.0110 

2.03 

11,800 

Average, . 

1,402,700 

60 

59 

3.4153 

.2331 

.1344 

8.62 

2.00 

.0086 

1.67 

78,000 

Comparison  of  the   Purification  of  Untreated   Sewage   and 
OF  Strained  Sewage  in  Contact  Filters. 

Filters  JSfos.  175  and  176. 
These  two  filters  were  put  into  operation  on  June  3,  lilOl,  and 
were  constructed  of  5  feet  in  depth  of  coke,  this  coke  being  of  such 
size  that  all  would  i)ai?s  through  a  screen  with  a  1-inch  mesh,  75  per 
cent,  through  a  screen  with  a  ''/{>-inch  incsh  and  jn-actically  none 
through  a  screen  with  a  i/4-inch  mesh.  The  cttluent  of  coal  Strainer 
F  was  applied  to  Filter  No.  175,  and  Filter  No.  170  received  regular 
station  sewage.  Notes  in  regard  to  the  ditierence  in  the  degree  of 
filling  of  open  space  of  these  two  filters  have  already  been  given  on 
page  278.  The  filters  were  both  contact  filters,  and  Filter  No.  175 
was  operated  during  the  year  at  an  average  rate  of  910,000  gallons 
per  acre  daily,  and  Filter  No.  170  at  an  average  rate  of  849,400  gal- 
lons per  acre  daily.  From  the  time  of  first  being  put  into  operation 
until  October  1  the  filters  were  flooded  in  four  ai)plications  of  sew- 
age one  hour  apart,  allowed  to  stand  full  for  two  hours  and  then 
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drained  slowly.  From  October  1  to  November  7  each  was  Hooded 
ill  four  applications  of  sewage  one  hour  apart  and  allowed  to  stand 
full  for  four  hours  before  being  drained.  Beginning  November  7 
each  dlter  was  tilled  in  one  application  of  sewage,  about  forty-tive 
minutes  being  taken  to  fill  each  filter  to  its  surface.  The  changes 
in  the  manner  of  flooding  made  comparatively  little  difterence  in  the 
degree  of  purification  obtained  by  each  filter,  although  the  best  re- 
sults were  obtained  during  October. 

The  following  tables  present  the  average  analyses  of  the  eflluent 
of  each  filter  :  — 

Ejfluent  of  Filter  No.  173. 

[Parts  per  100,000.] 


Quan- 
tity 
Applied. 

Tempera- 

TCRK. 

Deg.  F. 

Appearance. 

.2 

Albuminoid 
Ammonia. 

Nitrogen 

AS 

a 

3 

3 

3 

1901. 

Oallims 

per  Acre 

Dally 

for  Six 

Days  in  a 

Week. 

61) 
> 
'/I 

■M 

c 

3 

B 

a 

3 

E-i 

u 
o 
o 

o 

a 
a 

< 

2 
S 

c 
o 

m 

5 
a. 

X  o 

o 
"a 
O 

11.09 

1 

2 

o 

0.2 

«a 

Is 

June, . 

930,000 

65 

66 

Slight. 

.53 

3.9500 

.2040 

.1290 

.0750 

0.06 

.0090 

0.90 

104,300' 

July,  . 

900,000 

75 

79 

Slight. 

.46 

1.4700 

.168a 

.1070 

.0610 

11.55 

0.86 

.0130 

0.79 

48,000 

August,      . 

900,000 

73 

72 

Slight. 

.49 

1.1567 

.1280 

.0873 

.0407 

11.60 

1.20 

.0167 

0.85 

240,200 

September, 

859,000 

71 

69 

Slight. 

.55 

1.0000 

.1360 

.0880 

.0480 

14.38 

0.87 

.0800 

0.88 

193,500 

October,    . 

840,000 

64 

58 

Decided. 

.61 

1.1150 

.1680 

.1200 

.0480 

11.82 

2.24 

.0073 

1.09 

193,000 

November, 

678,500 

50 

47 

Great. 

- 

1.9200 

.2800 

.2340 

.0460 

11.87 

2.20 

.0010 

2.00 

108,000 

December, 

1,261,000 

46 
63 

- 

Slight. 

.50 

0.8550 

.1170 
.1716 

.1010 
.1238 

.0160 
.0478 

7.90 
11.46 

1.97 
1.34 

.0110 



.0197 

0.87 

33,600 

Avaragc, 

909,800 

65 

- 

.52 

1.6381 

1.05 

131,500 

Effluent  of 

Filte 

r  No 

.176. 

June, . 

907,500  1 

68 

67 

Slight. 

.86 

4.9500 

.2660 

.1610 

.1050 

10.92 

0.20 

.0040 

0.98 

214,800 

July,  . 

855,000  j 

75 

80 

Slight. 

.41 

1.9500 

.1780 

.0850 

.0930 

10.21 

0.50 

.0040 

0.80 

287,000 

August, 

855,000  1 

73 

72 

Slight. 

.53 

1.2800 

.1513 

.1080 

.0433 

11.28 

0.87 

.0213 

0.90 

194,000 

September, 

816,000 

71 

70 

Slight. 

.50 

0.7800 

.1560 

.1100 

.0460 

14.80 

0.81 

.0280 

1.04 

531,000 

October,    . 

808,100 

58 

65 

Decided. 

.59 

0.9800 

.1893 

.1273 

.0620 

9.48 

2.53 

.0049 

1.22 

244,000 

November, 

677,300 

48 

47 

Great. 

- 

1.2600 

.2280 

.1860 

.0420 

7.99 

0.24 

.0006 

1.74 

1,283,000 

December, 

1,127,000 

51 
63 

65 

Slight. 

.41 

0.8600 

.1210 
.1842 

.0980 
.1260 

.0230 

.0692 

1 

8.76 
10.13 

1.05 
0.80 

.0044 
.0098 

0.77 

23,500 

Average, 

840,400 

.55 

1.7229 

1.06 

898,800 

No.  34.1 
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Operation  of  Contact  Filters  of  Smooth,  Regular  Material. 
Filters  iVo.s.  173  and  174. 
As  the  chief  cliiEculty  in  continuing  the  operation  of  contact 
filters  has  been  proved  to  be  the  ck)gging  of  their  interspace,  which 
continually  decreases  their  rate  of  operation,  two  filters  were  started 
at  the  station  to  see  if  good  results  could  lie  obtained  with  material 
of  such  a  character  that  little,  if  any,  matter  would  be  retained 
upon  it.  One  filter,  No.  173,  was  constructed  of  brick,  and  the 
other  filter.  No.  174,  of  slate,  this  material  being  so  arranged  that 
there  M-ere  regular  half-inch  spaces  between  the  layers.  Neither 
filter,  however,  was  successful  in  producing  good  results.  The 
organic  matter  in  suspension  in  the  sewage  accumulated  at  the  bot- 
tom of  the  filters  and  anan-olnc  action  ensued,  bul)bles  of  gas  rising 
to  the  surface  of  the  filter  when  it  was  filled  with  sewage.  The  av- 
erage rate  of  operation  of  Filter  No.  173  was  400,000  gallons  per 
acre  daily,  and  of  Filter  No.  174,  775,000  gallons  per  acre  daily, 
the  diff'erence  in  rate  being  caused  by  the  different  thickness  of  the 
walls  of  the  filterino-  material.  The  average  analyses  of  the  efHucnts 
of  these  two  filters  for  their  period  of  operation  from  June  4  to  the 
end  of  the  year  are  as  follows  :  — 

Effluent  of  Filler  No.  173. 

[Parts  per  100,000.] 


Ammosia. 

Chlorine,      i 

NITBOOEN  AS                      j 

O.xygen 
Consumed. 

Free. 

Albuminoid. 

Nitrates. 

i 
Nitrites. 

per  Cubic 
Centimeter. 

3.29 

.38 

10.21 

.05 

.0057 

2.57 

382,000 

Effluent  of  Filter  No.  174. 


3.93 


2.82 


350,000 


Contact  Filters  Nos.  137  and  103. 
Filter  No.  137,  first  put  into  operation  in  Fel)ruarv,  1!»00,  was 
continued  in  operation  during  1001.  It  is  constructed  of  .")  {cQt  in 
depth  of  Ijroken  stone  of  such  grade  that  all  the  pieces  will  pass 
through  a  sieve  with  a  1-inch  mesh,  and  practically  none  through  a 
sieve  with  a  i.o-incli  mesh.     Its  rate  of  operation   during  the  year 
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was  1,027,000  gallons  per  acre  daily.  The  results  obtained  during 
the  year  were  very  poor,  no  nitrification  occurring  within  the  filter. 
Much  better  results  were  obtained  during  1900,  when  the  rate  of 
operation  was  only  one-half  as  great  and  the  filter  was  comparatively 
free  from  clogging.  The  etiiuent  of  the  filter  was  applied  to  coke 
Filter  Xo.  163  at  an  average  rate  of  737,000  gallons  per  acre  daily, 
this  latter  filter  being  a  coke  contact  filter  containing  4  feet  (5  inches 
in  depth  of  comparatively  fine  coke.  The  average  analyses  of  the 
effluents  of  these  two  filters  during  1901  M^ere  as  follows  :  — 

Effluent  of  Filter  No.  1 3  7. 

[Parts  per  100,000.] 


Color. 

Ammonia. 

Chlorine. 

Nitrogen  as 

Oxygen 
Consumed. 

Temperature. 

Free. 

ALBUMINOID. 

Nitrates. 

Nitrites. 

Bacteria 
per  Cubic 

Deg.  F. 

Total. 

In 

Solution. 

Centimeter. 

58 

.79 

2.9381 

.2912 

.1843 

10.14 

.14 

.0016 

2.04 

383,800 

Effluent  oj  Filter  No.  163. 

[Parts  per  100,000.] 


Quan- 
tity 
Applied. 

Gallons 
per  Acre 
Dally 
for  Six 
Days  in  a 
Week. 

Tempkra- 

TUIIE. 

Deg.  F. 

Appkakance. 

.2 

c 
o 

a 
a 

< 

I 

Albuminoid 
Ammonia. 

p 

5 

8.50 

NlTBOGEN 

AS 

•d 

i 

a 
o 

d 
O 

o 
a 

a 

1901. 

ti 
t 

3 

o 
O 

o 

a 
o, 

o  " 

1-1 

1 

2 

5 
« 

II 

a 

January,    . 

840,000 

60 

60 

Great. 

.75 

2.6800 

.2480 

.1920 

.0560 

0.78 

.0110 

1.66 

423,500 

February,  . 

78.5,000 

46 

46 

Great. 

.88 

2.5700 

.2050 

.1565 

.0485 

6.81 

0.45 

.0023 

1.28 

286,600 

March, 

780,000 

61 

50 

Great. 

.88 

2.9400 

.2520 

.1480 

.1040 

7.13 

0.88 

.0006 

1.62 

- 

April, 

.570,000 

49 

51 

Great. 

.50 

1.6800 

.1740 

.0790 

.0950 

7.88 

1.00 

.0014 

1.18 

328,800 

May,  . 

766,700 

58 

58 

Decided. 

.62 

2.1067 

.1627 

.0807 

.0820 

8.84 

1.16 

.0055 

0.97 

291,000 

June, . 

720,000 

67 

66 

Slight. 

.06 

1.4300 

.1300 

.0760 

.0540 

10.46 

1.73 

.0160 

0.83 

155,500 

July,  .       . 

720,000 

76 

74 

Decided. 

.58 

1.2000 

.1500 

.0733 

.0767 

11.09 

1.09 

.0193 

1.11 

143,300 

Augnat,     . 

720,000 

72 

72 

Decided. 

.52 

1.1600 

.1333 

.0893 

.0440 

12.79 

1.49 

.0193 

0.89 

301,000 

September, 

691,000 

60 

67 

Decided. 

.65 

1.8500 

•1560 

.0970 

.0590 

13.97 

1.06 

.0210 

1.16 

239,500 

October,    , 

720,000 

62 

- 

Decided. 

.60 

1.3000 

.1650 

.0070 

.0680 

11.50 

2.04 

.0160 

1.12 

115,600 

November, 

686,200 

49 

49 

Decided. 

.77 

1.1300 

.1790 

.1350 

.0440 

10.44 

1.42 

.009.5 

1.2« 

120,500 

iJecombor, 

848,000 

52 
68 

62 
68 

Decided. 

.67 

1.0300 

.1420 
.1748 

.1210 
.1121 

.0210 
.0627 

10.48 
0.99 

0.99 
1.17 

.0032 
.0104 

1.07 

79,500 

Average, 

737,200 

- 

.67 

1.7147 

1.17 

226,900 
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Filter  No.  164. 
This  filter,  containing  4  feet  (3  inches  in  depth  of  coke  of  a  con- 
siderably finer  grade  than  that  in  Filter  No.  163,  was  in  operation 
during  the  first  six  months  of  the  year  at  an  average  rate  of  7(35,000 
gallons  per  acre  daily,  the  etfluent  of  Filter  No.  137  being  applied 
to  it,  as  in  the  case  of  Filter  No.  163.  During  its  period  of  opera- 
tion it  produced  an  effluent  much  better  purified  than  that  of  Filter 
No.  163,  but  the  loss  of  open  space  increased  more  rapidly.  The 
following  table  shows  the  average  analyses  of  its  effluent :  — 


Effluent  of  Filter  No.  164. 

[Parts  per  100,000.] 


Quan- 
tity 
Applied. 

Gallons 

per  Acre 

Daily 

for  Six 

Days  in  a 

Week. 

Tkmpeba- 

TURK. 

Dbg  F. 

Appearance. 

1 

a 
s 

< 

Albitminoid 

AMMONIA. 

1 
0 

6 

Nitrogen 

AS 

•6 

1 

3 

C 
0 

B 
Si 

1 

0 

"S 

a 
0 

1001. 

1 

s 
€ 

a 
E- 

o 

5 

"3 
o 

c 

_o 

3 
■3 

C 

0. 
3  ~ 

1 

5 

1 

OS 

IS 

January,    . 

888,000 

50 

52 

Decided. 

.55 

1.4800 

.1880.1240 

.0640 

8.62 

1.71 

.0120 

1.10  379,500 

1 

February, . 

796,000 

46 

47 

Decided. 

.61 

0.9350 

.14301.1120 

.0310 

6.46 

1.80 

.0068  1.01' 324,6C0 

March, 

783,400 

51 

53 

Decided. 

.63 

0.5750 

.1670  .1360 

.0310 

7.22 

2.39 

.0072  1.19|270,000 

April, 

567,800 

49 

53 

Decided. 

.75 

1.8700 

.1510  .0920 

.0590 

7.86 

1.79 

.0051  1.00 

90,900 

May,  .        . 

777,000 

58 

61 

Slight. 

.50 

0.8367 

.1033'.  0720 

.0313 

8.73 

2.42 

.0180  0.68 

148,800 

June, . 

777,000 

67 

68 

V.  Blight. 

.49 

0.6150 

.084oj.0740 

.0100 
.0377 

10.55 
8.24 

2.88 

.0480 
.0162 

0.65 

48,200 

Average, 

764,900 

54 

56 

- 

.59 

1.0520 

.1394 

.1017 

2.17 

;0. 94!  210,300 

1 

On  the  Action  of  Iron  in  the  Purification  of  Sewage. 
Filters  Nos.  88,  150  ami  165. 

The  experiments  described  in  the  reports  of  the  last  two  years 
showing  the  influence  of  iron  oxides  in  the  purification  of  sewage 
have  been  continued.  The  previous  results  have  been  confirmed, 
but  no  new  facts  of  importance  have  been  added. 

Filter  No.  88,  composed  of  sand  and  iron  filings,  has  been  discon- 
tinued during  the  year,  owing  to  the  fact  that  the  mass  of  sand  and 
iron  oxide  became  consolidated  to  such  an  extent  as  to  prevent  the 
passage  of  sewage.  The  results  for  the  six  months  in  which  it  was 
operated  are  given  in  the  following  table.  These  final  results  were 
uncertain  and  irregular,  owing  to  the  advancing  consolidation,  and 
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Avere  not  characteristic  of  the  action  of  this  filter.  It  may  be  well 
to  recall  what  was  said  of  this  filter  in  the  report  for  1900,  that, 
operated  at  a  rate  of  115,000  gallons  per  acre  daily,  it  gave  luore 
uniformly  satisfactory  results  than  any  intermittent  filter  which  has 
ever  been  installed  at  the  station.  That  this  favorable  action  was 
due  to  the  hydrous  oxide  of  iron  formed  on  the  surface  of  the  iron 
filings  there  seems  no  reason  to  doubt. 


Effluent  of  Filler  No.  88. 

[Parts  per  100,000.] 


Quan- 
tity 
Applied. 

Gallons 

per  Acre 

Dally 

for  Six 
Days  in  a 

Week. 

Tempera- 

TCBB. 

Deg.  F. 

Length  of 

Time 

Sewage 

Remained 

on 
Surface. 

Hours  and 
Minutes. 

Appearance. 

Ammonia. 

B 
O 

O' 
9.89 

Nitrogen 

AS 

1 

3 

B 
O 

B 

So 

>> 

o 

3 

•3 
3 

3 

Eh 

1 

1 

2 
"3 

1 
s 

< 

1 

g 

1901. 

'I 

c 

a 
S 

Oil 

<u  B 

IS 
n 

January,     . 

115,200 

50 

50 

3h.35ni 

None. 

.15 

0.0094 

.0080 

t 
2.29  .0022 

0.08 

95 

February,  . 

91,300 

47 

46 

10h.33m. 

V.  Blight. 

.30 

0.5680 

.0330 

7.60 

2.36  .0200 

1 

0.24 

852 

March, 

115,200 

48 

50 

2h.44m. 

None. 

.08 

0.0066 

.0094 

4,91 

1.75.0016 

0.08 

372 

April,. 

39,900 

49 

55 

12h. 

None. 

.24 

1.4278 

.0605 

10.09 

0.50|.0032 

0.44 

22 

May,    . 

81,200 

57 

- 

18h. 

Slight. 

.57 

3.7067 

.1587 

9.13 

0.01 

.0010 

1.25 

150 

June,  . 

59,900 

68 

- 

35m. 

- 

- 

- 

- 

- 

1.38 

- 

- 

- 

Average, 

83,800 

53 

50 

9h,29m. 

- 

.27 

1.1437 

.0539 

8.32 

.0056 

0.42 

298 

The  experiment  of  substituting  a  natural  hydrous  oxide  of  iron  in 
place  of  the  iron  filings  was  described  in  the  last  report.  Filter  No. 
150  consists  of  a  mixture  of  equal  bulks  of  sand  of  an  eftective  size 
of  0.2.3  millimeter  and  an  iron  ore  —  brown  hematite — in  fragments 
of  an  elfective  size  of  1  millimeter.  This  iron  ore  is  a  ferric  hydrate 
belonging  to  the  mineral  class  of  limonites.  To  the  five  months  of 
its  operation  in  1900  are  now  added  the  twelve  months  of  1901. 

For  the  latter  half  of  the  year  the  rate  of  this  filter  was  about 
11.5,000  gallons  per  acre  daily,  with  highly  satisfactory  results  both 
chemically  and  bacteriologically,  but  not  c(jual  to  the  results  ob- 
tained from  Filter  No.  88,  as  described  in  the  rc])()rt  for  1900. 

It  was  scarcely  to  be  ex[)ected  that  the  hard,  natural  limonite,  con- 
taining silica,  alumina  and  other  mineral  matters,  would  be  as  sus- 
ceptible to  the  influence  of  organic  matter  in  the  sewage  as  the  highly 
])orous  and  nearly  pure  ferric;  hydi'ate  freshly  formed  on  the  surface 
of  the  iron  tilings.      Jiut  that  this  natural  product  is  capable  of  acting 
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as  an  oxidizing  agent  was  conclusively  proved  in  the  case  of  Filter 
No.  125  (described  in  the  last  rejjort),  where  iron  went  into  solu- 
tion in  the  ferrous  condition  when  the  sewage  was  allowed  to  stand 
in  contact  with  the  limonite  for  some  days. 

Effluent  of  Filler  No.  150. 

[Parts  per  100,000.] 


Quan- 
tity 
Applied. 

Gallons 
per  .\cre 

Dally 
for  Six 
Days  In  a 

Week. 

!  Tempbra- 

1        TCRE. 

Dkq.  F. 

Length  of 

Time 

Sewage 

Remained 

on 
Surface. 

Hours  and 
Minutes. 

1  Appkarancb. 

Ammonia. 

= 
_o 
"a 
O 

8.77 

Nitrogen 

AS 

1 

i 

o 

s 

ec 
>» 
»< 

O 

3 

o 

2 

s 

o 
o 
O 

o 

S 

'a* 

2 
o 

c 

1 

3 

a 
< 

2 

S5 

OS 

1901. 

CO 

1 

15 

sa 

January,     . 

100,000 

60 

49 

8m. 

None. 

.07 

.0102 

.0136 

3.25 

.0057 

.14 

210 

February,  . 

100,000 

47 

46 

10m. 

None. 

.07 

.0084 

.0124 

8.05 

3.25 

.0064 

.13 

- 

March, 

100,000 

48 

50 

52m. 

None. 

.08 

.0100 

.0131 

5.99 

3.74 

.0034 

.14 

1,123 

April,. 

69,200 

49 

53 

10m. 

None. 

.08 

.0088 

.0144 

10.85 

4.08 

.0060 

.11 

1,496 

May,    .        . 

100,000 

57 

59 

5m. 

None. 

.07 

.0066 

.0140 

9.68 

3.62 

.0053 

.12 

2,770 

June,  . 

119,600 

68 

65 

7m. 

None. 

.11 

.0162 

.0202 

9.63 

3.89 

.0085 

.18 

5,800 

July,  .        . 

110,700 

75 

73 

5m. 

None. 

.10 

.0042 

.0152 

9.00 

3.95 

.0028 

.13 

97 

August, 

115,000 

73 

72 

5m. 

None, 

.10 

.0037 

.0154 

12.90 

2.81 

.0028 

.12 

398 

September, 

110,000 

71 

65 

5m. 

None. 

.08 

.0036 

.0151 

11.56 

3.12 

.0022 

.14 

2,500 

October,      . 

115,000 

58 

57 

8m. 

None. 

.04 

.0034 

.0162 

9.27 

3.08 

.0008 

.17 

420 

November, . 

115,000 

48 

53 

49m. 

V.  slight. 

.18 

.0412 

.0260 

9.97 

3.61 

.0022 

.19 

361 

December, . 

115,000 

51 

54 
58 

30m.      1 

None. 

.07 

.0079 

.0169 

7.65 

9.44| 

3.52 

.0009 

.14 

422 

Average, 

105,800 

58 

16m. 

- 

.09 

.0104 

.0160 

3.49 

.0039 

.14 

1,418 

Whether  the  natural  limonite  would  prove  effective  in  a  contact 
filter  was  not  satisfactorily  answered  by  Filter  No.  125,  since  the 
material  was  too  tine  for  this  purpose.  Filter  No.  165,  which  has 
been  in  operation  for  eleven  months  of  1901,  consists  of  5  feet  in 
depth  of  coarse  limonite  over  3  inches  of  underdrains.  It  has  been 
treated  as  a  contact  filter,  receiving  four  doses  of  regular  sewaire, 
one  hour  ai)art,  standing  full  two  hours  and  then  slowly  drained. 
At  an  average  rate  of  about  650,000  gallons  per  acre  daily  the  re- 
sults did  not  materially  diller  from  those  obtained  by  filters  com- 
posed of  l)roken  stone  or  similar  material.  A  difterent  result  was 
not  to  be  expected,  since  the  time  of  contact  of  the  sewage  and  the 
iron  oxide  was  very  much  less  than  with  the  filters  acting  at  a  much 
lower  rate,  and  the  oxidizing  action  of  the  natural  ferric  hydrate  is, 
under  any  conditions,  very  slow. 
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TThile,  therefore,  the  experiments  with  iron  filings  and  with  the 
natural  hydrous  hematite  are  interesting,  and  while  we  recognize  a 
distinct  advantage  in  the  purification  of  sewage  when  this  Iwdrated 
oxide  of  iron  is  mixed  with  the  sand  in  intermittent  filtration,  still 
we  cannot  say  at  the  present  time  that  the  advantage  is  great  enough 
to  justify  the  use  of  iron  either  in  the  metallic  or  oxidized  condition 
in  the  formation  of  filter-beds  on  a  large  scale. 

Effluent  of  Filter  No.  165. 

[Parts  per  100,000.] 


Quan- 
tity 
Applied. 

Tempkra- 

TCKE. 

Deo.  F. 

Appearanck. 

.2 

Albuminoid 
Ammonia. 

Nitrogen 

AS 

a 

a 

2 

5 

1901. 

Gallons 

per  Acre 

Dallv 

for  Si.x 
Days  in  a 

Week. 

i 

3 

1        ^ 

3 

O 

3 

o 

a 
s 

< 

Ui 

hi 

o  ■ 

S 

3 

o 
tn 
c 

c 
c 

3  d 

00  o 

c 
1 
o 

2 
2 

S' 
O 
■  c 
<u 
M 
1^ 
K 
O 

rt  a 
II 

February, . 

700,000 

47 

46 

Decided. 

.73 

2.7667 

.1707 

.1280 

.0427 

5.19 

0.01 

.0008 

0.97 

252,700 

March, 

700,000 

48 

61 

Decided. 

.90 

4.7000 

.2080 

.1590 

.0490 

7.63 

0.04 

.0000 

1.53 

155,500 

April, 

457,700 

49 

52 

Decided. 

_j* 

4.0500 

.2260 

.1240 

.1020 

6.34 

0.02 

.0000 

1.18 

52,300 

May,  . 

700,000  ; 

57 

57 

Decided. 

.62 

4.1850 

.1625 

.1105 

.0520 

8.99 

0.39 

.0023 

0.92 

252,400 

June,. 

700,000 

68 

67 

Slight. 

.68 

1.2300 

.1530 

.  1280 

.0250 

9.69 

2.01 

.0180 

0.87 

114,800 

Jnly,  . 

539,600  I 

75 

74 

Slight. 

.54 

0.3650 

.1270 

.0790 

.0480 

9.24 

1.92 

.0150 

0.84 

5,700 

August, 

610,000  1 

73 

72 

Slight. 

.54 

0.3400 

.1047 

.0841) 

.0207 

10.44!l  2.28 

.0173 

0.71 

279,500 

September, 

586,000 

71 

68 

Slight. 

.65 

0.23.50 

.0930 

.0900 

.0030 

10.68;,  2.95 

.0280 

0.89 

190,400 

October,    . 

610,000 

58 

58 

Slight. 

.49 

0.4360 

.1340 

.1070 

.0270 

8.17 

2.52 

.0100 

0.93 

137,400 

November, 

610,000 

48 

49 

Deeded. 

.88 

0.7700 

.  1330 

.1310 

.0020 

9.35 

2.64 

.0395 

0.97 

35,100 

December, 

907,100 

51 

59 

52 

Decided. 

.63 

1.6600 

.2120 
.1567 

.1520 

.0800 
.0392 

10.38 
8.73 

0.60 

.0090 

1.29 

80,800 

Average, 

647,300 

59 

- 

.66 

1.8852 

.1175 

1.40 

.0127 

1.01 

141,600 

*  Yellow,  black. 


Application    to    Filters    or   Differing    Volumes    of    Sewage 

CONTAINING   EqUAL    AmOUNTS    OF    ORGANIC    MaTTER. 

The  volume  of  sewage  that  can  in  intermittent  sand  filtration  be 
applied  to  a  filter  and  ))e  satisfactorily  purified  varies  with  the 
dcree  of  concentration  of  the  sewage.  To  illustrate  this  fact, 
Filters  Nos.  128,.  129  and  130  were. put  into  operation  in  August, 
1899,  and  two  of  them  —  namely.  Filters  Nos.  128  and  130  —  were 
continued  in  operation  until  the  end  of  June,  1901.  Each  filter 
contained  5  feet  in  doi)1h  of  sand  of  an  cfiective  size  of  0.2()  milli- 
meter. To  Filter  No.  128  station  sewage  was  applied  at  an  average 
rate  of  95,000  gallons  per  acre  daily,  and  to  Filter  No.  130  an 
equal  volume  of  sewage  plus  twice  as  much  river  water,  making  the 
average  rate  for  the  year  287,000  gallons  per  acre  daily.  Both 
filters  have  produced  good  effluents,  and  the  filter  receiving  the 
large  volume   of  weak   sewage  has   l)een  operated  as  easily  as  the 
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filter  receiving  the  smaller  volume  of  stronor  sewage.     The  folio winjj 
table  shows  the  average  analysis  of  the  effluent  of  each  filter :  — 

Effluent  of  Filter  No.  128. 

[Parts  per  100,000.] 


TBMfBBATDRB. 
DKO.  F. 

Color. 

Ammonia. 

Chlorine. 

Nitrogen  as 

Oxygen 
Consumed. 

Bacteria 

Sewage 
Applied. 

Effluent. 

Free. 

Albu- 
minoid. 

Nitrates. 

Nitrites. 

per  Cubic 
Centimeter. 

63 

56 

.15 

.2804 

.0386 

8.30 

4.09 

.0033 

.30 

2,600 

Effluent  of  Filter  No.  130. 


52 

.29 

.0404 

.  .0306 

.2.82: 

1.25 

.0044 

.34 

15,800 


DeGHEE  of  PuniFICATION  IN  SHALLOW  iNTERaHTTEXT  SaND  FiLTERS 

OF  Fine  and  Coarse  Sand. 
Filters  jVb.s.  140  and  141  A. 
These  two  filters  were  continued  in  operation  throughout  the  first 
six  months  of  the  year.  Filter  No.  140  contained  2  feet  in  depth 
of  fine  sand  of  an  efi'ective  size  of  0.11  millimeter  and  Filter  No. 
141  A  contained  2  feet  in  depth  of  sand  of  an  efi^ective  size  of  0.24. 
millimeter.  Filter  No.  140  was  operated  at  an  average  rate  of  48,600 
gallons  per.  acre  per  day,  and  Filter  No.  141  A  at  an  average  rate 
of  47,800  gallons  per  acre  per  day.  Neither  filter  produced  quite 
as  good  an  effluent  as  it  would  if  it  had  been  of  greater  depth,  and 
the  filter  of  coarse  sand  did.  npt  produce  an  effluent  of  quite  as  good 
a  quality  as  the  filter  of  fine  sand.  The  following  table  gives  the 
average  analysis  of  each  filter  during  its  period  of  operation  in 

1901:  — 

Effluent  of  Filter  No.- 140. 

[Torts  per  100,000.] 


Tbmpkratdrb.     I 
Dko.  F. 

Color. 

Ammonia. 

Chlorine. 

NiTROGKN  AS 

Oxygen 
Consumed. 

Bacteria 

Sewage 
Applied. 

Effluent. 

Fiee. 

Albu- 
minoid. 

Nitrates. 

Nitrites. 

per  Cubic 
Centimeter. 

53 

51 

.30 

0.9848 

.0416 

8.65 

3.31 

.0076 

.43 

1,800 

Effluent  of  Filler  No.  141  A 


51 

.27 

1.4722 

.0613 

8.68 

1      2.86 

.0088 

.63 

12,400 
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Other  Filters  in  Operation  at  the  Station  during  1901. 

Various  other  filters  have  been  in  operation  during  1901  for  special 
studies,  etc.,  but  the  results  obtained  from  some  of  them  are  not  of 
especial  importance,  and  others  were  put  into  operation  so  near  the 
end  of  the  year  that  their  results  will  be  given  in  a  subsequent  re- 
port. Among  these  last  were  three  sand  filters  started  for  the  pur- 
pose of  studying  the  action  of  various  disinfectants  -in  preventing 
nitrification,  this  study  being  made  in  connection  with  the  disposal 
of  the  sewage  of  hospitals. 


1 

2  00 


OF     AN 


Operation   of   the   Large   Intermittent   Filters, 

Acre  in  Area. 

As  stated  in  the  last  report,  no  sewage  was  applied  to  these  filters 
for  three  weeks  during  December,  1900,  owing  to  a  break  in  our 
sewer  pipe,  and  nitrification  practically  ceased  within  them.  This 
caused  their  eflluents  to  be  of  very  poor  quality  during  the  first  part 
of  1901,  and  not  until  warm  weather  returned  did  nitrification  become 
active  within  them.  During  the  winter  of  1901-1902  the  eflluents  of 
these  filters  were  generally  of  a  character  never  before  observed  in 
connection  with  them  ;  that  is,  nitrification  practically  ceased  within 
the  filters,  but  the  etfluents,  instead  of  becoming  turbid,  containing 
hio-h  all)uininoid  ammonia  and  being  subject  to  putrefaction,  were 
clear,  low  in  albuminoid  ammonia,  although  containing  high  free 
ammonia,  and  would  remain  without  change  even  when  incubated  at 
80°  F.  for  five  days. 

The  following  table  shows  the  ])eriod  of  service  of  each  of  them, 
to_<j-cther  with  the  date  upon  which  they  were  started,  their  rate  of 
operation,  etc.  :  — 

Average  Purification,  etc.,  of  Fillers  Nos.  1  to  10,  inclusive,  1901. 


OlMKNHlONS  ; 
OF   FiLTEB. 

in 
a 

o. 
o. 

C  OS 

a>  « 

O 

< 

p. 

c 
o 

« 

fc  *  "  - 

75,200 
;)6,300 
20,400 
131,500 
57,600 
63,900 
27,800 

AVKRAOK   (1001)    I'BB 
ClCNT.    KEMOVAI,   of 

NCMBKK  OK 
FiLTEB. 

1 

o. 

a 

1. 
*"« 

5^ 
e  = 

%r 

200 
200 
200 
200 
20U 
200 
200 

.2 
'S 

11 

a 

s 

S 

1 

•c 

1 

1,  .          .          . 

2,  .        .        . 
4,         .        .        . 

5B,     . 

6,         .        .        . 

OA,     . 

10,       .        .        . 

63 

eo 

60 
60 
44 
60 
60 

.lun.   10,  1888, 
J>oc.  19,  1887, 
Dec.  19,  1887, 
Mur.     .'.,  1898, 
,Jau.    n,  1888, 
Nov.  18,  1890, 
.July   18,  1894, 

1,615,100 
840,778 
f)38,:!7fi 
.'>4;i,73& 
1, -214, 889 
1,128,.')89 
318,760 

323,020,000 
Ifi8,ir,5,fi00 
107,675,200 
108,747,000 
24'J,!t77,800 
225,717,800 
63,762,000 

86 
92 
97 
89 
89 
88 
91 

78 
88 
97 
88 
82 
80 
86 

97.64 
99.98 
99.99 
98.43 
99.63 
98.86 
99.63 
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Filter  No.  1. 
Filter  No.  1  contains  60  inches  in  depth  of  coarse  sand  of  an 
etfective  size  of  0.48  millimeter,  and  is  -^^-^  of  an  acre  in  area. 
The  surface  of  this  filter  has  been  raked  1  inch  deep  each  week  and 
spaded  over  to  a  depth  of  6  to  10  inches  upon  May  6  and  18  and 
September  24.  During  January,  A^/o  inches  of  snow  and  4%  inches 
of  ice  were  removed  from  its  surftice ;  during  February,  51/2  inches 
of  snow  and  81/4  inches  of  ice ;  during  March,  1  inch  of  snow ; 
during  November,  1/4  inch  of  ice;  and  during  December,  I914 
inches  of  snow  and  %  inch  of  ice.  The  filter  was  allowed  to  rest 
from  September  23  to  September  28  inclusive.  April  7  to  April 
15  experiment  was  interrupted  by  freshet.     See  table,  page  312. 

•  Filter  JSTo.  2. 
This  filter  is  ■^\-^  of  an  acre  in  area  and  contains  60  inches  in 
depth  of  fine  sand  of  an  effective  size  of  0.08  millimeter  with  two 
circular  trenches  1  foot  wide  and  2  feet  deep,  of  medium  sand  of 
an  effective  size  of  0.19  millimeter,  the  surface  of  these  trenches 
being  ])elow  the  surface  of  the  remainder  of  the  filter,  and  the  sew- 
age being  applied  to  them.  The  surface  of  the  trenches  has  been 
raked  1  inch  deep  each  week  and  they  were  spaded  to  a  depth  of  6 
inches  on  May  7  and  September  24.  August  3,  the  grass  and  weeds 
on  surface  were  cut.  During  January,  5  inches  of  snow  and  1% 
inches  of  ice  were  removed  from  the  surface  of  the  filter ;  during 
February,  6  inches  of  snow  and  2i/r>  inches  of  ice  from  the  surface 
of  the  filter  and  4%  inches  of  ice  from  the  trenches ;  during  jMarch, 
1  inch  of  snow  from  the  surface ;  and  during  December,  ISi/o  inches 
of  snow  and  l/^  inch  of  ice  from  the  surface.  The  filter  was  allowed 
to  rest  from  September  23  to  September  '2%  inclusive.  April  7  to 
April  15  the  experiment  was  interrupted  by  a  freshet.     Sec  tal)le, 

page  312. 

Filter  No.  4. 

This  filter  is  ^\^  of  an  acre  in  area  and  contains  60  inches  in  dej)th 
of  tine  river  silt  of  an  etfective  size  of  0.04  millimeter,  with  two  cir- 
cular trenches  about  14  inches  wide  and  12  inches  deep,  of  coarse 
sand  of  an  effective  size  of  0.48  millimeter.  The  surface  of  these 
trenches  is  below  the  surface  of  the  remainder  of  the  filter,  and  to 
them  the  sewage  is  applied.  They  have  been  raked  1  inch  deep 
each  week  and  spaded  to  a  doptli  of  6  inches  on  Ma^'  6  and  Seiitcni- 
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ber  24.  August  3,  the  grass  and  weeds  on  the  surface  were  cut. 
Durhig  January,  Gl-o  inches  of  snow  and  %  inch  of  ice  were  re- 
moved from  the  surface  of  the  filter  and  21/^  inches  of  ice  from  the 
trenches;  during  February,  41/^  inches  of  snow, and  2%  inches  of 
ice  from  the  surface  of  the  filter  and  .5%.  inches  of  ice  from  the 
trenches  ;  during  March,  1  inch  of  snow  from  the  surface  ;  and  dur- 
ing December,  ITi/'o  inches  of  snow  and  %  inch  of  ice  from  the 
.surface.  The  filter  was  allowed  to  rest  from  September  23  to  Sep- 
tember 28  inclusive.  April  7  to  April  15  the  experiment  was  inter- 
rupted by  a  freshet.     See  table,  page  312. 

Filter  jSTo.  5B. 
This  filter  is  ^\-^  of  an  acre  in  area  and  contains  60  inches  in  depth 
of  a  mixture  of  cinders  and  ashes  from  the  combustion  of  soft  coal. 
It  was  first  put  into  operation  on  March  5,  1898,  and  was  operated 
during  that  year  at  an  average  rate  of  73,000  gallons  per  acre  daily. 
During  1899  the  average  rate  was  81,700  gallons  per  acre  daily, 
and  during  1900,  109,200  gallons  per  acre  daily;  but  during  a  con- 
siderable portion  of  the  year  the  rate  was  from  140,000  to  150,000 
gallons  per  acre  daily.  Owing  to  the  coarseness  of  the  material  in 
this  filter  the  sewage  enters  it  more  readily  than  it  does  any  of  the 
other  large  filters,  and  this  is  a  condition  especially  favorable  for 
good  work  during  cold  winter  weather.  The  surface  of  the  filter 
has  been  raked  1  inch  deep  each  week  and  spaded  to  a  depth  of  6 
inches  on  May  6.  During  January,  7^  inches  of  snow  and  l/s  inch 
of  ice  were  removed  from  the  surface  of  the  filter ;  during  February, 
5^/^  inches  of  snow  and  %  inch  of  ice  ;  during  March,  P/^  inches  of 
snow;  and  during  December,  161/^  inches  of  snow  and  l/i  inch  of 
ice.  The  filter  was  allowed  to  rest  from  September  23  to  September 
28  inclusive.  April  7  to  A})ril  15  the  experiment  was  interrupted 
by  a  freshet.     See  tal)le,  page  312. 

Filter  JVo.  6. 
This  filter  is  ^^^  of  an  acre  in  area  and  contains  44  inches  in 
•depth  of  mixed  coarse  and  fine  sand  of  an  effective  size  of  0.35 
millimeter.  The  surface  of  the  filter  has  l)cen  raked  to  a  depth  of 
1  inch  each  week  and  spaded  lo  a  dcplh  of  0  inches  on  May  (5  and 
September  24.  During  rlamiary,  5-yi  inciicsof  snow  an(l))14  inches 
of  ice  were  removed  from  the  surface  of  the  filter  ;  during  February, 
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:7  inches  of  snow  and  5%  inches  of  ice;  during  March,  1  inch  of 
■snow  .and  Yg  inch  of  ice ;  and  during  December,  181/4  inches  of 
snow  and  1  inch  of  ice.  The  filter  was  allowed  to  rest  from  Sep- 
tember 23  to  September  28  inclusive.  April  7  to  April  15  the 
experiment  was  interrupted  l)y  a  freshet.     See  table,  page  312. 

Filter  m.  9  A. 
This  filter  is  g^^  of  an  acre  in  area  and  contains  5  feet  in  depth 
of  sand  of  an  effective  size  of  0.17  millimeter.  The  surface  of  the 
filter  has  been  raked  1  inch  deep  each  week  and  spaded  to  a  depth 
of  6  to  10  inches  on  May  6,  June  3  and  September  24.  Two  flat- 
bottomed  trenches,  7  inches  deep,  5  feet  wide  and  11  feet  long, 
were  constructed  and  sewage  applied  to  these  trenches  beginning 
October  8.  During  January,  6yj  inches  of  snow  and  6^/4  inches  of 
ice  were  removed  from  the  surface  of  the  filter ;  during  February, 
11/^  inches  of  snow  and  10%  inches  of  ice ;  during  March,  11/^ 
inches  of  snow  and  l/^  inch  of  ice  ;  during  November,  %  inch  of 
ice;  and  during  December,  18%  inches  of  snow  and  2^4  inches  of 
ice.  The  filter  was  allowed  to  rest  from  September  23  to  September 
28  inclusive.  April  7  to  April  15  and  April  24  to  April  28  the 
experiment  was  interrupted  by  a  freshet.     See  ta])le,  page  312. 

Filler  ^^.  10. 
This  filter  is  ^\-q  of  an  acre  in  area  and  contains  5  feet  in  depth 
of  mixed  coarse  and  fine  sand  of  an  efiective  size  of  0.35  millimeter. 
No  underdrains  are  beneath  the  sand  except  directly  above  and 
around  the  outlet  pipe.  A  partition  extending  3  feet  below  the  sur- 
face separates  the  quarter  of  the  surface  farthest  from  the  under- 
driains  from  the  remainder  of  the  surface.  To  this  quarter  of  the 
surface  the  sewage  is  applied,  and  over  the  remainder  of  the  surfiice 
is  a  layer  of  loam  8  inches  in  depth,  this  keeping  the  body  of  the 
filter  freer  from  frost  than  is  the  case  with  most  of  the  other  filters 
and  hence  allowing  bettor  nitrification,  as  a  general  thing,  in  the 
winter  weather,  this  being  aided  also  by  the  small  surface  to  which 
a  comparatively  large  volume  of  sewage  is  ai)plied.  The  surface  of 
the  filter  has  lieen  raked  1  inch  deep  eacli  week  and  spaded  to  a 
depth  of  0)  inches  on  jNIay  6  and  September  24.  During  January, 
7  inches  of  snow  and  11/4  inches  of  ice  were  removed  from  the 
surface  of  the  filter ;  during  February,  5  inches  of  snow  and  5% 
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inches  of  ice ;  during  March,  l^-o  inch  of  snow  and  %  inch  of  ice  ; 
and  during  December,  19%  inches  of  snow  and  i/g  inch  of  ice.  The 
filter  was  allowed  to  rest  from  September  23  to  September  2S  inclu- 
sive. April  7  to  April  15  and  April  24  to  April  28  the  experiment 
was  interrupted  by  a  freshet.     See  table  following. 


Effluent  of  Filter  No.  1. 

[Parts  per  100,000.] 


Qaan- 

tlty 
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Gallons 
per  Acre 

Dally 

for  Sk 

Days  in  a 

Week. 
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~ 
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c 
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J2 
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55 
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Effluent  of  Filter  No.  2. 
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58 

55 
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2.41    .0067 

0.63 

298 

Effluent  of  Filter  No.  4. 
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58 

55 
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.08 

0.5290.0226 

i 

9.15 

2.74 

.0011 

0.17 

85 

Effl2ie?it  of  Filler  No.  5  B. 
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58 

65 

'lh.23m. 
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.57 

1.6674 

.0901 
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2.47 

.0050 
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27,700 

Effluent  of  Filter  No.  6. 

57,600 

58 

55 

2h.  3m. 
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.67 

1.6564 

.0901 

10.32 

2.37 

.0012 

0.88 

8,482 

Effluent  of  Filter  No.  9  A. 

68,000 

67 

64 

2h.   6m. 

None. 

.75 

2.5646 

.1060 

10.90 

2.20 

.0023 

0.08 

20,256 

Effluent  of  Filter  No.  10. 

27,800 

67 

64 

lh.46m. 

Slight. 

.65 

1. 4227  j.  0790 

10.53 

2.66    .0051 

0.71 

6,459 
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PUEIPICATION  OF  WATER. 


The  investigations  upon  the  purification  of  water  have  been 
continued  during  the  year.  Experimental  filters  have  been  oper- 
ated for  the  purpose  of  studying  the  ehmination  of  disease  germs 
by  sand  filtration,  as  determined  by  the  cfi^cicncy  of  these  filters  in 
removing  B.  coli  communis^  a  characteristic  organism  of  sewage. 
In  this  study  very  many  comparative  determinations  have  been 
made  of  the  liability  of  detecting  this  bacillus  when  examining  1, 
10  and  100  cubic  centimeters  of  the  same  water.  In  this  work  not 
only  have  the  Merrimack  River  water,  the  Lawrence  city  filtered 
water  and  the  etfluents  of  our  experimental  filters  been  examined, 
but  also  a  number  of  the  public  water  supplies  of  the  State  within 
easy  access  of  the  experiment  station.  All  of  this  work  is  giving 
us  valuable  information  in  regard  to  the  degree  of  pollution  or 
purity  of  a  water  as  based  upon  the  volume  which  it  is  necessary  to 
examine  to  determine  the  presence  of  B.  coli. 

We  have  also  continued  our  studies  upon  the  removal  of  color 
from  w^ater,  and  considerable  time  has  been  devoted  to  investigating 
methods  for  the  removal  of  iron  from  water  supplies  in  the  State. 
A  paper  upon  the  purification  of  water  by  freezing  was  given  in  the 
last  annual  report,  and  much  additional  data  along  this  line  have 
been  o])tained  during  1901.  The  usual  summary  of  all  this  work  is 
omitted  here,  however,  to  be  given  in  a  future  report.  The  usual 
tables  showing  the  work  of  the  Lawrence  city  filter  for  IHOI  are, 
however,  here  given. 

Work  of  the  Lawrence  City  Filter  during  1901. 
This  filter  is  2.5  acres  in  area  and  is  unprotected  from  the  weather 
by  any  roof.  It  was  first  put  into  oj)eration  in  Septeml>er,  1893, 
and  sujjplies  filtered  water  to  the  city  of  Lawrence.  As  in  previous 
years,  numerous  samples  have  l)een  collected  for  chemical  analysis  of 
the  Merrimack  River  water  as  it  flows  upon  this  filter,  of  the  otHuent 
of  the  filter  collected  at  the  pumping  station,  and  also  of  the  filtered 
water  from  three  other  points  upon  the  distributing  system,  namely, 
the  outlet  of  the  reservoir,  a  tap  at  the  Lawrence  city  hall  and  a  tap 


314 


STATE   BOARD    OF   HEALTH.  [Pub.  Doc. 


at  the  experiment  station.  Besides  these  samples,  moreover,  during 
nearly  eight  months  of  the  year  samples  have  been  collected  almost 
daily  for  bacterial  aual3'sis. 

Bacterial  Efficiency  of  Lawrence  City  Filter. 
Averaging  the  monthly  averages  of  bacteria  found  in  the  Merri- 
mack River  Avater  applied  to  and  the  effluent  from  the  Lawrence 
city  filter,  ^ve  find  that  the  average  number  of  bacteria  in  the  river 
water  for  the  year  has  been  3,017  and  the  average  number  of  bac- 
teria in  the  effluent  26,  giving  a  bacterial  efficiisncy  for  the  entire 
year  of  99.14  per  cent.  The  average  number  of  bacteria  in  the 
samples  collected  at  the  outlet  of  the  reservoir  was  19  per  cubic 
centimeter,  in  the  samples  collected  from  a  tap  at  the  city  hall  18 
per  cubic  centimeter,  and  in  the  samples  collected  from  a  tap  a^  the 
experiment  station  20  per  cubic  centimeter.  Tables  showing  the 
results  of  the  chemical  and  bacterial  analyses  of  the  applied  water 
and  filtered  water  are  here  iriven. 


Number  of  Bacteria  per  Cubic  Centimeter  in  the  Merrimack  River  Water,  at  the 
Ititake  of  the  Lawrence  City  Filler,  1901. 
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Number  of  Bacteria  per  Cubic  Centimeter  in  the  Effluent  of  the  Latvrence  City 
Filler,  taken  from  a  Tap  at  the  Pumping  Station,  1901. 
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Number  of  Bacteria  per  Cubic  Centimeter  in  Filtered  Water  at  the  Outlet  of  the 
Distributing  Beservoir,  1901, 
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Number  of  Bacteria  per  Cubic  Centimeter  in  Filtered  Water  collected  from  a  Tap 
at  Lawrence  City  Hall,  1901. 
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Number  of  Bacteria  per  Cubic  Centimeter  in  Filtered  Water  collected  from  a  Tap 
at  the  Laivrejice  Experiment  Station,  1901. 
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Merrimack  River  Water  as  it  flows  upon  the  Lawrence  City  Filter. 

[PnrtB  per  100,000.] 


Tempera- 
ture. 

Deg.  F. 

o 

5 

i             .\UMONIA. 

1 

o 

"Z 

Nitrogen  as 

•3 
1 

= 

!? 

o 

I 

i        jj 

2 

1    "^ 

ALBDUINOID. 

25 

h 
% 

1901. 

1 

3 

3 

o 

to 

I 
■o 

09 

January, 

33 

.41 

'.0146 

.0195 

.0171 

.26 

.018 

.0002 

.43 

0.0 

Febroary, 

33 

.36 

.0180 

.0210 

.0176 

.28 

.021 

.0002 

.40 

1.2 

March, 

35 

.43 

.0094 

1 

.0273 

.0200 

.26 

.018 

.0000 

.54 

0.8 

April,    . 

50 

.48 

.0020 

.0140 

.0125 

.22 

.012 

.0000 

.61 

1.0 

May,      . 

58 

.56 

.0027 

.0211 

.0189 

.22 

.011 

.0001 

.56 

0.9 

June,    . 

70 

.46 

.0078 

.0109 

.0166 

.22 

.012 

.0001 

.47 

1.1 

July,     . 

81 

.49 

.0161 

.0244 

.0188 

.24 

.010 

.0005 

.48 

1.5 

August, 

76 

.60 

.0143 

.0208 

.0157 

.24 

.010 

.0004 

.58 

1.6 

Beptember, 

71 

.50 

.0154 

.0253 

.0201 

.23 

.013 

.0004 

.59 

1.5 

October, 

-       •       f 

53 

.83 

.0112 

.0258 

.0250 

.26 

.016 

.0000 

.99 

1.4 

November, 

•        ^ 

44 

.48 

.0124 

.0266 

.0230 

.25 

.016 

.0003 

.62 

1.2 

December,  . 

34 

.57 

.0111 

.0257 

.0221 

.26 

.025 

.0001 

.64 

1.3 

Average 

53 

.51 

.0111 

.0226 

.0190 

.25 

.015 

.0002 

.57 

1.2 

Effluent  of  the  Lawrence  City  Filter. 


January, 
February,    . 
March, . 
April,  , 
May,     . 
Jane,    .  ■   - ., 
July,     . 
August, 
September,  . 
October, 
November,   . 
December,   . 
Average, 


.0101 

.0078 

.0075 

.27 

.0130 

.0088 

.0080 

.28 

.0084 

.0096 

.0092 

.26 

.0118 

.0082 

.0071 

.22 

.0088 

.0100 

.0086 

-.22 

.0095 

.0108 

.0105 

.21* 

.0147 

.0102 

.0092 

.24- 

.0108 

.0125 

.0111 

.24- 

.0062 

.0107 

.0098 

.23 

.0094 

.0124 

.0J24 

.26 

.0101 

.0101 

.0095 

.25* 

.0112 

.0117 

.0113 

.20 

.0103 

.0102 

.0005 

.25 

.044 
.036 
.037 
.040 
.061 
.034 
.630 
.M7 
.031 
.036 
.042 
.040 


.040 


.0002 
.0001 
.0000 
.0000 
.0000 
.0001' 
.0005 
.0004 
.0001- 
.0000 
.0001 
.0001 
.«001' 


.27 
.25 
.36 
.34 
.39' 
.32 
.31 
.40 
.30 
.6C 
.36 
.44 


.36 
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Water  from  the  Outlet  of  the  Distributing  Reservoir. 

[rartB  per  100,000.] 


Tempera- 
ture. 

Deg.  F. 
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o 
o 
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AUUONIA. 
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Nitrogen  as 

•o 

i 

s 
c 

fe 

ALBUMINOID. 

1901. 

"3 
■I 

= 
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37 
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.26 

.040 

.0001 

.30 

1.4 
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- 
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.0082 

.28 
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.0000 
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1.5 

March, . 

36 

.35 
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.26 

.047 
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1.5 

April,   . 

46 
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1.5 

May,     . 
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.0024 

.0096 
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.21 
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1.4 
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.25 

.041 
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1.6 
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37 
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.0090 
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.0114 

.26 

.048 

.0000 

.39 

1.7 

Average 

55 

.41 

.0051 

.0100 

.0094 

.24 

.042 

.0001 

.32 

1.6 

Waterfront  a  Tap  at  Lawrence  City  Hall. 

[Parte  per  100,000.] 


1001. 


January, 
February, 
March, 
April, 
May, 
June, 
July, 
August,  . 
Heptember, 
October,  . 
November, 
I^ecember, 
Average, 


Tempera- 
ture. 


Deg.  F. 


38 

37 
47 
57 
64 
75 
73 
70 
69 
48 
48 
66 


.0064 
.0088 
.0074 
.01)49 
.0020 
.0032 
.0008 
.0010 
.0014 
.0012 
.0037 
.0069 
.0039 


.0099 
.0070 
.0104 
.0092 
.0102 
.0104 
.0091 
.0085 
.0097 
.0098 
.0117 
.0108 
.0097 


NiTROGlCN  A8 


.043 

.047 
.049 
.046 
.048 
.053 
.036 
.039 
.036 
.046 
.046 
.048 
.045 


'A 


.0000 
.0001 
.0001 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 
.0000 


s 

s 
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.31 
.24 
.28 
.28 
.31 
.29 
.26 
.30 
.32 
.33 
.38 
.37 
.81 
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Water  from  a  Tap  at  Lawrence  Experiment  Station. 

[Parte  per  100,000.] 


1901. 


January, 
February, 
March,     . 
April,      . 
May, 
June, 
July, 
August,   . 
September, 
October,  . 
November, 
December, 
Average, 


Tempera - 
tare. 


Deg.  F. 


.35 
.29 
.30 
.42 
.33 
.31 
.29 
.20 
.26 
.30 
.44 
.46 
.33 
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.25 
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.0069 

.23 

.042 

.0000 

.29 

.0006 

.0083 

.22 

.036 

.0000 

.30 

.0008 

.0082 

.25 

.042 

.0000 

.28 

.0014 

.0121 

.26 

.042 

.0000 

.37 

.0036 

.0099 

.27 

.049 

.0000 

.36 

.0018 

.0086 

.24 

.045 

.0000 

.29 
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REPORT  OF  THE  CHEMIST  pV  THE  BOARD 

UPON   THE 

EXPEEIMENTAL  FILTRATION  OF  THE  WATER  SUPPLY  OF 
SPRINGFIELD  AT  LUDLOW,  MASS., 

FROM 

Dec.  21,  1900,  to  Jan.  31,  1902. 


Boston,  Mass.,  May  14,  1902. 

To  IIiiiAM  F.  Mills,  A.M.,  C.E.,  Chairman  of  the  CommitUee  on  Water  Supply 
aiid  Sewerage  of  the  State  Board  of  Health. 

Sir  :  —  The  following  report  embodies  the  results  of  the  investigations 
upon  filtration  carried  on  at  Ludlow  Reservoir  during  the  period  from  Dec 
21,  1900,  to  Jan.  31,  1902.  This  investigation  was  undertaken  to  learn 
what  could  be  done  by  filtration  to  improve  the  present  water  supply  of 
Springfield,  and  included  experiments  upon  the  filtration  both  of  water 
from  Ludlow  Reservoir  and  of  water  from  the  canal  which  empties  into 
this  reservoir. 

Experiments  with  Reservoir  "Water. 

The  object  primarily  of  the  experiments  upon  the  filtration  of  Ludlow 
Reservoir  water  was  to  see  if  the  odors  and  tastes,  which  at  certain  seasons 
of  the  year  render  this  water  entirely  unsuitable  for  use  in  the  city,  could 
be  removed  by  sand  filters  at  a  practical  rate  of  filtration.  All  the  experi- 
ments made  upon  this  water  centered  upon  this  point.  In  order  to  remove 
these  tastes  and  odors  it  was  evident  that  it  would  be  necessary  that  not 
only  the  organisms  which  cause  the  odor  should  be  removed,  but  that  the 
odor-giving  principle  in  the  water  —  either  oil  produced  by  the  living 
organisms,  or  organic  matter  in  solution  and  oil  caused  or  set  free  by  the 
decay  of  these  organisms  —  should  also  be  removed  by  the  filters.  There 
is  also  at  times  a  large  amount  of  organic  matter  in  the  reservoir  water 
taken  from  the  decaying  vegetable  matter  upon  its  bottom,  which  it  was 
evident  should  be  removed  by  the  filters  if  the  water  was  to  be  made  an 
entirely  satisfactory  city  supply. 

Condition  and  Quality  of  the  Reservoir  "Water  during  the  Expeki- 

ments. 
The  laboratory  established  at  Ludlow  was  not  equipped  sufficiently  to 
enable  the  determination  of  organisms  and  chemical  examinations  of  the 
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water  to  be  made  until  Feb.  1,  1901,  —  and  was  not  thoroughly  equipped 
even  then,  —  so  that  the  statements  made  subsequently  for  the  month  of 
January  are  based  upon  the  examinations  of  water  made  at  the  State  House 
laboratory. 

Organisms  present  in  the  Reservoir  Water  during  the  Experiments. 
The  total  number  of  organisms  per  cubic  centimeter  present  in  the  reser- 
voir water  during  January,  as  shown  by  the  four  State  House  examinations, 
varied  from  16  to  101  per  cubic  centimeter.  During  February  the  number 
varied  from  214  to  895  per  cubic  centimeter,  and  Dinohryon  were  present 
in  considerable  numbers,  as  shown  by  weekly  examinations. 

Studying  now  from  this  time  the  almost  daily  determinations  of  organ- 
isms which  were  made,  we  find  that  during  the  first  nine  days  of  March  the 
number  of  organisms  per  cubic  centimeter  present  upon  different  days  in 
the  reservoir  water  applied  to  the  filters  varied  from  670  to  2,054,  this 
number  being  about  equally  divided  between  Asterionella,  Dinohryon  and 
Zoospores^  with  a  considerable  number  of  Scenedesvius  upon  each  date. 

For  the  week  ending  March  16  the  total  number  of  organisms  per  cubic 
centimeter  varied  from  1,150  to  3,736  upon  different  days,  and  by  far  the 
greatei-  number  of  these  was  Dinohryon,  varying  upon  different  days  from 
436  to  2,680  per  cubic  centimeter,  although  there  was  also  a  considerable 
number  of  Asterionella  and  Zoospores. 

For  the  week  ending  March  23  the  total  number  of  organisms  present 
varied  upon  different  days  from  1,432  to  2,792  per  cubic  centimeter,  and 
by  far  the  larger  proportion  was  Dinohryon^  varying  upon  different  days 
from  784  to  2,114  per  cubic  centimeter,  although  a  considerable  number  of 
Asterionella  was  present. 

For  the  week  ending  March  30  the  total  number  of  organisms,  as  shown 
by  the  daily  examinations,  varied  from  1,496  to  3,422  per  cubic  centimeter, 
of  which  the  larger  proportion  was  Dinohryon,  varying  from  908  to  2,302 
per  cubic  centimeter,  the  Asterionella  beginning  to  grow  fewer  in  number 
at  this  date. 

For  the  week  ending  April  5  the  total  number  of  organisms  present  as 
shown  by  the  daily  examinations  varied  from  406  to  656  per  cubic  centi- 
meter, the  larger  number  being  Asterionella,  the  number  of  Dinohryon 
present  in  the  water  having  diminished  very  rapidly,  until  on  the  last  day 
of  the  week  only  26  per  cubic  centimeter  were  found. 

From  this  date  until  about  May  13  the  number  of  organisms  present  in 
the  reservoir  water  was  comparatively  small,  the  highest  number  upon  any 
one  day  being  found  upon  Ajjril  16,  when  the  water  contained  825  per 
cubic  centimeter,  and  the  smallest  number  u[)on  April  29,  when  it  con- 
tained only  102  per  cubic  centimeter.  During  all  this  period  by  far  the 
larger  number  of  the  organisms  present  was  Asterionella,  although  Dino- 
hryon was  found  in  small  numbers  upon  nearly  every  day  of  examination. 
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About  May  13  the  number  of  Asterionella  present  in  the  water  began  to 
increase  very  rapidly,  and  large  numbers  were  found  from  that  date  until 
June  18,  the  greatest  number  being  found  upou  May  28,  when  there  were 
9,452  organisms  per  cubic  centimeter  present  in  the  water,  of  which  7,808 
were  Asterionella,  and  the  smallest  number  of  Asterionella  during  the 
period  just  mentioned  was  560  per  cubic  centimeter,  found  upon  May  15. 
During  a  considerable  portion  of  this  period  comparatively  large  numbers 
of  Tabellaria  were  found,  and  small  numbers  of  various  infusoria,  but 
only  occasionally  was  Dinohryon  present  in  the  water,  and  only  once  or 
twice  was  either  Synura  or  Uroglena  found  upon  examination. 

From  June  19  to  July  18  was  a  period  when  %  low  number  of  organisms 
was  found  in  the  reservoir  water  by  the  daily  examinations,  and  these  were 
of  very  many  different  kinds.  Beginning  on  this  latter  date,  however,  the 
number  began  to  increase,  the  increase  being  largely  due  to  the  presence 
of  large  numbers  of  Tabellaria;  but  Anahmna,  which  was  first  found 
regularly  by  the  daily  examinations  beginning  July  12,  increased  in  num- 
bers rapidly  until  it  reached  a  maximum  of  5,656  per  cubic  centimeter 
upon  August  7,  very  few  other  organisms  being  found  at  this  time,  except 
a  few  Asterionella  and  Stanrastrnm.  The  total  number  of  organisms  per 
cubic  centimeter  present  upon  the  day  when  Anabcena  was  first  fouud  — 
July  12  —  was  6,570. 

From  August  8  until  August  16,  Anabfuna  was  only  once  found  in  num- 
bers greater  than  2,000  per  cubic  centimeter,  but  from  this  latter  date 
there  was  a  period  of  four  or  five  days  when  higher  numbers  were  present, 
the  greatest  number — 10,912  per  cubic  centimeter — being  found  upon 
August  21,  the  total  number  of  organisms  per  cubic  centimeter  upon  this 
day  being  10,976.  From  this  time  it  was  uniformly  present  in  the  water 
in  comparatively  large  numbers  until  September  14,  when  the  number 
grew  rapidly  less  and  the  organism  had  practically  disappeared  from  the 
water  by  September  25.  That  is,  there  was  a  period  of  seventy-six  days 
from  July  12  to  September  25  when  Anabce)ia  was  present  in  the  reservoir 
water,  and  during  several  weeks  of  this  period  in  large  numbers.  During 
almost  this  entire  period  of  marked  numbers  of  Annba'na  comparatively 
few  other  organisms  were  found  in  the  water,  and  appearing  about  August 
15  and  lasting  a  number  of  days  a  thick  scum  of  Anabcena  was  seen  along 
the  south  shore  of  the  reservoir,  reaching  out  about  50  feet.  From  Septem- 
ber 25  uutil  the  end  of  the  investigation,  comparatively  few  organisms 
were  found  in  the  reservoir  water,  seldom  more  than  400  or  500  per  cubic 
centimeter,  and  these  of  many  varieties. 

It  is  noticeable,  studying  the  various  daily  examinations  of  the  water  for 
organisms,  that,  although  quite  a  large  variety  was  found  from  time  to 
time,  the  three  varieties  found  in  large  numbers  were  Dinobryon,  Asterio- 
nella and  Anaboina,  all  among  the  class  of  organisms  known  to  cause 
odors  in  water. 
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Monthh/  Averages  of  Total  Number  of  Organisms  in  Ludlow  Reservoir  Water. 


February, 
March, 
April,  . 
May,  . 
June,  . 
July,  . 
Augnst, 


Total 
Organisms 
per  Cubic 
Centimeter. 


402 
1,855 

430 
1,856 
3,609 

837 
2,715 


September, 
October,  . 
No%'ember, 
December, 

1902. 

January,    . 


Total 
Organisms 
per  Cubic 
Centimeter. 


1,491 
600 
226 
236 

176 


Odor  of  the  Reservoir  Water. 

The  odor  of  the  reservoir  water  in  January  was  generally  faintly  vege- 
table when  cold,  although  grassy  odors  were  noted  from  time  to  time,  and 
distinctly  vegetable  when  heated,  grassy  odors  also  being  prominent,  of 
course,  in  the  heated  sample  when  noticed  in  the  cold  sample.  The  odor 
through  February  was  almost  always  faintly  vegetable  when  cold  and  when 
hot,  but  by  the  middle  of  March,  after  Dinohryon  had  been  present  in  the 
reservoir  water  for  some  time,  the  odor  of  this  water,  while  generally  but 
slightly  vegetable  when  cold,  was  at  times  slightly  fishy  when  cold,  and, 
generally,  fishy  when  heated,  varying  from  slight  to  decided,  the  character 
of  the  water  in  respect  to  this  odor  persisting  until  the  end  of  the  first  week 
in  April.  From  this  time  until  the  end  of  April  the  water  had  generally  a 
slightly  vegetable  odor  or  was  odorless  when  cold,  but  upon  heating  a  fishy 
odor  was  generally  developed,  varying  from  slight  to  decided  at  different 
times,  and  at  times  tiie  aromatic  odor  due  to  Asterionella  was  detected  upon 
heating  the  sample.  During  the  first  two  weeks  in  May  the  water  had 
practically  no  odor  when  cold,  but  was  generally  fishy  when  heated,  and 
from  that  date  until  June  1  the  water  continued  odorless  when  cold,  but 
usually  a  fishy  or  an  aromatic  odor  was  detected  in  the  heated  sample, 
varying  from  slight  to  decided.  During  this  period  of  several  weeks  Aa- 
teriondla  was  found  in  considerable  numbers,  as  before  stated. 

During  June  the  odor  of  the  reservoir  water  both  when  hot  and  when 
cold  was  quite  noticeable,  being  almost  invariably  either  fishy  or  aromatic 
when  cold,  and  decidedly  grassy  when  heated,  this  condition  as  regards 
the  odor  of  the  heated  sample  continuing  through  the  first  two  weeks  of 
July,  aitliougli  the  odor  wiien  cold  was  less.  No  Aiiabama  had  been  found 
at  tliis  time,  however,  to  account  for  this  grassy  odor.  During  the  re- 
mainder of  July  tiie  odor  of  the  water  was  generally  designated  as  un- 
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pleasant  when  cold  and  faintly  grassy  when  heated,  due  to  the  Anabcena 
present,  and  during  tlie  first  week  in  August  this  odor  increased  very 
materially,  until  it  was  decidedly  grassy  —  that  is,  the  odor  of  Anabcena  — 
both  when  cold  and  when  heated,  this  condition  continuing  and  the  odor 
increasing  until  the  20th  of  the  month,  when  the  increase  in  numbers  and 
also  the  decay  of  Anabania  gave  a  still  stronger  odor  to  the  water,  espe- 
cially when  it  was  healed.  Tliis  condition  lasted  for  several  days,  when 
the  odors,  although  very  noticeable  and  recorded  as  distinctly  grassy  both 
when  the  water  was  cold  and  when  heated,  began  on  the  first  of  September 
to  grow  less  intense,  although  still  quite  decided,  and  by  the  24th  the 
grassy  odor  had  disappeared  from  the  water,  only  a  faint  earthy  odor  being 
noticed  in  both  the  cold  and  the  heated  samples.  From  that  date  the  water, 
while  continuing  to  have  a  slight  odor  notioea])le  to  an  expert,  was  during 
the  remainder  of  the  period  of  investigation  practically  odorless,  except, 
perha|)S,  at  times  when  heated. 

Color  of  the  Reservoir  Water. 
The  color  of  the  reservoir  water,  the  canal-water  and  the  effluents  of  the 
various  filters  in  operation  at  Ludlow  has  been  read  at  the  Ludlow  P^xperi- 
ment  Station  upon  the  platinum  scale.  The  average  color  of  the  reservoir 
water  applied  to  these  filters  at  the  beginning  of  the  year  was  about  .40, 
this  general  average  lasting  through  February,  March,  April,  May,  June 
and  July,  the  color  being  slightly  less  than  .40,  however,  during  May,  or 
an  average  of  .38,  and  slightly  more  during  July,  or  an  average  of  .45. 
During  tl.e  last  few  days  of  July  the  color  of  the  water  increased  quite 
rapidly,  and  this  continued  until  August  9,  when  the  color  was  .70.  Dur- 
ing the  remainder  of  the  month  tlie  color  fluctuated,  being  as  high  as  .86 
on  the  20th  and  as  low  as  .45  on  the  31st.  During  the  last  week  of  the 
month  the  average  color  was  .61,  the  average  for  the  month  being  .64. 
During  the  first  half  of  September  the  color  increased  again,  the  average 
color  of  the  water  for  the  first  week  of  the  month  being  .66,  and  for  the 
second  week,  .72.  From  this  date  the  color  decreased  quite  rapidly,  the 
average  for  the  last  week  of  the  month  being  .38,  and  it  continued  to 
decrease  steadily  until  the  middle  of  November,  and  then  remained  about 
constant  until  the  end  of  January,  1902. 

CUARACTER    OF    THE    RESERVOIR    WaTKR    IN     OtHER     ReSPECTS     DURING     THE 

P^Xl'ERIMENTS. 

Owing  to  the  large  amount  of  microscopic  work,  the  chemical  work  of 
the  laboratory  at  Ludlow  was  somewhat  limited,  and  only  those  determi- 
nations were  made  daily  which  it  appeared  would  be  the  most  necessary  in 
showing  the  changing  quality  of  the  reservoir  water  during  the  year,  and 
the  effect  of  this  change  upon  the  filtration  of  the  water  and  the  operation 
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of  the  filters.     Hence,  the  chemical  work  at  Ludlow  was  largely  confined 
to  three  determinations:   (1)  an  almost  daily  determination  was  made  of 
the  dissolved  oxygen  in  the  reservoir  and  the  canal  water  and  in  the  efflu- 
ents of  the  filters  receiving  these  two  waters,  together  later  in  the  year 
with  determinations  of  the  dissolved  oxygen  in  the  applied  water  after 
passing  certain  aerators.      (2)  The  iron  in  the  applied  water  and  effluents 
was  also  determined  almost  daily,  because  it  was  considered  quite  possible 
that  during  a  portion  of  the  year  it  would  be  one  of  the  principal  coloring 
matters  in  the  water.     It  was  believed,  moreover,  that  during  hot  weather 
fermentation  of  the  organic  matter  in  the  bottom  of  the  reservoir  might 
cause   much  iron  to  pass   into  solution  in  the  water  from  this  decaying 
matter  which  should  be  removed  by  the  filters.    It  was  also  believed,  owing 
to  previous  experience  of  the  Board  of  the  difficulty  of  the  removal  of 
iron  when  in  water  in   connection  with  organic  matter,  that  the  amount 
going  into  solution,  together  with  the  expected  disappearance  of  the  dis- 
solved oxygen  at  times  during  hot  weather  owing  to  the  known  character 
of  the  water  and  the  large  amount  of  organic  matter  that  would  be  present 
in  the  water,  might,  besides  giving  an  increase  in  color,  cause  difficulties  in 
filtration.     (3)  Hardness  determinations  were  also  made  almost  daily,  as  it 
was  desired  to  learn  whether  filtration  would  cause  an  increase  in  the  hard- 
ness of  the  water  and  also  as  it  was  thought  quite  possible  that  during  the 
course  of  the  investigation  the  Springfield  water  board  might  cause  the 
installation  of  mechanical  filters  for  experimental  work  upon  this  water, 
and  it  would  be  advantageous  to  have  on  record  the  difference  in  hardness 
of  the  effluents  caused  by  simple  sand  filtration  and  by  mechanical  filters. 
Besides  the  analytical  work  at  the  Ludlow  Experiment  Station,  however, 
samples  of  the  reservoir  and  the  canal  water  and  the  effluents  of  all  the 
filters  were  collected  each  week  and  forwarded  to  the  State  House  labora- 
tory for  examination,  these  samples  undergoiug  the  usual  chemical  deter- 
minations. 

The  determinations  of  dissolved  oxygen  showed  that  at  the  beginning  of 
the  period  of  making  this  determination  the  water  in  the  reservoir  contained 
oxygen  equal  to  about  50  per  cent,  of  saturation.  This  gradually  increased 
during  the  last  part  of  March  and  during  the  mouths  of  April,  May  and 
the  first  part  of  June.  During  the  week  ending  June  1  the  dissolved  oxygen 
was  88  per  cent,  of  saturation.  From  this  high  point  it  grew  gradually 
less,  the  average  amount  in  the  reservoir  water  applied  to  the  filters  during 
the  week  ending  September  14  being  41  per  cent,  of  saturation,  and  during 
the  week  ending  September  21,  30  per  cent,  of  saturation.  On  three  differ- 
ent days  during  this  period  determinations  of  the  dissolved  oxygen  in  the 
water  at  different  deptiis  in  the  reservoir  were  made,  where  the  total  depth 
of  water  was  about  14  feet,  and  the  results  are  given  in  the  following  table, 
organisms  also  having  been  determined  on  these  days,  as  shown  on  the 
table  :  — 
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Series  of  Determinations  of  Dissolved  Oxygen  and  Organisms  in  Ludlow  Reservoir. 


Depth 
(Feet). 

Dissolved  Oxygen. 

Organisms. 

Kemarks. 

Date. 

Parts  per 

100,000. 

Per  Cent. 

of 
SaturHtlon. 

1901. 

Aug.  21,     . 

5 

_ 

100.0 

3,136 

Organisms  mainly  Anabcena, 

10 

-■ 

61.9 

1       1,920 

14 

- 

32.4 

1.232 

Sept.  13,     . 

0      ' 

1 

- 

76.5 

1,224 

OrgaDisms  all  Anabttna. 

3      1 

- 

63.1 

792 

Surface  of  water  rippled  by  strong 

breeze. 

6      ! 

- 

53.4 

1,176 

9      ' 

1 

- 

52.0 

664 

12 

- 

44.2 

144 

14 

- 

44.1 

1S4 

Sept.  23,     . 

0 

.4S8 

52.5 

224 

Strong  wind  blowing. 

3 

.442 

47.0 

164 

6 

.455 

48.4 

204 

9 

.403 

43.0 

100 

12 

.343 

37.0 

248 

14 

.330 

35.1 

116 

On  each  of  these  days  there  was  a  steady  decrease  of  oxygen  from  the 
surface  water  downward,  but  in  so  shallow  a  depth  of  water  it  would  prob- 
ably be  rare  to  find  a  point  where  samples  could  be  collected  where  the 
oxygen  was  entirely  absent,  unless  the  water  contained  as  much  or  more 
Anabcena  and  other  organic  matter  and  for  a  longer  period  than  occurred 
during  the  year  1901.  With  a  reservoir  bottom  such  as  that  at  Ludlow, 
however,  it  is  quite  possible  that  amongst  the  decaying  roots,  grasses,  etc., 
there  is  at  times  much  water  containing  no  oxygen.  "With  the  water  from 
the  reservoir,  moreover,  pumped  into  a  sui)ply  tank  with  its  sides  exposed 
to  the  heat  of  the  summer  sun,  it  seemed  probable  that  at  times  oxygen 
might  be  rapidly  consumed  by  the  organic  matter  in  the  water  in  this  tank. 
The  smallest  amount  of  dissolved  oxygen  in  the  reservoir  water  applied  to 
the  Alters  during  the  period  of  operation,  as  shown  by  our  determina- 
tions, was  upon  Septemlier  19,  when  there  was  only  o.d  per  cent,  of  satu- 
ration. 

The  amount  of  iron  in  the  reservoir  water  at  the  beginning  of  the  period 
of  experiment  amounted  to  about  .030  part  per  100,000,  and  while  varying 
considerably  it  was  not  generally  greater  than  this  until  the  last  of  June, 
when  the  amount  present  gradually  increased,  owing  undoubtedly  to  the 
exhaustion  of  oxygen  in  certain  portions  of  the  reservoir  and  the  passing 
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of  iron  into  solution  under  these  conditions.  During  the  week  ending 
August  3  the  amount  present  in  the  water  was  .124  part  per  100,000. 
During  the  week  ending  August  10  the  amount  present  was  .194  part  per 
100,000,  and  the  amount  of  iron  present  was  high  from  this  date  until  the 
middle  of  October,  averaging  nearly  .100  part  per  100,000.  (See  tables 
beyond.) 

The  determinations  of  free  and  albuminoid  ammonia  in  the  weekly 
samples  of  water,  made  at  the  State  House  laboratory,  gave  results  as  fol- 
lows :  during  the  period  from  January  1  to  August  1  the  free  ammonia  was 
never  higher  than  .0072  part  per  100,000,  and  the  albuminoid  ammonia  was 
never  higher  than  .0294  part  per  100,000,  during  a  large  portion  of  this 
period  the  amounts  of  free  and  albuminoid  ammonia  being  considerably 
less  than  is  shown  by  these  figures.  During  the  first  week  of  August,  how- 
ever, the  character  of  the  water  changed  rapidly,  and  the  amounts  of  free 
and  albuminoid  ammonia  increased  very  quickly,  until  the  free  ammonia 
upon  August  21  was  .0352  part  per  100,000  and  the  albuminoid  ammonia 
upon  August  28  was  .1380  part  per  100,000.  The  ammonia  decreased 
slowly  during  the  following  two  weeks,  but  quite  rapidly  thereafter,  so  that 
by  September  2.5  the  water,  as  far  as  the  amount  of  free  and  albuminoid 
ammonia  present  was  concerned,  was  of  about  the  same  character  as  before 
August  1.     (See  tables  beyond.) 

The  average  monthly  amount  of  organic  matter  present,  as  shown  by  the 
determinations  of  oxygen  consumed  made  at  the  State  House  laboratory, 
varied  comparatively  little  during  the  first  eight  months  of  the  year,  al- 
though occasional  samples  were  found  in  which  the  amount  of  oxygen  con- 
sumed, as  shown  by  the  determinations,  reached  comparatively  high  figures, 
the  variation  being  about  as  follows :  the  lowest  amount  found  from  Janu- 
ary 1  to  April  31  was  .38  part  per  100,000  and  the  highest  amount  was  .56 
part  per  100,000.  From  May  1  until  October  31  the  highest  amount  found 
was  .55  part  per  100,000,  an  abnormal  result  apparently,  the  next  highest 
being  .49  part  per  100,000,  and  the  lowest  amount  found  being  .20  part 
per  100,000.  These  low  figures  during  the  summer  months  are  somewhat 
misleading,  however,  as  it  is  probable  that,  if  this  determination  had  been 
made  in  tlie  water  when  first  taken  from  the  reservoir,  a  considerably  higher 
figure  would  have  been  given,  but  during  the  period  necessarily  elapsing  in 
transit  between  the  reservoir  and  the  Boston  laboratory,  oxidation  of  the 
unstable  organic  matter  had  occurred  to  such  an  extent,  as  shown  by  the 
change  in  the  appearance  of  the  samples  even,  that  these  low  figures  were 
obtained.  The  following  arc  the  montiily  averages  of  the  analyses  of  the 
reservoir  water  made  at  the  Ludlow  Exi)eriment  Station  and  at  the  State 
House  laboratory :  — 
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Monthly  Averages  of  Color,  Dissolved  Oxijgen,  Iron  and  Hardness  in  Reservoir 

Water, 

Lttdlow  Experiment  Station. 


February, 
March, . 
April,  . 
May, 
June,    . 
July,     . 
August, 
September, 
October, 
November,  , 
December, 

January, 


Color. 


.42 
.40 
.41 
.38 
.43 
.45 
.64 
.57 
.28 
.24 
.26 


51.2 
61.4 
32.3 
81.6 
77.9 
60.7 
56.9 
40.1 
61.3 
75.3 
76.8 


Parts  pkr  100,000. 


.033 
.028 
.035 
.037 
.040 
.070 
.121 
.102 
.075 
.029 
.030 


0.73 
0.73 
0.92 
0.91 
1.08 
1.05 
1.31 
0.99 
0.79 
0.91 

0.89 


State  House  Laboratory . 
LParta  per  100,000.] 


Kesiddb  on 
Evapora- 
tion. 

Ammonia. 

o 

NiTBOGBN 
AS 

•6 
1 

i 

1 

s> 

>> 

K 

o 

09 

c 

1 

c 
o 

Datk  of 

o 

i 

ALBCMINOID.      | 

1 

£ 

K 

Collection. 

■a 
> 
o 

00 

5 

•a 
1  c 

=  o. 

Source. 

1901. 

January, 

3.20 

1.50 

.0069 

.0227 

.0200 

.0027 

.17 

.0060 

.0001 

.51 

1.0 

.0290 

Reservoir. 

February,    . 

3.25 

1.20 

.0076 

.0237 

.0208 

.0029 

.16 

.0090 

.0001 

.45 

0.9 

.0210 

Reservoir. 

March, 

3.35 

1.50 

.0025 

.0243 

.0205 

.0038 

.14 

.0080 

.0001 

.46 

0.9 

.0230 

Reservoir. 

April,  . 

2.70 

1.15 

.0025 

.0223 

.0175 

.0048 

.13 

.0040 

.0001 

.41 

0.6 

.0230 

Reservoir. 

May,    . 

2.70 

1.05 

.0027 

.0206  .0156 

.0050 

.12 

.0020 

.0001 

.41 

0.7 

.0290 

Reservoir. 

June,   . 

2.75 

1.20 

.0032 

.0224 

.0181 

.0043 

.14 

.0030 

.0001 

.38 

0.6 

.0280 

Reservoir. 

July,    .        .        . 

2.85 

1.35 

.0069 

.0234 

.0190 

.0044 

.12 

.0020 

.0001 

.39 

0.7 

.0480 

Reservoir. 

August, 

3.25 

1.75 

.0169 

.0884 

.0396 

.0488 

.12 

.0030 

.0002 

.43 

0.9 

.0380 

Rci-ervoir. 

September, . 

3.46 

1.85 

.0158 

.0607 

.0320 

.0287 

i  .11 

.0040 

.0002 

.83 

0.9 

.0540 

Reservoir. 

October, 

2.70 

1.25 

.0036 

.0214 

.0163 

.0061 

.12 

.0150 

.0002 

.27 

0.9 

.0440 

Reservoir. 

November, . 

2.35 

1.10 

.0016 

.0175. 0153 

1 

.0022 

.13 

.0150 

1 

.0001 

.27 

0.7 

.0140 

Reservoir. 

December,  . 

2.40 

1.20 

.0014 

.0193 

.0163 

.0040 

.17 

.0150 

1 

.0001 

,25 

0.6 

.0120 

Reseivolr. 

1902. 

January,     . 

2.40 

1.05 

.0022 

.0142 

.0119 

.0023 

.16 

1 
.0120 

.0000 

.28 

0.6 

.0080 

Reservoir. 
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Filtration  of  the  Reservoir  "Water. 

When  the  experiments  were  begun  at  Ludlow,  two  filters  were  put  into 
operation,  each  being  5-^  of  an  acre  in  area  and  containing  about  5  feet  in 
depth  above  the  underdrains  of  sand  of  an  effective  size  of  0.28  millimeter, 
this  sand  having  a  uniformity  coefficient  of  3.2.  The  water  passed  to  these 
filters  from  the  reservoir  and  canal,  as  well  as  to  all  the  other  filters  in  oper- 
ation, was  pumped  from  the  reservoir  and  canal  into  two  large  storage 
tanks  placed  on  high  land  above  the  filters,  these  tanks  holding  practically 
a  day's  supply  for  the  experimental  filters  in  operation.  All  the  filters  in 
operation  at  Ludlow  were  designated  by  letters,  the  two  largest  filters  being 
known  as  Filters  A  and  B. 

Filter  A  received  reservoir  water  from  December  21  until  Jul}'  13,  when, 
owing  to  the  fact  that  it  was  at  a  less  elevation  than  Filter  B,  canal  water 
was  applied  to  it  in  order  that  reservoir  water  might  be  applied  to  its  dupli- 
cate, Filter  B,  which  was  at  a  greater  elevation,  and  hence  its  eflSuent 
could,  as  was  desired,  be  run  upon  a  second  filter  for  an  experiment  upon 
double  filtration.  That  is,  up  to  July  13  the  reservoir  water  was  applied  to 
Filter  A  and  after  that  date  to  Filter  B.  The  filter  receiving  reservoir 
water  was  first  put  into  operation  at  a  rate  of  2,500,000  gallons  per  acre 
daily,  and  was  continued  at  this  rate  from  Dec.  21,  1900,  to  Jan.  15,  1901, 
inclusive.  Between  this  latter  date  and  April  11,  inclusive,  the  rate  of  this 
filter  was  changed  a  number  of  times  by  the  engineer  of  the  Springfield 
water  board,  but  upon  April  12  it  was  again  placed  at  2,500,000  gallons 
per  acre  daily,  and  so  continued  until  in  September,  when  the  rate  was 
increased  to  3,000,000  gallons  per  acre  daily. 

Besides  this  filter  two  other  filters  were  put  into  operation  during  March 
and  May,  receiving  reservoir  water,  namely.  Filters  C  and  E.  Filter  C  was 
a  duplicate  in  construction  of  Filter  A,  containing  the  same  grade  of  sand, 
etc.,  but  it  was  ^75-oiTo  ^^  ^°  ^^^^  ^^  ^^'^^  instead  of  ^^^  of  an  acre,  and 
to  it  reservoir  water  was  applied  at  the  rate  of  5,000,000  gallons  per 
acre  daily,  or  twice  the  rate  maintained  generally  by  Filter  A.  This  filter 
was  put  into  operation  upon  March  11  and  continued  until  August  17,  when 
it  was  stopped  on  account  of  an  accident,  but  it  was  again  put  into  opera- 
tion on  August  30  and  continued  until  the  end  of  the  period  of  investigation. 

Filter  E  was  zdloti  ^^  ^"  ^^^^  ^"  ^^^^  ^^^  contained  above  gravel  under- 
drains 3  feet  6  inches  in  depth  of  material  composed  of  90  per  cent,  by 
volume  of  sand  similar  to  that  in  the  large  filters  and  10  per  cent,  by  vol- 
ume of  fine  loam,  and  above  this  1  foot  in  depth  of  sand  similar  to  that  in 
the  large  filters.  It  was  put  into  service  on  May  18  and  continued  in  oper- 
ation until  August  17.  Its  rate  of  operation  was  1,000,000  gallons  per 
acre  per  day. 
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Results  of  Filtration  of  Reservoir  Water  oijtaineu  by  the  Large 

Filter. 

Removal  of  Organisms. 

From  the  beginning  of  operation  of  this  filter  the  only  organisms  found 
in  its  eftluent  in  any  considerable  numbers  up  to  March  30  were  Zoospores, 
these  being  found  almost  daily  in  numbers  varying  from  1  to  253  per  cubic 
centimeter.  During  April  Zoospores  were  still  found  in  small  numbers  and 
also  Glenodinium  —  a  member  of  the  group  of  Infusoria  —  in  numbers 
varying  from  1  to  20  per  cubic  centimeter.  During  many  days  in  May  no 
organisms  were  found  in  this  effluent,  and  when  found  they  were  very  few 
in  number,  varying  from  1  to  10  per  cubic  centimeter,  chiefly  Diatomacece. 
During  June,  twenty-two  of  tlie  twenty-three  daily  examinations  showed 
no  organisms  present,  and  only  2  per  cubic  centimeter  were  found  on  the 
remaining  day.  During  July  practically  no  organisms  were  found,  and  this 
condition  lasted  through  the  first  part  of  August.  Beginning  August  21 
Anabcena  began  to  appear  in  the  effluent,  reaching  a  maximum  of  1,120 
per  cubic  centimeter  upon  August  23,  then  rapidly  decreasing,  but  found 
occasionally  until  September  17.  From  that  date  until  the  end  of  the 
investigation,  upon  Jan.  21,  1902,  no  organisms  of  any  kind  were  found  in 
the  effluent  of  this  filter. 

Removal  of  Odor. 

From  Dec.  21,  1900,  when  this  filter  was  put  into  operation,  until  the 
week  ending  Aug.  3,  1901,  its  eflluent  was  practically  without  odor,  either 
cold  or  hot.  At  times  slightly  vegetable,  earthy  or  aromatic  odors  were 
noted,  but  these  odors  were  so  slight  that  they  could  generally  be  detected 
only  immediately  after  the  collection  of  the  sample  from  the  effluent  pipe. 
None  of  the  fishy  odors  that  might  have  been  expected,  owing  to  the  presence 
of  large  numbers  of  Dinobryon  in  the  reservoir  water  applied  to  this  filter 
during  February  and  March,  were  noticed  in  its  effluent,  except  upon  a  few 
occasions  and  then  only  faintly,  but  a  slight  trace  of  the  aromatic  odor 
caused  by  Asterionella  in  the  reservoir  water  was  noticed  during  May  and 
June.  During  July  the  effluent  was  entirely  odorless,  but  during  a  large 
portion  of  August  and  September  the  eflluent  had  a  grassy  odor  both  when 
hot  and  when  cold,  caused  by  the  large  number  of  Anabn-na  in  the  reser- 
voir during  this  period.  From  the  last  of  September  until  the  end  of  the 
period  of  investigation,  Jan.  31,  1902,  the  eftluent  was  without  odor  when 
cold  except  on  a  few  occasions,  when  faint  odors  could  be  detected,  and 
practically  without  odor  when  heated.  A  faint  acrid  odor  was  detected  at 
times  by  the  observer  at  the  Ludlow  laboratory,  but  it  was  not  detected  in 
the  samples  as  they  reached  the  State  House  laboratory. 
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Removal  of  Color. 
When  this  filter  was  first  put  into  operation,  it  behaved  like  all  sand 
filters,  removing  practically  all  the  color  from  the  applied  water  during  its 
first  few  days  of  operation.  After  this  the  color  of  the  effluent  increased 
quite  rapidly,  and  for  the  period  from  Jan.  16,  1901,  when  colors  first 
began  to  be  read  at  Ludlow,  up  to  March  30,  the  color  was  about  83  per 
cent,  as  high  as  that  of  the  applied  water,  that  is,  the  color  removal  was 
about  17  per  cent.  With  the  beoinning  of  warmer  weather  in  April,  and 
the  increase  in  bacterial  action  in  the  filter,  the  color  of  the  effluent 
decreased  somewhat,  and  during  April,  May  and  June  it  was  only  about  68 
per  cent,  as  high  as  that  of  the  applied  water,  or  a  color  removal  of  about 
32  per  cent.  During  July,  August,  September  and  October  the  color 
removal  by  the  filter  was  considerably  greater  than  during  the  previous 
periods,  the  average  color  of  the  applied  water  during  these  mouths  being 
.49  and  the  average  color  of  the  eflfluent  being  .18,  or  a  color  removal  of 
63  per  cent.  This  result  was  due  to  a  number  of  reasons,  as  follows  :  the 
increased  temperature,  as  stated,  enlivened  bacterial  oxidation  in  the  filter 
and  caused  a  considerable  difference  by  this  means,  but  the  color  of  the 
reservoir  water  during  these  months  averaged  considerably  greater  than 
during  the  earlier  months  of  the  year,  caused  partly  by  the  fermentation 
taking  place  in  the  reservoir,  and  the  taking  of  organic  coloring  matter 
into  solution  and  suspension  from  the  bottom  and  sides  of  the  reservoir,  to- 
gether with  considerable  iron,  already  mentioned,  and  partly  by  the  increase 
in  color  of  the  canal  water  entering  the  reservoir,  the  color  of  the  reservoir 
water  reaching  as  high  a  point  as  .86,  as  noted  previously.  We  had 
found  previously,  however,  that  when  water  is  colored  under  the  conditions 
prevailing  in  this  reservoir  by  taking  organic  matter  and  iron  into  solution 
from  decaying  wood,  soil  impregnated  with  organic  matter,  etc.,  during  a 
state  of  what  may  perhaps  be  called  fermentation,  this  coloring  matter  was 
more  easily  removed  by  sand  filtens  than  is  often  the  case  Avith  coloring 
matter  taken  from  the  leaves,  soil,  etc.,  under  different  conditions.  Owing 
to  this  fact,  together  with  the  increased  bacterial  activity  in  the  filters  be- 
cause of  warm  weather,  the  color  removal  was  much  greater  than  during 
the  colder  period  of  the  year.  During  a  small  portion  of  this  period,  how- 
ever, the  effluent  became  upon  standing  much  more  highly  colored  than  the 
applied  water,  this  being  due  to  the  entire  exhaustion  of  the  oxygen  in  the 
water  as  it  passed  through  the  filter  and  the  consequent  reduction  of  iron 
and  manganese  oxides  in  the  sand  and  the  taking  of  iron  and  manganese 
into  solution  in  the  effluent  of  the  filter.  Some  organic  coloring  matter 
also  passed  into  solution,  taken  from  the  decaying  matter  accumulated  on 
the  surface  of  the  filter,  but  this  had  but  a  slight  influence  on  tlic  increased 
color  upon  standing,  this  increase  being  almost  entirely  due  to  the  oxida- 
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tion  of  the  iron  and  manganese.  Determinations  of  the  amount  of  man- 
ganese in  tbe  eflluent  were  made,  and  showed  at  one  time  .1930  part  per 
100,000,  while  the  iron  reached  as  high  a  figure  as  .0620  part  per  100,000. 

The  weekly  chemical  analyses  of  the  effluent  of  this  filter  made  at  the 
State  House  laboratory  showed  comparatively  slight  changes  from  the 
ammonias  of  the  applied  water  during  JanuaiT,  Fel)ruary  and  March,  but 
at  the  beginning  of  April,  when  the  warm  weather  began,  the  filter  was 
very  efficient  in  removing  organic  matter,  and  this  efficiency  increased 
from  this  time  until  August  7  inclusive.  During  the  months  of  August 
and  September,  when  the  difficulties  already  mentioned  in  regard  to  dis- 
solved oxygen  were  experienced,  the  filter  gave  somewhat  poorer  results 
in  the  removal  of  organic  matter,  but  still  the  percentage  removal  was 
very  great.  Beginning  about  the  last  of  September  and  continuing  until 
the  end  of  the  investigation,  the  efficiency  of  the  filter  was  remarkably  good 
in  this  respect,  free  ammonia  was  practically  absent  from  the  effluent,  and 
the  albuminoid  ammonia  did  not  average  more  than  .0100  part  per  100,000. 
The  removal  of  organic  matter  shown  by  the  determinations  of  oxygen 
consumed  was  remarkably  good  throughout  the  period  of  investigation. 

The  following  tables  give  (1)  the  average  monthly  analyses  as  nl'ade  at 
Ludlow  of  the  applied  water  and  effluent  of  this  filter,  and  (2)  the  average 
monthly  State  House  analyses  of  applied  water  and  effluent :  — 

Monthly  Averages  of  Color,  Dissolved  Oxygen,  Iron  and  Hardness  in  Reservoir 
Water  applied  to  and  Effluent  of  Large  Filter. 

Ludloio  Experirneiit  Station. 


Kesehvoir.                             1 

Kkfllent  of  Large  Filter. 

Month. 

Color. 

Dissolved          T„n 
OxyKon  (I-er  (p^,,. 

Hardness 
( Parts  per 

100,000). 

Color. 

Dissolved 
OxTgeii  (I'cr 

Cent,  of 
Saturation). 

Iron 
(Parts  per 

100,000). 

Hardness 
(I'liris  per 
100.000). 

1001. 

February,    . 

March, 
April,  . 
May,    . 
June,    . 
July,    . 
August, 
September, 
October, 
November, . 
December,  . 

1002. 

January, 

.42 
.40 
.41 
.38 
.43 
.45 
.64 
.57 
.28 
.24 
.28 

.25 

61.2 
61.4 
82.8 
81.6 
77.9 
60.7 
56.9 
40.1 
61.3 
75.3 
76.8 

74.1 

.030 
.028 
.035 
.037 
.040 
.070 
.121 
.102 
.075 
.029 
.030 

0.73 
0.73 
0.92 
0.91 
1.08 
1.05 
1.31 
0.99 
0.79 
0.91 

0.89 

.58 
.34 
.30 
.27 
.28 
.24 
.25 
.17 
.09 
.16 
.18 

.21 

68.2 
69.6 
70.3 
62.5 
63.6 
34.6 
23.3 
4.1 
42.7 
74.2 
72.8 

7S.3 

.022 
.022 
.022 
.021 
.022 
.018 
.018 
.025 
.010 
.010 
.011 

0.79 
0.73 
0.98 
0.95 
1.16 
1.17 
1.40 
0.94 
0.83 
0.89 

0.99 
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State  House  Laboratory. 
[Parts  per  100,000.] 
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COLLECnOS. 

C5 

> 
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■6 
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S  B. 

Source. 

1901. 

January,    . 

3.20 
3.50 

1.50 

.0069 
.0067 

.0227 
.0191 

.0200 

.0027 

.0060 
.0060 

.0001 
.0001 

.51 
.45 

1.0 
1.3 

.0290 
.0200 

Reservoir. 
Effluent  Filter  A. 

February, .        .  J 

3.25 

1.20 

.0075 

.0237 

.0208 

.0029 

.16 

.0090].  0001 

.45 

0.9 

.0210 

Reservoir. 

3.35 

- 

.0086 

.0201 

- 

- 

.17 

.0120 

.0005 

.42 

0.9 

.0180 

Effluent  Filter  A. 

March,       .        . } 

3.35 
3.65 

1.50 

.0025 
.0051 

.0243 
.0184 

.0205 

.0038 

.14 
.16 

.0080 
.0070 

.0001 
.0001 

.46 
.36 

0.9 
1.0 

.0230 
.0160 

Reservoir. 
Effluent  Filter  A. 

April,         .        .} 

2.70 

1.15 

.0025 

.0223 

.0176 

.0048 

.13 

.0040 

.0001 

.41 

0.6 

.0230 

Reservoir. 

2.95 

- 

.0042 

.0140 

- 

- 

.14 

.0080 

.0001 

.36 

0.7 

.Ol.'iO 

Effluent  Filter  A. 

May.  .        .        .  1 

2.70 

1.05 

.0027 

.0206 

.0156 

.0050 

.12 

.0020 

.0001 

.41 

0.7 

.0290 

Reservoir. 

2.55 

- 

.0006 

.0105 

- 

- 

.13 

.0060 

.0000 

.27 

0.9 

.0080 

Effluent  Filter  A. 

June,. 

2.75 
2.95 

1.20 

.0032 
.0005 

.0224 
.0101 

.0181 

.0043 

.14 
.13 

.0030 
.0070 

.0000 
.0000 

.38 
.29 

0.6 
0.9 

.0280,  Reservoir. 
.0070,  Effluent  Filter  A. 

July,  •       •       ■  1 

2.85 

1.35 

.0059 

.0234 

.0190 

.0044 

.12 

.0020 

.0001 

.39 

0.7 

.0480,  Reservoir. 

2.70 

- 

.0001 

.0103 

- 

- 

.13 

.0060 

.0001 

.27 

1.0 

.0130,  Effluent  Filter  B. 

AugUBt,        .           .  \ 

3.25 
2.95 

1.75 

.0169 
.0036 

.0884 
.0158 

.0396 

.0488 

.12 
.13 

.0030 
.0100 

.0002 
.0011 

.43 
.25 

0.9 
1.4 

.0380  Reservoir. 
.0050,  Effluent  Filter  B. 

September,       .  j 

3.45 
3.25 

1.85 

.0158 
.0091 

.0607 
.0177 

.0320 

.0287 

.11 
.12 

.0040.0008 
.0100'.0007 

.33 

.25 

0.9 
1.1 

.0540  Reservoir. 

1 
.0180  Effluent  Filter  B. 

October,    . 

2.70 
2.40 

1.25 
1.00 

.0036 
.0002 

.0214 
.0094 

.0163 

.0051 

.12 
.14 

.0150  .0002 
.0270  .0001 

.27 
.21 

0.9 
0.9 

.0440  Reservoir. 

.0500  Effluent  Filter  B. 

November, 

2.36 
2.25 

1.10 
0.90 

.0016 
.0000 

.0175 
.0112 

.0153 

.0022 

.13 
.14 

.0160  .0001 
.0210  .0000 

.27 
.23 

0.7 
0.6 

.0140  Ueservolr. 
.0070,  Effluent  Filter  B. 

December,        .  J 

2.40 
2.30 

1.20 
1.15 

.0014 
.0001 

.0193 
.0087 

.0153 

.0040 

.17 
.17 

.0150  .0001 
.0200  .0000 

.25 
.22 

0.5 
0.6 

.0120  Reservoir. 

.0070  Effluent  Filter  B. 

1902. 
January,    , 

2.40 

1.05 

.0022 

.0142 

.0119 

.0023 

.15 

.0120  .0000 

.28 

0.6 

.0080  Reservoir. 

2.25 

0.95 

.0005 

.0096 

- 

- 

.16 

.01701.0000 

.25 

0.7 

.0060  Effluent  Filler  B. 

Filtration  of  Reservoir  Water  by  Filter  C. 

Filter  C,  as  has  been  stated,  was  a  duplicate  of  the  large  filters  in  respect 

to  grade  and  depth  of  sand.     It  was  put  into  operation  on  March  11,  1901, 

and  was  continued  until  Jan.  31,  1902,  with  the  exception  of  a  period 

from  August  17  to  August  30.     Its  rate  of  operation  was  practically  twice 
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that  of  the  large  filter  receiving  reservoir  water,  namely,  5,000,000  gallons 
per  acre  daily.  Operating  at  this  greater  rate  it  produced  during  a  con- 
siderable portion  of  its  period  of  operation  results  nearly  as  good  as  those 
produced  by  the  large  filter.  During  its  entire  period  of  operation  the  odor 
of  the  effluent  both  when  hot  and  when  cold  was  practically  the  same  as 
that  of  the  elliueut  of  the  large  filter  ;  that  is,  generally  no  odor  was  present 
when  none  was  present  in  the  effluent  of  the  large  filter,  and  during  the 
periods  when  odors  were  present  in  the  effluent  of  the  large  filter  they 
were  also  present  in  the  effluent  of  this  filter  and  to  about  the  same  degree, 
the  large  filter  at  the  lower  rate  being  somewhat  more  etflcient  in  this 
respect. 

The  color  removal,  although  good,  was  somewhat  less  than  that  obtained 
by  the  large  filter  operating  at  half  the  rate  of  this  filter.  The  percentage  of 
dissolved  oxygen  in  the  effluent  of  this  filter  was  nearly  the  same  through- 
out the  greater  portion  of  the  period  of  operation,  but  during  August  and 
September,  when  the  reservoir  water  contained  large  numbers  of  Anabcena 
and  the  oxygen  in  it  was  low,  on  several  occasions  the  oxygen  had  entirely 
disappeared  from  the  water  by  the  time  it  had  reached  the  outlet  of  this 
filter,  both  because  of  the  low  amount  present  in  the  water  applied  and 
because  of  the  rapid  oxidation  occurring  in  the  filter.  This  was  so  for 
three  successive  days  during  the  first  week  of  September,  for  three  days 
during  the  second  week,  and  from  September  16  to  20  inclusive.  After 
this  last  date  its  effluent  always  contained  free  oxygen.  AYhile  the  iron 
removal  by  this  filter  was  not  as  good  as  that  obtained  by  the  large  filter 
at  the  lower  rate,  still  only  during  the  month  of  September  was  there  an 
objectionable  amount  in  its  effluent,  the  hardness  was  practically  the  same, 
and  after  the  first  few  weeks  of  operation  of  this  filter  few  organisms  were 
found  in  its  eflluent,  and,  although  a  few  were  found  on  a  number  of  days 
during  May,  June  and  July,  none  were  found  from  July  IS,  1901,  until  the 
filter  went  out  of  operation,  on  Jan.  31,  1902.  It  is  especially  notice- 
able that  during  the  period  when  dissolved  oxygen  was  absent  from  the 
effluent  of  this  filter,  no  organisms  were  found  in  its  eflluent,  in  distinction 
from  the  large  numbers  found  for  a  number  of  days  in  the  effluent  of  the 
large  filter  receiving  reservoir  water  when  operating  under  like  conditions. 

The  chemical  analyses  made  at  the  State  House  laboratory  showed  a 
good  removal  of  organic  matter  by  the  filter.  During  May,  June,  July  and 
the  first  week  in  August  the  free  ammonia  was  very  low,  varying  from 
.0000  to  .0028  part  per  100,000,  and  the  albuminoid  ammonia  was  also 
low,  varying  from  .0086  to  .0132  part  per  100,000.  During  the  period  in 
August  and  September  when  the  presence  of  dissolved  oxygen  was  main- 
tained with  difflculty  while  the  water  passed  through  the  filter,  or  was 
entirely  absent,  much  poorer  results  were  obtained,  the  poorest  result  being 
that  of  September  11,  when  the  free  ammonia  was  .0200  and  the  albumi- 
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noid  ammonia  .0530  part  per  100,000.  The  removal  of  the  organic  matter 
shown  by  the  determinations  of  oxygen  consumed  was  good  throughout 
the  period  of  operation. 

The  following  tables  give  (1)  the  average  monthly  analyses  made  at 
Ludlow  of  the  applied  water  and  eflluent,  and  (2)  the  average  of  the  State 
House  analyses  of  applied  water  and  effluent :  — 


Monthly  Averages  of  Color,  Dissolved  Oxygen,  Iron  and  Hardiiess  iii  Eeservoir 
Water  aj^phed  to  and  Effluent  of  Filter  C. 

Ludlow  Experiment  Station. 
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0.99 
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0.97 
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State  House  Laboratory. 
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Filtration  of  Reservoir  Water  by  Filter  E. 

This  filter  was  put  into  operation  May  18  and  contained,  as  has  been 
previously  stated,  o  feet  in  flei)lh  of  filtering  material,  3  feet  6  inches  of 
this  depth  beiug  composed  of  a  mixture  of  90  per  cent,  by  volume  of  sand 
with  10  per  cent,  by  volume  of  fine  loam,  above  which  was  one  foot  in 
depth  of  sand  of  a  grade  similar  to  that  used  in  all  the  filters,  stratification 
at  the  junction  of  the  sand  and  loam  with  the  sand  being  prevented  by 
mixing  the  materials  at  this  point.  "While  it  was  not  considered  that  filters 
of  loam  would  be  a  practical  success  in  the  filtration  of  this  water  upon  a 
large  scale,  owing  to  the  large  area  of  such  filters  which  would  be  necessary 
and  the  consequent  cost  of  construction  and  the  probable  difficulty  of  con- 
tinued operation,  it  was  nevertheless  believed  that  filters  of  this  character 
should  be  operated  for  a  while  in  order  to  obtain  data  in  regard  to  their 
efficiency  in  purifying  this  water.  Filter  E  was  operated  at  the  rate  of 
1,000,000  gallons  per  acre  daily,  was  started  May  18,  1901,  and  was 
put  out  of  operation  on  August  17.  During  its  operation  the  filter  did 
efficient  work  and  upon  only  one  day  were  any  organisms  found  in  its 
effluent. 

The  average  color  of  its  effluent,  omitting  the  first  two  weeks  of  opera- 
tion, when  the  color  of  the  applied  water  was  practieall}'  all  removed,  was 
.21.  The  filter  also  removed  until  the  first  week  in  August  a  very  large 
proportion  of  the  odor  of  the  reservoir  water.  Its  effluent  had  generally, 
during  the  first  ten  weeks  of  its  operation,  a  faint  aromatic  odor  that  could 
be  detected  if  the  sample  was  examined  immediately  after  it  was  collected, 
this  odor  disappearing  quickly,  however,  so  that  by  the  time  the  sample 
was  heated  in  order  to  determine  its  hot  odor,  all  odor  had  generally  disap- 
peared or  only^  a  slight  musty  odor  could  be  detected.  This  condition 
lasted  until  August  5,  and  from  that  date  until  the  filter  was  put  out  of 
operation  the  odor  of  its  effluent  both  when  hot  and  when  cold  was  gener- 
ally grassy,  varying  from  faint  to  decided,  this,  of  course,  being  due  to 
the  Anahd'iia  in  the  reservoir  water  applied.  The  effluent  always  had  a 
turbidity,  varying  from  decided  at  first  to  very  slight  at  the  end  of  its 
period  of  operation,  due  apparently  to  the  very  fine  loam  in  suspension  in 
it,  which  was  continually  passing  from  the  filter,  this  giving  the  effluent  at 
first  a  slightly  milky  appearance.  The  removal  of  iron  by  the  filter  was 
good  and  the  removal  of  organic  matter  excellent,  the  highest  free  am- 
monia found  being  .0032  part  per  100,000  and  the  highest  albuminoid 
ammonia  until  the  first  of  August  being  .0086  part  per  100,000.  During  a 
considerable  portion  of  its  period  of  operation  no  free  ammonia  was  present 
in  the  efllueut.  The  removal  of  organic  matter  as  shown  by  the  determina- 
tions of  oxygen  consumed  was  especially  good,  the  average  determination 
for  the  entire  period  being  .17  part  per  100,000. 
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The  following  tables  give  (1)  the  average  monthly  analyses  made  at 
Ludlow  of  the  applied  water  and  effluent  of  this  filter,  and  (2)  the  average 
monthly  State  House  analyses  of  applied  water  and  effluent :  — 

Mojithly  Averages  of  Color,  Dissolved  Oxygen,  Iron  and  Hardiiess  in  Reservoir 
Water  ajyplied  to  and  Effluent  of  Filter  E. 

Ludloic  Experiment  Station. 
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.45 
.61 

82.1 
77.9 
60.7 
64.3 

.035 
.040 
.070 
.144 

I 
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State  House  Laboratory. 
[Parts  per  100,000.] 
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Other  Filters  receiving  Reservoir  Water. 

During  the  latter  part  of  the  season  four  other  filters  ^oJ^j^  of  an  acre  in 
area  were  put  into  operation,  filtering  reservoir  water. 

Filter  H,  put  into  operation  by  the  engineer  of  the  Springfield  water 
board  in  order  to  obtain  certain  data  in  which  he  was  interested,  contained 
over  the  underdrains  2  feet  in  depth  of  sand  of  an  effective  size  of  0.28 
millimeter,  over  tliis  being  G  inches  in  depth  of  a  very  fine  sand  of  an  effec- 
tive size  of  0.06  millimeter.  The  filter  was  started  August  1",  and  continued 
until  September  14.  Its  rate  at  starting  was  2,500,000  gallons  per  acre 
daily,  but,  owing  to  the  stratification  of  the  filter  and  the  character  of  the 
applied  water,  this  rate  rapidly  decreased,  so  that  by  August  31  the  rate 
was  only  200,000  gallons  per  acre  daily  and  reached  a  slill  lower  figure 
before  the  end  of  its  period  of  operation.  No  organisms  were  found  in  its 
effluent  during  the  short  period  it  was  operated,  although  odors  and  tastes 
were  detected. 
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The  following  tables  present  the  average  analyses  for  the  period  of 
operation  of  the  water  applied  to  and  the  effluent  from  this  filter,  the  tables 
giving  the  results  both  of  the  State  House  and  the  Ludlow  Experiment 
Station  examinations  :  — 

Average  of  Color,  Dissolved  Oxygen,  Iron  and  Hardness  iji  Reservoir  Water  applied 
to  and  Effluent  of  Filler  E,  from  Aug.  13  to  Sept  14, 1901. 

Ludloio  Experiment  Station. 
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Filter  I. 
Filter  I  was  put  into  operation  September  16  and  was  continued  until 
October  11.  It  contained  2.J  feet  in  depth  of  sand  of  an  effective  size  of 
0.28  millimeter  and  was  operated  at  an  average  rate  of  3,000,000  gallons 
per  acre  daily.  It  was  put  into  operation  for  the  purpose  of  showing  whether 
Ludlow  Reservoir  water  of  the  character  prevailing  during  September  would 
at  a  rate  of  3,000,000  gallons  pass  through  a  filter  containing  only  one-half 
as  great  a  depth  of  sand  as  Filters  B  and  C  without  losing  its  dissolved 
oxygen,  that  is,  giving  less  time  and  opportunity  for  bacterial  oxidation 
than  obtained  in  the  deeper  filters,  and  thus  preventing  the  exhaustion  of 
oxygen  and  the  consequent  reducing  action  upon  tlie  sand  in  the  filter. 
Unfortunately,  the  filter  was  not  started  until  the  worst  condition  of  the 
reservoir  water  had  passed.  During  its  first  week  of  operation  its  effluent 
invariably  contained  dissolved  oxygen,  the  average  amount  for  the  week 
being  13. o  per  cent,  of  saturation,  while  free  oxygen  was  absent  from  the 
effluents  of  the  deeper  filters  receiving  reservoir  water.  Little  organic  mat- 
ter had  accumulated  upon  or  within  this  filter,  however,  compared  with  the 
deeper  filters.     During  the  following  weeks,  also,  less  oxygen  was  con- 
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sumed  than  in  the  deeper  filters.  The  general  results  obtained  by  it  were 
very  good,  no  organisms  being  found  in  its  effluent  and  the  effluent  being 
also  practically  odorless. 

The  following  tables  show  the  average  chemical  analyses  of  the  applied 
water  and  effluent  of  the  filter,  these  tables  giving  the  results  of  both  the 
State  House  and  the  Ludlow  Experiment  Station  examinations  :  — 

Average  of  Color,  Dissolved  Oxygen,  Iron  and  Hardness  in  Reservoir  Water  applied 

to  and  Effluent  of  Filter  I,  from  Sept.  16  to  Oct.  11, 1901. 

Ludlow  Experiment  Station. 
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Filter  K. 

Filter  K  was  constructed  and  put  into  operation  according  to  the  direc- 
tions of  the  engineer  of  the  Springfield  water  board  for  the  purpose  of 
making  tests  in  which  he  was  interested.  It  contained  in  order  over  the 
underdrains  1  foot  in  depth  of  finely  ground  quartz  sand,  4  inches  of 
polarite,  followed  by  another  foot  in  depth  of  quartz  sand.  It  was  started 
at  the  rate  of  3,000,000  gallons  per  acre  daily  and  was  in  operation  from 
Sept.  17  to  Oct.  11,  1901.  During  this  period  no  organisms  were  found  in 
its  effluent,  the  effluent  had  only  a  very  faint  odor,  and  the  color  removal 
was  good.  In  other  respects  this  filter  did  not  begin  to  pi'oduce  an  effluent 
equal  to  that  of  Filter  I,  just  described,  which  was  of  the  same  depth 
but  constructed  entirely  of  sand,  and  which  was  operated  at  the  same  rate 
and  during  exactly  the  same  period  as  Filter  K.  Filter  K,  containing 
pol.'iiite,  increased  the  solids,  did  not  remove  organic  matter  and  iron  as 
cdifiently  as  Filter  I,  and  increased  the  hardness  threefold. 

The  following  tables  give  the  average  results  of  the  chemical  analyses 
of  tlie  aiiplicd  water  and  effliKMit  of  the  filter,  made  both  at  the  Ludlow 
Exi)eriment  Station  and  at  the  State  House  laboratory:  — 
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Average  of  Color,  Dissolved  Oxygen,  Iron  and  Hardness  iii  Reservoir  Water  applied 

to  and  Effluent  of  Filter  K,  from  Sept.  17  to  Oct.  11, 1901. 

Ludlow  Experiment  Station. 


Kesekvoir. 

Efflcent  of  Filter  K. 

Dissolved      ,        /Parts 
Color.         Osyf^'^<.9,v    ^^on  (//rts 

!  SaVur"ition).        ^^^^^- 

\ 
Hardness    ' 
(I'nrts  per 
100,000). 

Dissolved 

Colo-   °s"^r" 

Saturation). 

1 
Iron  (Parts  ;    Hardness 
ppr         ]   (I'Hrtsper 
100,000).          100,000). 

.39                      49.3        1         .099 

1.21 

.15          1          36.9 

.031        1        3.50 

State  Eottse  Laboratory. 
[Parle  per  100,000.] 


KESIDUB  OS 

Evapora- 
tion. 

AmiosiA. 

o 

c 

o 

5 
.11 

.14 

Nitrogen 

AS 

1 

s 
m 

C 

s 

B 
t* 
>. 

K 

o 

» 

e 
•a 

a 
X 

c 
2 

Date  of 

2 

o 

S 

§1 

o 

ALBCUINOIO. 

1      1 

2 

b 

K 

COLLECTIOS. 

a 

■3 

o 

> 

— 

1901. 

Sept  i:-Oct.  11,  i 

2.65 
4.90 

1.30 

.0071 
.0112 

.0263.0191 
.014-J     - 

I 

.0072 

.0140 
.0140 

.0004 
.0009 

.24 
.14 

0.8 
3.1 

.0670 
.0140 

Reservoir. 
Effluent  Filter  K. 

Filter  L. 

Filter  L  was  .■>  ^  ^  ,^  „  of  an  acre  iu  area  and  contained  5  feet  in  depth  of 
sand  of  an  effective  size  of  0.22  millimeter.  It  was  operated  intermittently 
at  the  rate  of  1,000,000  gallons  per  acre  daily.  It  was  put  into  operation 
on  Sept.  20,  1901,  after  the  reservoir  water  had  begun  to  improve  in 
quality,  and  was  continued  until  Jan.  31,  1902.  No  organisms  were  found 
in  its  ertluent,  which  was  also  practically  odorless. 

The  following  tables  show  the  average  results  of  the  chemical  analyses 
of  the  water  applied  and  the  effluent  from  this  filter :  — 


Monthlij  Averages  of  Color,  Dissolved  Oxygen.,  Iron  and  Hardness  in  Reservoir 

Water  applied  to  and  Effluent  of  Filter  L. 

Ludlow  Experiment  Station. 


KKSKRVOIR. 

Effluent  of  Kilter  L. 

Month. 

Color. 

Dissolved 
OxvKen  (I'er 

Cent,  of 
Saturation). 

Iron 
(Parts  per 

100,000). 

Hardness 
( Part!*  per 
100,000) 

Color. 

Dissolved 
Oxygen  (Per 

Cent,  of 
Saturation). 

Iron 
(Parts  per 
100,000). 

Hardness 
(Parts  per 
100.000). 

1901. 

September, 
October, 
November,  . 
December,  . 

1902. 

January, 

.38 
.28 
.24 
.26 

.25 

47.2 
61.2 
75.3 
76.8 

74.1 

.105 
.075 
.029 
.030 

1.31 
1.00 
0.79 
0.91 

0.89 

.11 
.00 
.12 
.13 

.14 

81.9 
88.0 
88.4 
87.3 

87.7 

.023 
.013 
.010 
.010 

1.15 
1.06 
0.89 
1.08 

0.94 
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State  Bouse  Laboratory. 
[Parts  per  100,000.] 


Residce  o\ 

EVAPOKA- 

Amhokia. 

Nitrogen 

•o 

TION. 

AS 

a 

c 

Date  of 

c 

ALB0M1NOID. 

Collection. 

_o 

■6 

•d 

GJ 

o 

S 

Source. 

§1 

_> 

ts 

C 

Oj 

s 

c 

a 

o 

o 

i 

o 

1    B 

a  a. 

_o 

2 

s 

in 

2 

5- 

.J 

6=1 

a 

m 

5 

S 

2 

o 

n 

1901. 

2.85 

1.45 

.0122 

.0290 

.0243 

.0047 

.13 

.0060 

.0002 

.27 

1.0 

.0530 

Reservoir. 

September,       .  j 

2.70 

- 

.0009 

.0075 

- 

- 

.11 

.0060 

.0001 

.16 

1.1 

.0200 

Effluent  Filter  L. 

2.70 

1.25 

.0036 

.0214 

.0163 

.0051 

.12 

.0150 

.0002 

.27 

0.9 

.0440 

Reservoir. 

October,     .        .  j 

2.55 

- 

.0054 

.0109 

- 

- 

.14 

.0210 

.0001 

.16 

0.9 

.0060 

Effluent  Filter  L. 

November,        .  \ 

2.35 

1.10 

.0016 

.0175 

.0153 

.0022 

.13 

.0150 

.0001 

.27 

0.7 

.0140 

Reservoir. 

2.55 

- 

.0003  .0107 

- 

.16 

.0170 

.0000 

.14 

0.6 

.0060 

Effluent  Filter  L. 

2.40 

1.20 

.0014  .0193 

.0153 

.0040 

.17 

.0150 

.0001 

.25 

0.5 

.0120 

Reservoir. 

December,         .  \ 

2.50 

- 

.0006 .0106 

- 

- 

.18 

.0170 

.0000 

.12 

0.6 

.0080 

Effluent  Filter  L. 

1902. 

2.40 

1.05 

.0022  .0142 

.0119 

.0023 

.15 

.0120 

.0000 

.28 

0.6 

.0080 

Reservoir. 

January,    .        .  < 

2.20 

~ 

.0002 

.0082 

~ 

~ 

.16 

.0130 

.0000 

.15 

0.6 

.0070 

Effluent  Filter  L. 

Refiltration  of  Reservoir  Water. 
Filter  O. 
After  this  investigation  had  been  continued  for  some  months,  and  espe- 
cially when  the  odor  of  Anabcena^  etc.,  began  to  increase  in  the  reservoir 
water,  it  became  evident  that  sand  filtration  as  represented  by  the  filters 
already  in  operation  would  not  be  successful  in  satisfactorily  purifying  this 
water  and  removing  its  odors,  tastes,  etc.,  during  the  period  when  these 
factors  were  most  prominent  in  the  water.  It  seemed  likely,  however,  from 
the  experience  with  experimental  filters  previously  operated  at  the  Law- 
rence Experiment  Station,  which  had  received  highly  colored  water  with  its 
organic  matter  in  a  state  of  fermentation,  that  this  water  could  be  satis- 
factorily purified  by  double  filtration  and  aeration.  Hence,  Filter  G  was 
constructed  and  was  put  into  operation  on  August  1).  It  was  a  duplicate  of 
Filter  C  in  all  respects ;  that  is,  it  was  20  inches  in  diameter  (^rrhru  of  an 
acre  in  area)  and  contained  5  feet  in  depth  of  sand  of  an  effective  size  of 
0.28  millimeter.  To  it  was  applied,  after  the  date  of  construction,  with 
one  interruption,  the  effluent  of  the  large  filter  receiving  reservoir  water. 
The  experiment  was  stopped  on  August  16  because  no  odor  was  present  in 
the  effluent  of  the  large  filter,  but  it  was  started  again  August  22  and  was 
continued  until  Jan.  81,  1902,  at  the  rate  of  10,000,000  gallons  per  acre 
daily,  the  same  rate  as  that  followed  from  August  I)  to  August  IG. 
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During  the  whole  of  this  period  it  produced  a  satisfactory  effluent,  the 
average  color  of  this  eflluent  being  .13,  and  it  was  brigiit  and  free  from 
turbidity.  The  effluent  was  practically  odorless,  but  occasionally  very  faint 
odors  were  detected  when  the  effluent  was  just  collected  from  the  outlet 
pipe,  these  odors  not  being  such  as  would  ordinarily  be  noticed  even  at  the 
time  of  collection,  and,  moreover,  they  disappeared  rapidly.  Dissolved 
oxygen  was  always  present  in  the  effluent  of  this  filter,  the  iron  removal 
was  good,  and  its  hardness  but  very  slightly  increased  over  the  hardness 
of  the  applied  water,  this  increase  being  largely  during  the  first  few  weeks 
of  its  operation.  No  organisms  passed  through  the  filter  during  its  period 
of  operation,  as  shown  by  our  daily  determinations.  The  removal  of 
organic  matter  by  the  filter  was  very  good,  the  average  amount  of  free 
ammonia  during  its  period  of  operation  being  .0004  part  per  100,000,^ 
and  the  average  amount  of  albuminoid  ammonia  being  .0101  part  per 
100,000. 

Filter  G  was  not  put  into  operation  until  August  9.  yet  this  was  some 
time  before  the  reservoir  water  had  reached  its  worst  condition  during  1901 
and  before  Filter  B,  receiving  reservoir  water,  had  begun  to  produce  its 
poorest  results,  that  is,  from  August  27  to  September  20.  During  this 
period  of  twenty-four  days  when  the  effluent  of  Filter  B  not  only  had  a 
strong  odor  of  A)iabcena,  but  also  a  color  (on  standing)  greater  than  that 
of  the  reservoir  water,  the  effluent  of  Filter  G  was  of  very  low  color  and 
practically  odorless  and  tasteless. 

The  following  tables  give  (1)  the  average  monthly  results  in  regard  to 
color,  dissolved  oxygen,  iron  and  hardness,  and  (2)  the  average  analyses 
made  in  the  State  House  laboratory  :  — 


Monthly  Averages  of  Color,  Dissolved  Oxygen,  Iron  and  Hardness  in  Water  aiiplied 
to  and  Effluent  of  Filter  O. 

Ludloic  Experiment  Sfatioti. 


Effluent  op  Filtbb  B  (Keskbvoir). 

Effluent  of  Filter  6. 

MONTIt. 

Color. 

Dissolved 
Oxygen  (fer 

Cent,  of 
Saturation). 

Iron 
(Parts  per 
100,000). 

Hardness 
(I'lirts  per 
100.000). 

Color. 

Dissolved 
Oxygen  (I'cr 

C*nt  of 
Saturation). 

Iron 
(Parts  per 
100,000). 

Hardness 
( Parts  per 
100,000). 

1001. 

August, 

September,   . 
October, 
November,    . 
December,    . 

1002. 

January, 

.28 
.17 
.09 
.15 
.18 

.21 

28.0 
4.1 
42.7 
74.2 
72.6 

78.3 

.019 
.025 
.010 
.010 
.011 

1.17 
1.40 
0.94 
0.33 

0.89 

j 

0.99 

.17 
.11 
.08 
.13 
.15 

.16 

51.8 
46.8 
74.8 
80.4 
81.6 

82.3 

.019 
.013 
.003 
.008 
.009 

1.31 

1.52 
1.04 
0.88 
0.99 

0.92 
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state  House  Laboratory. 
[Parts  per  100,000.] 


RESIDt:E  ON 

EVAPORA- 
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TIOX. 

3 

c 

Date  of 
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1901. 

August,     .        .  J 

2.95 

.0036 

.0158 

.0100 

.0011 

.25 

1.4  .0050 

Effluent  Filter  B. 

3.30 

_ 

.0015 

.0106 

_ 

_ 

.12 

.0430. 0002 

.23 

1.3'. OHO 

Effluent  Filler  G. 

_           .                \ 

3.25 

- 

.0091 

.0177 

_ 

- 

.12 

.0100  .0007 

.25 

l.ll.OlSO 

Effluent  Filter  B. 

3.10 

- 

.0003 

.0102 

_ 

_ 

.14 

.0120  .0001 

.19 

1.4  .(.1000 

Effluent  Filter  Q. 

October,     .        .  | 

2.40 

1.00 

.0002 

.0094 

_ 

_ 

.14 

.0270!. 0001 

.21 

0.9'. 0050 

Effluent  Filter  B. 

2.95 

1.30 

.0000 

.0091 

_ 

_ 

.14 

.0280  .0000 

.17 

1.2i.0040 

Effluent  Filter  G. 

November,        .  ! 

2.25 

0.90 

.0000 

.0112 

_ 

_ 

.14 

.0210'.  0000 

.23 

0.6 

.0070 

Effluent  Filter  B. 

2.30 

1.10 

.0000 

.0104 

_ 

_ 

.15 

.0210,-0000 

.IS 

0.6 

.0050 

EffluBiit  Filter  G. 

December,         .  | 

2.30 

1.15 

.0001 

.0116 

_, 

_ 

.17 

.0200  .0000 

.22 

0.5 

.0070 

Effluent  Filter  B. 

2.40 

1.05 

.0004 

.0116 

- 

- 

.17 

.0200  .0000 

.15 

0.6 

.0060 

Effluent  Filter  G. 

1903.          , 

January,    .        .  J 

2.25 

0.95 

.0005 

.0096 

_ 

_ 

.16 

.0170'. 0000 

.25 

0.7 

.0060 

Effluent  Filter  B. 

2.30 

0.95 

.0003 

.0086 

- 

- 

.16 

.01601.0000 

.18 

0.6 

.0060 

Effluent  Filter  G. 

General  Summary. 

Mates  of  Filtration. 

In  the  foregoing  report  the  rate  of  operation  of  the  various  filters  has 
always  been  given  as  the  rate  at  which  they  were  intended  to  be  operated, 
the  actual  rate  being  in  most  instances  somewhat  less,  owing  to  the  usual 
causes  common  to  water  filtration.  This  difference,  however,  has  been 
comparatively  slight  when  averaging  the  whole  season  of  operation.  For 
instance,  from  April  12  to  September  15,  inclusive,  the  large  filter  receiv- 
ing reservoir  water  was  intended  to  be  run  at  the  rate  of  2,500,000  gallons 
per  acre  daily,  and  the  lowest  average  rates  for  any  weeks  during  this  period 
were  2,160,000,  2,370,000  and  2,428,000  gallons,  respectively.  Moreover, 
during  a  number  of  weeks  of  this  period  the  average  weekly  rate  was  con- 
siderably greater  than  2,500,000  gallons  per  acre  daily.  Filter  C,  receiving 
reservoir  water  at  the  intended  rate  of  5,000,000  gallons  per  acre  daily, 
was  operated  during  two  weeks  at  as  low  average  rates  as  4,030,000  and 
4,170,000  gallons  per  acre  daily,  but  during  many  weeks  of  its  operation 
it  was  operated  at  a  greater  average  rate  than  its  intended  5,000,000  gallon 
rate.  Filter  E,  intended  to  be  operated  at  a  rate  of  1,000,000  gallons  per 
acre  daily,  averaged  just  about  this  rate  during  its  entire  period  of  opera- 
tion. Filter  G,  which  received  the  effluent  of  Filter  H  and  was  intended 
to  be  operated  at  10,000,000  gallons  per  acre  daily,  never  averaged  less 
than  9,000,000  gallons  per  acre  daily  with  the  exception  of  one  week,  and 
during  a  number  of  weeks  its  rate  of  0|)eration  was  slightly  greater  than  its 
intended  rule  of  10,000,000  gallons  per  acre  daily. 

The  actual  average  rates  are  not  of  particular  moment,  as  it  is  evident 
from  the  operation  of  the  large  filter  that  a  rate  of  2,500,000  gallons  per 
acre  per  day  could  be  maintained,  if  desired,  during  a  considerable  portion 
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of  the  year  without  aeration  of  the  water,  and  that  a  rate  of  even  5,000,000 
gallons  per  acre  daily—  the  rate  of  Filter  C  receiving  reservoir  water  — 
could  be  maintained  without  difficulty  during  a  large  portion  of  the  year 
without  aeration  of  the  water,  and  during  the  entire  year  if  enough  oxygen 
could  be  introduced  into  the  reservoir  water  not  to  become  exhausted  by 
bacterial  oxidation  during  filtration.  The  large  filter  receiving  reservoir 
water  began  to  be  operated  at  a  rate  of  3,000,000  gallons  per  acre  daily 
upon  September  16,  and  this  was  continued  until  the  end  of  the  investigation, 
and  on  but  few  weeks  was  the  average  rate  less  than  the  intended  rate. 

Scraping  and  Baking. 
In  regard  to  scraping  and  raking  these  filters  to  insure  a  surface  open 
enough  to  allow  the  passage  of  water  at  the  rate  desired,  it  was  found  at 
Lawrence  during  the  years  1896,  1897  and  1898  that,  when  water  filters 
were  operated  with  water  containing  little  mineral  matter,  —  that  is,  when 
surface  clogging  was  caused  almost  entirely  by  organic  matter  alone,  —  it 
was  not  necessary  to  scrape  the  filters  as  often  as  would  be  the  case  if 
operated  with  river  water  such  as  that  flowing  in  the  Merrimack  River, 
containing  both  silt  and  organic  matter ;  or,  in  other  words,  that  raking 
from  time  to  time  and  dependence  upon  the  removal  of  much  organic 
clogging  matter  by  oxidation  would  suffice  for  long  periods  without  scraping. 
Hence,  as  the  Ludlow  Reservoir  and  canal  water  contained  little  mineral 
matter  in  suspension,  it  was  considered  that  it  would  be  possible  to  operate 
these  filters  in  the  way  mentioned,  —  that  is,  seldom  scraping  them,  but 
raking  them  at  times  of  surface  clogging,  —  and  this  was  found  to  be  true. 
The  following  tables  show  the  dates  of  scraping  and  raking  the  large  filter  re- 
ceiving reservoir  water  and  Filters  C  and  G,  together  with  the  loss  of  head 

on  these  dates  :  — 

Large  Filler  receiving  Beservoir  Water. 


Loss  OF  Ukad. 

1      Loss  OF  Head. 

Date. 

Feet. 

Date. 

Feet. 

Scraped  May  25,    .        .        A 

1901. 

May    24, 
May    25, 
May    26, 

7.21 
0.18 

Raked  August  28, 

1001. 

(     Aug.  23, 

.       Aug.  28, 

(    Aug.  29, 

1.59 
1.42 

Scraped  June  8,    .        .        .  | 

June    7, 
June    8, 
June    9, 

8.02 
0.15 

Raked  September  11,    . 

(    Sept.  10, 

A  \  Sept.  11, 

(    Stpt.  12, 

2.42 
1.73 

Raked  July  1,                .        .1 

June  30, 
July     1, 
July     2, 

6.23 
6.78 
0.20 

Scraped  September  17, 

.  I    Sept.  17, 
(    Sept.  18, 

2.10 
0.64 

Raked  July  30,      .        .        .1 

July   28, 
July   30, 
Aug.    2, 

3.98 
0.48 

Raked  October  12, 

(    Oct.    10, 

.}    Oct.    12, 

(    Oct.    14, 

1.77 
2.63 
0.26 

Raked  August  12,          .        .  | 

Aug.  11, 
Aug.  12, 
Aug.  13, 

2.20 
1.56 

Raked  November  9, 

(    Nov.     7, 

.  1  1  Nov.    9, 

(    Nov.  11, 

1.75 
2.02 
0.40 

Scraped  August  17,       .        .  J 

Aug.  13, 
Aug.  17, 
Aug    21, 

1.56 
2.49 
1.14 

Scraped  December  27, . 

(     Dec.    25, 

.!    Dec.   27, 

1    Dec.    29, 

1.9J 
2.01 
0.44 

Available  head,  5.7  feet  to  July  13,  5  feet  from  July  13  to  August  9,  2.7  feet  from  Aug.  9,  1901,  to 
Jan.  31,  1902,  this  last  being  due  to  running  effluent  upon  Filter  G. 
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Reservoir  —  Filter  C. 


Scraped  May  25,    . 
Scraped  June  6,    , 
Scraped  June  15,  . 
Raked  June  29,      . 
Raked  July  18,      . 
Raked  August  3,  . 
Raked  and  scraped  August  t 
Raked  August  16, 
Raked  September  3,     . 
Raked  September  9,     . 
Scraped  September  12, 


Loss  OF 

Head. 

Date. 

Feet. 

1901. 

May    24. 
May    25, 
May    26, 

4.80 
0.49 

June     5, 
June     6, 
June     7, 

5.19 
6.80 
0.44 

June  14, 
Jane  15, 
June  16, 

5.28 
6.79 
0.75 

June  28, 
June  29, 
June  30, 

5.01 
6.81 
0.56 

July    17, 
July   18, 
July   19, 

5.78 
5.82 
0.59 

Aug.    2. 
Aug.    3, 
Aug.     5, 

3.59 
3.71 
3.47 

Aug.     5, 
Aug.     6, 
Aug.    7, 

3.47 
1.84 

Aug.  15, 
Aug.  16, 
Aug.  17, 

5.00 
5.50 

Sept.    2, 
Sept.    3, 
Sept.    4, 

4.73 

4.58 

Sept.    8, 
Sept.    9, 
Sept.  10, 

3.09 
3.80 

Sept.  10, 
Sept.  12, 
Sept.  14, 

3.80 
5.18 
3.06 

Loss  OP  Head. 


Raked  September  17,    , 
Scraped  September  18, 
Raked  October  9,  . 
Scraped  October  24, 
Raked  November  3, 
Raked  November  19, 
Raked  December  3, 
Scraped  December  7, 
Scraped  December  17, 

Scraped  December  31, 


1901. 

Sept.  16, 
Sept.  17, 
Sept.  18, 

Sopt.  16, 
Sept.  18, 
Sept.  20, 

Oct.  8, 
Oct.  9, 
Oct.    10, 

Oct.  22, 
Oct.  24, 
Oct.    26, 

Nov.  1, 
Nov.  3, 
Nov.     5, 

Nov.  17, 
Nov.  19, 
Nov.  21, 

Dec.  1, 
Dec,  3, 
Dec.     5, 

Dec.  5, 
Dec.  7, 
Dec.     9, 

Dec.  15, 
Doc.  17, 
Dec.  19, 

Dec.  29, 
Dec.  31, 

190S. 

Jan.     2, 


Available  head,  5.6  feet. 


Filler  G. 


Scraped  August  29, 
Baked  September  3,     . 
Raked  September  8, 
Rakod  September  13,   . 


1001. 

Aug.  28, 
Aug.  29, 
Aug.  30, 

2.58 
4.35 
2.12 

Hept.    2, 
Hept.    3, 
Hept.    4, 

3.75 
3.70 

Hept.    0, 
Hept.    8, 
Hopt.  10, 

4.05 
5.58 
2.30 

Hept.  12, 
Hept.  13, 
Hept   14, 

2.83 
2.19 

Raked  September  17,  . 
Scraped  Hoptember  18, 
Raked  September  22, 


1001. 

Hei)l.  14, 
Sept.  17, 
Sept.  18, 

Sept.  14, 
Sept.  18, 
Sept.  24, 

Hept.  18, 
Sept.  22, 
Hept.  24, 


Available  head,  fi.6  feet. 
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Dissolved  Oxygen  pkesent  in  Reservoir  Water  and  P^ffluents  and 
Introduction  of  Oxygen  by  Aeration. 

Under  the  discussion  given  on  previous  pages  of  the  condition  of  the 
reservoir  water  during  the  period  of  experiment,  statements  have  been 
made  iu  regard  to  the  percentage  of  dissolved  oxygen  in  this  water,  and  a 
table  given  showing  the  average  monthly  amount.  During  the  last  part  of 
August,  however,  and  the  first  portion  of  September,  when  the  reservoir 
water  was  comparatively  low  in  free  oxygen  and  contained  the  large 
amount  of  Anabcena  and  organic  matter  previously  mentioned,  bacterial 
oxidation  was  so  active  in  the  filters  that  the  oxygen  was  practically  ex- 
hausted, as  before  stated,  before  the  water  reached  the  underdrains ;  and 
from  August  23  until  September  25  inclusive  there  was  a  very  small  amount 
of  dissolved  oxygen  in  the  effluent  of  Filter  B,  and  on  a  number  of  days  an 
entire  absence  of  free  oxygen.  This  also  occurred  during  a  large  portion 
of  this  period  with  Filter  C. 

Attempts  were  made  to  introduce  enough  oxygen  into  the  large  filter  by 
operating  it  intermittently,  and  it  was  operated  intermittently  from  August 
13  to  22  in  such  a  way  that  the  surface  sand  of  the  filter  was  uncovered 
two  hours  each  day.  Beginning  August  23  it  was  operated  in  such  a  way 
that  the  surface  sand  was  uncovered  one  hour,  this  continuing  until  Sep- 
tember 12.  This  method  of  operation,  however,  did  not  supply  oxygen 
enough  to  last  in  the  water  while  it  was  passing  through  the  filter,  and, 
moreover,  when  following  this  method  of  operation  the  large  filter  was  for 
some  unknown  reason  so  disturbed  that  passages  were  in  some  manner 
made  in  the  sand  through  which  Anabcena  passed  for  a  number  of  days, 
beginning  August  21  and  continuing  until  September  17. 

Upon  September  22  an  aerator  was  placed  upon  this  filter,  which  was  in- 
tended to  increase  the  amount  of  dissolved  oxygen  in  the  water  above  that 
normally  present  to  as  great  an  extent  as  possible.  Beginning  at  this  time 
the  filter  did  much  better  work,  oxygen  being  found  invariably  in  its  efflu- 
ent, but  this  was  due,  not  only  to  the  increased  amount  added  by  the 
aerator,  but  also  to  the  somewhat  improved  condition  of  the  reservoir 
water,  beginning  at  about  the  time  of  the  installation  of  this  aerator,  Ajia- 
bcena  having  become  very  much  reduced  iu  numbers,  although  in  other 
respects —  in  regard  to  organic  matter,  iron,  etc.,  — the  water  was  still  in 
a  condition  that  might  be  considered  dillicult  to  filter  successfully. 

An  aerator  was  also  placed  above  Filter  C  upon  September  25,  with 
results  similar  to  those  obtained  by  that  on  Filter  B,  and,  indeed,  in  this 
case,  with  the  greater  rate  of  operation  and  hence  the  quicker  fiow  of  water 
through  the  filter,  a  much  larger  amount  of  dissolved  oxygen  was  found  in 
the  effluent  of  Filter  C  than  in  the  effluent  of  Filter  B,  operating  at  a  less 
rate.     Determinations  of  the  dissolved  oxygen  at  this  time  iu  the  water 
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applied  to  Filter  B  before  passing  the  aerator  show  that  the  aerator  doubled 
the  amount  of  dissolved  oxygen  present  and  that  the  amount  present  in  the 
effluent  of  Filter  B  was  increased  many  times  by  the  aerator  upon  Filter  C, 
to  which  the  effluent  of  Filter  B  was  applied.  Determinations  upon  Sep- 
tember 23  showed  that  the  effluent  of  Filter  B  contained  3. 4  per  cent,  of 
saturation  of  dissolved  oxygen,  the  water  upon  the  surface  of  Filter  C  after 
passing  the  aerator  contained  73  per  cent,  of  saturation,  and  the  effluent  of 
Filter  G  48  per  cent,  of  saturation.  The  same  effect  was,  of  course,  pro- 
duced by  the  aerator  upon  Filter  C. 

Upon  this  date  also  —  September  23  —  a  series  of  dissolved  oxygen  de- 
terminations was  made  in  the  reservoir  water,  determinations  being  made 
of  the  water  at  the  surface  and  at  each  foot  in  depth  down  to  a  total  depth 
of  14  feet,  which  was  the  maximum  depth  of  the  reservoir  at  the  place  of 
collecting  samples,  these  determinations  showing  the  surface  water  to  contain 
52  per  cent,  of  saturation  of  oxygen  and  with  a  steady  decrease  to  the  maxi- 
mum depth,  where  35  per  cent,  of  saturation  was  found.  In  fact,  the  figures 
of  the  investigation  seem  to  show  that  the  water  in  the  supply  tank  during 
the  last  part  of  August  and  the  first  of  September  contained,  owing  to  reasons 
previously  given,  less  free  oxygen  than  the  water  in  the  upper  portion  of 
the  reservoir,  and  that,  while  there  was  a  period  when  oxygen  was  often 
absent  in  the  effluent  of  the  filters  receiving  this  water,  still,  with  proper 
aeration,  such  as  was  afterwards  produced,  this  difficulty  could  be  overcome. 

Removal  of  Organisms. 
From  the  beginning  of  the  period  of  operation  of  the  large  filter —  namely, 
Dec.  21,  1900  —  until  Aug.  21,  1901,  very  few  organisms  were  found  in  its 
effluent,  and  these  few  were  chiefly  Diatoms  and  Zoospores.  Beginning, 
however,  on  this  latter  date,  there  was  a  period  of  poor  operation  of  the 
filters,  owing  to  the  various  causes  already  stated,  during  which  Anabcuna 
passed  through  the  filter,  and  upon  several  days  in  large  numbers.  This 
period  lasted  until  September  17,  after  which  time  the  effluent  was  free 
from  organisms.  None  of  the  organisms  that  passed  through  this  filter, 
however,  passed  through  Filter  G,  receiving  this  effluent,  and  it  is  especially 
noticeable  that  Filter  C,  operating  at  a  higher  rate  than  the  large  filter  and 
receiving  also  reservoir  water,  allowed  no  organisms  to  pass  through  it,  even 
during  the  [)eriod  when  the  reservoir  water  was  in  its  worst  condition,  its 
good  work  in  this  respect  being  due  undoubtedly  to  the  fact  that  by  better 
cijeration  of  the  (liter  no  disturbance  of  the  sand  had  occurred.  Filter  E 
also  eliminated  all  organisms  reaching  it  in  the  applied  water. 

Rkmoval  of  Odok. 
Summarizing  the  discussions  upon  this  point  given  upon  i)reviou8  pages, 
it  has  been  found  that  practically  all  positive  odors  were  removed  by  single 
filtration  exco|)t  during  the  period  of  high  numbers  of  Anahoiua  and  fer- 
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mentation  of  organic  matter  in  the  reservoir.  During  this  period  single 
filtration  through  sand  filters  at  rates  of  2,500,000  and  5,000,000  gallons 
per  acre  daily  failed  to  remove  the  odors,  but  double  filtration,  even  with 
the  secondary  filter  operating  at  a  rate  of  10,000,000  gallons  per  acre 
daily,  was  entirely  successful  in  removing  all  odors  remaining  in  the  water 
that  had  passed  through  the  primary  filter,  although  this  primary  filter  was 
poorly  operated  at  this  time.  This  result  was  aided  by  the  aeration  of  the 
water  before  passing  to  the  surface  of  the  secondary  filter. 

Tastes. 
During  the  months  of  January,  February  and  March,  1901,  there  was 
generally  a  faintly  vegetable  taste  in  the  reservoir  water,  but  none  in  the 
eflluents  of  the  filters  receiving  this  water.  During  the  larger  part  of 
April,  May  and  June,  and  until  the  latter  part  of  July,  the  reservoir  water 
was  free  from  tastes,  as  well  as  the  effluents.  During  the  last  part  of 
July  tastes  were  again  noted  in  the  reservoir  water,  and  they  soon  became 
distinctly  oily  and  unpleasant,  and  during  August  this  condition  continued. 
The  same  taste  was  noticed  on  most  days,  but  to  a  much  less  degree,  in  the 
effluents  of  Filters  B  and  C.  The  effluent  of  Filter  G,  however,  the  sec- 
ondary filter,  was  without  taste  during  this  month.  This  condition  lasted 
throughout  September,  the  same  taste  being  noted  in  the  reservoir  water 
and  in  the  effluents  of  Filters  B  and  C,  but  the  effluent  of  Filter  G  being 
without  taste.  Beginning  about  October  1,  and  lusting  until  the  end  of  the 
period  of  investigation,  no  taste  was  noted  in  the  effluents  of  these  filters. 

Color. 
A  discussion  upon  the  removal  of  coloring  matter  from  the  reservoir 
water  by  filtration  has  been  given  in  each  section  of  this  report  dealing  with 
the  separate  filters.  It  has  also  been  noted  that  the  color  in  this  water 
during  the  summer  months  is  more  easily  removed  by  filtration  than  the 
color  in  some  higldy  colored  waters,  for  causes  already  explained  in  this 
report.  The  following  table  shows  the  color  of  the  reservoir  water  applied 
to  each  filter  during  its  period  of  operation,  together  with  the  color  of  the 
effluent  of  each  filter  and  the  percentage  of  color  removed  :  — 

Color  of  Ax>plied  Water  and  Efflticjits  of  Fillers. 


Filter. 

Large  filter, 
C,     . 
E,    . 
G.    . 


Applied 
W  liter. 


Effluent.     '■"'^■'•"V 
Kcnioved. 


.23 

.23 

.21  66 

.13  24 


n,. 

I.  • 

K,. 
L,  . 


Applied 
Water. 


IVr  Cent. 
Kemovffd. 
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In  studying  the  table  it  must  be  remembered  that  Filter  G,  operated  from 
August  9  until  the  end  of  January,  1902,  received  the  effluent  of  Filter  B 
during  its  entire  period  of  operation.  It  must  also  be  noted  that  the  color 
removal  of  Filters  A — B  (large  filter)  and  C  during  a  considerable  portion 
of  their  period  of  operation  was  much  greater  than  these  figures  indicate. 
Filter  B  during  July,  August,  September  and  October  removed  63  per  cent, 
of  the  coloring  matter  in  the  applied  water  ;  that  is,  the  color  of  the  applied 
water  during  these  months  was  .49  and  that  of  the  effluent  .18.  Filter  C 
gave  nearly  as  good  a  percentage  of  color  removal  during  this  period. 

Determinations  op  Bacteria. 
Beginning  the  second  week  of  May  and  continuing  until  the  end  of  Sep- 
tember, 1901,  determinations  of  the  number  of  bacteria  per  cubic  centi- 
meter in  the  reservoir  water,  the  canal  water  and  the  various  filter  eflfluents 
were  made  dail}'.  These  determinations  showed  but  a  comparatively  small 
number  of  bacteria  in  the  applied  water  and  a  fairly  good  reduction  in 
numbers  in  the  effluents,  taking  into  consideration  the  small  number  in  the 
water  applied.  Examinations  for  the  presence  of  B.  coli  were  made  with 
considerable  frequency,  and  this  organism  was  never  found  in  either  the 
applied  water  or  the  effluents.  The  following  table  gives  the  average  num- 
ber of  bacteria  per  cubic  centimeter  in  the  reservoir  water  and  in  the  efflu- 
ents of  the  filters  receiving  this  water  during  their  period  of  operation  up  to 
the  end  of  September,  1901  :  — 

Average  Number  of  Bacteria  2'>er  Cubic  Centimeter  in  Reservoir  Water  and  Efflu- 
ents of  Filters. 


Buctei-ia 
per  Cubic 
Centimeter. 

Bacteria 
per  Cubic 
Centimeter. 

Reaervolr  water, 

108 

Effluent  of  Filler  ir 

6 

Effluent  of  large  filter  (A-B),     . 

20 

Eflluent  of  Filter  I 

16 

Effluent  of  Filter  0,       .        .        .        . 

27 

Effluent  of  Filler  K,    . 

41 

Effluent  of  Filler  E 

52 

Effluent  of  Filter  ].,     ,        .         ,        . 

14 

Effluent  of  Filter  G 

8 

EXPERIMENTS    WITH   CANAL   WATER. 

The  water  for  these  experiiuentH  was  taken  directly  from  the  canal  which 
enters  Ludlow  Reservoir  and  in  which  (lows  the  water  from  the  various 
brooks  and  small  ponds  that  form  a  part  of  the  water  su[)ply  of  the  city  of 
Springfield.  The  studies  tliat  were  made  with  this  water  wore,  in  general, 
duplicates  of  the  studies  made  with  the  reservoir  water,  all  the  physical, 
chemical,  microscopical  and  bacterial  examinations  being  the  same  as  with 
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the  reservoir  water.  The  determinations  of  color,  odor,  organisms,  dis- 
solved oxygen  and  iron  were  made  almost  daily  at  the  Ludlow  laboratory, 
and  complete  analyses  once  each  week  at  the  State  House  laboratory. 
Only  three  filters  were  in  operation  receiving  canal  water  during  the  period 
of  investigation,  and  only  single  filtration  was  tried.  The  condition  of  the 
water  during  the  period  covered  by  the  experiments,  in  regard  to  organisms, 
odor,  color,  etc.,  Avas  as  follows  :  — 

Organisms. 

As  was  the  case  in  the  examination  of  the  reservoir  water,  no  determina- 
tions of  organisms  were  made  at  the  Ludlow  laboratory  until  February, 
1901,  and  the  organisms  present  from  Dec.  27,  1900,  when  the  experiments 
were  begun,  until  Feb.  1,  1901,  are  known  only  through  the  weekly  analyses 
made  in  the  State  House  laboratory.  Beginning  Februarj'  1,  however, 
almost  daily  examinations  to  determine  the  number  of  organisms  present 
were  made  uutil  October  11,  after  which  time  the  examinations  were  made 
three  times  each  week. 

During  Jauuary.  1901,  the  average  number  of  organisms  present  in  this 
water  was  61  per  cubic  centimeter,  about  half  of  these  being  Synedra. 
During  February  the  average  number  present  was  43  per  cubic  centimeter, 
the  larger  part  of  these,  as  in  the  previous  month,  being  Synedra.  During 
March,  April  and  May  the  number  of  organisms  present  in  this  water  con- 
tinued very  low  in  comparison  with  the  number  present  in  the  reservoir 
water,  Dinobryon  and  Aslerionella  being  found  in  small  numbers  during 
a  portion  of  these  months.  In  May  the  number  of  organisms  increased 
slightly,  although  the  average  number  for  the  month  in  the  samples  exam- 
ined was  but  132  per  cubic  centimeter,  and  about  half  of  this  number  was 
Aslerionella.  During  the  month  of  June  the  numbers  increased  somewhat 
more,  the  average  number  for  the  month  being  323  per  cubic  centimeter, 
of  which  the  greater  proportion  was  still  Aslerionella.  During  July  the 
number  present  reached  the  highest  average  of  any  of  the  months  of  the 
year,  being  603  per  cubic  centimeter.  During  this  mouth  and  uutil  the  23d 
of  August  Anabaina  was  found  almost  daily,  and  on  a  few  days  of  this 
period  in  comparatively  large  numbers,  the  greatest  number  found  in  the 
samples  examined  beiug  upon  July  22,  when  the  sample  contained  3,304 
per  cubic  centimeter,  the  next  highest  number  being  found  on  July  19, 
when  the  sam|)le  contained  500  per  cubic  centimeter.  The  presence  of 
these  organisms  was  largely  due  to  a  break  in  the  bank  of  the  canal  at 
Belchertown  Reservoir,  which  allowed  considerable  water  from  this  reser- 
voir, rich  in  ^l»a6r' «a,  to  flow  into  the  canal.  Anabcana  was  found  occa- 
sionally in  the  canal  water  after  the  23d  of  August,  but  always  in  very 
small  numbers.  The  foUowiug  table  shows  the  monthly  average  number 
of  organisms  present  in  this  water  from  Jan.  1,  1901,  to  Jan.  31,  1902  :  — 
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Monthly  Averages  of  Total  Number  oj  the  Organisms  in  the  Canal  Water. 


1901. 

January, . 
February, 
March, 
April,      . 
May, 
JuDe, 
July, 
August,    . 


Total 
Organisms 
per  Cubic 
Centimeter. 


61 
43 
67 
93 
132 
3^3 
503 
235 


September, 
October, 
November, 
December, 


January, 


Total 
Organisms 
per  Cubic 
Centimeter. 


Ill 
188 
188 
172 


Odor  of  the  Canal  Water. 
The  odor  of  the  canal  water  from  the  time  the  experiments  were  begun, 
through  the  month  of  January,  1901,  and  until  about  the  12th  of  February, 
was  very  faintly  vegetable  both  when  cold  and  when  hot.  After  the  latter 
date  this  water  was  practically  odorless  when  cold,  until  the  beginning  of 
June,  although  faint  odors  were  detected  from  time  to  time  and  described 
as  faintly  vegetable,  faintly  musty,  etc.  During  most  of  this  period,  how- 
ever, an  odor  could  be  detected  in  the  sample  when  heated,  this  being  gen- 
erally slightly  vegetable  or  musty  up  to  the  last  part  of  March,  when  from 
time  to  time  slightly  fishy  odors  were  detected  by  the  observer  on  some 
days.  In  April  the  hot  odors  varied  between  fishy,  aromatic  and  musty  on 
different  days,  these  odors  being  very  slight,  however,  or  a  fishy  odor  on 
one  day  would  certainly  have  persisted  in  the  water  and  been  found  on  the 
next.  That  is,  the  odors  were  so  slight  at  times  that  it  was  dillicult  to  de- 
tect them  sufficiently  to  describe  them  accurately.  This  condition  lasted 
through  the  month  of  May.  Beginning  the  first  week  in  June  the  water 
had  an  odor  when  cold  that  was  generally  slightly  vegetable  or  musty,  al- 
though aromatic  odors  were  detected  from  time  to  time,  and  the  odors  in 
the  heated  sample  were  more  pronounced  than  during  the  previous  period, 
being  musty,  fisliy,  etc.,  and  often  decidedly  so.  During  the  first  throe 
weeks  of  July  the  same  condition  continued,  the  water  having  an  odor  both 
when  cold  and  when  hot,  generally  faint,  but  sometimes  quite  distinct,  and 
beginning  about  July  20,  distinctly  grassy  odors  were  noticed  in  both  the 
cold  and  the  heated  samples  for  a  few  days,  owing  to  the  Anabcena  in  the 
water,  as  before  mentioned.  This  condition  disappeared  quickly,  however, 
and  from^'the  end  of  July  up  to  the  end  of  the  period  of  investigation  the 
odors  of  this  water,  both  when  cold  and  when  hot,  while  prominent  enough 
to  be  detected  by  the  laboratory  observer,  were,  nevertheless,  very  slight, 
and  described  as  either  earthy,  musty  or  bitter. 

Color  of  the  Canal  Water. 
The  color  of  the  canal  water  and  of  the  clllucnts  of  the  (iltcrs  receiving 
this  water'^was  read  at  the  Ludlow  Experiment  Station  upon  the  platinum 
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scale.  The  color  of  this  water  at  the  beginning  of  the  period  of  operation 
of  these  filters  was  about  .30,  and  while  this  color  increased  considerably 
month  by  month,  this  increase  was  much  more  uniform  and  its  variation 
from  day  to  day  much  less  than  was  the  case  with  the  reservoir  water. 
Although  this  water  was  highly  colored  during  the  late  summer  and  early 
fall,  a  considerable  portion  of  the  coloring  matter  present  was  of  a  different 
nature,  or,  if  of  the  same  nature,  in  a  different  condition  from  that  in  the 
reservoir  water,  and  was  not  so  easily  oxidized  in  the  filters,  and  hence  not 
so  large  a  percentage  was  removed  by  filtration.  The  color  of  the  water 
reached  its  maximum  in  the  month  of  October,  when  it  averaged  .63  part 
per  100,000,  although  the  average  color  for  August  was  practically  the 
same  as  this.  Tlie  high  color  in  the  autumn  is  usual  with  waters  from 
similar  sources,  and  quite  distinct  from  the  high  color  imparted  to  the 
reservoir  water  by  fermentation  of  the  organic  matter  in  the  hot  summer 
weather.  A  table  on  the  following  page  gives  the  average  color  of  the 
water  during  each  month  of  the  experiments  from  Jan.  1,  1901,  to  Jan. 
31,  1902. 

Character  of  the  Canal  Water  in  Other  Respects  during  the  Period 

OF  Investigation. 

As  stated,  the  same  examinations  of  this  water  were  made  at  Ludlow  as 
of  the  reservoir  water,  and  also  samples  of  this  w^ater  and  of  the  effluents 
of  the  filters  to  which  it  was  applied  were  shipped  each  week  to  the  State 
House  laboratory  for  examination.  The  canal  water  was  quite  different  in 
many  particulars  from  the  reservoir  water.  Its  diflference  in  number  of 
organisms  and  in  the  character  of  its  coloring  matter  has  already  been 
mentioned.  Another  difference  which  enabled  filters  receiving  this  water 
to  be  operated  without  difficulty  throughout  the  period  of  investigation  was 
that,  owing  not  only  to  the  smaller  amount  of  organic  matter  present  in  it, 
but  also  to  the  more  stable  condition  of  this  organic  matter,  a  supply  of 
dissolved  oxygen  plentiful  enough  not  to  become  exhausted  by  bacterial 
oxidation  in  the  filters  was  present  in  it  during  the  entire  period  of  investi- 
gation. The  water  flows  in  a  shallow  stream  with  considerable  rapidity  at 
places  through  several  miles  of  canal,  this  being  a  condition  favorable  to  the 
absorption  of  oxygen.  The  average  amount  found  when  the  chemical  ex- 
aminations were  first  made  at  the  Ludlow  Experiment  Station  —  namel}',  in 
February  —  was  about  69  per  cent,  of  saturation.  This  monthly  average 
increased  until  June,  when  it  reached  its  maximum  of  93  per  cent,  of  satu- 
ration. During  the  following  four  months  of  July,  August,  September  and 
October  the  amount  present  varied  but  little,  being  between  74  and  80  per 
cent,  of  saturation. 

Studying  more  in  detail  the  amount  of  oxj'gen  present  during  the  sum- 
mer mouths,  we  find  that  during  the  last  week  of  May  the  water  was  prac- 
tically saturated  with  oxygen,  and  this  continued  through  the   first  two 
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weeks  of  Jane.  Daring  the  remainder  of  this  mouth  the'  smallest  amount 
found  upon  any  day  was  79  per  cent,  of  saturation.  During  July  the 
amount  present  was  always  large,  with  the  exception  of  the  first  day  of 
the  month,  and  this  condition  prevailed  also  through  the  warm  month  of 
August,  on  a  number  of  days  during  this  month  this  water  as  applied  to  the 
filter  being  entirely  saturated  with  oxygen.  These  determinations,  more- 
over, as  in  the  case  of  the  reservoir  water,  were  made  with  the  water  flow- 
ing upon  the  filters  after  various  periods  of  storage  in  the  storage  tank  to 
which  it  was  pumped  from  the  canal  and  from  which  it  ran  to  the  filters. 

The  amount  of  iron  present  in  the  canal  water  was  at  the  beginning  of 
the  year  1901  about  .020  part  per  100,000.  This  amount  gradually  in- 
creased, and  during  the  warm  months  of  July,  August  and  September, 
when,  undoubtedly  owing  to  the  exhaustion  of  oxygen  in  certain  portions 
of  the  ponds  or  reservoirs  from  which  this  canal  water  flows,  fermentation 
and  the  absorption  of  iron  by  the  water  occurred  and  the  amount  of  iron 
grew  much  greater,  the  maximum  average  amount  being  found  in  August, 
when  it  was  .111  part  per  100,000,  and  on  many  days  during  the  last  part 
of  July  and  the  first  part  of  August  the  amount  present  was  much  greater 
than  this. 

As  in  the  case  of  the  reservoir  water,  samples  shipped  to  the  State  House 
laboratory  were  given  a  complete  analysis.  Studying  the  results,  it  is 
noticeable  —  as  has  always  been  the  case  —  that  the  character  of  this 
water  varied  greatly  from  that  of  the  reservoir  water,  especially  in  the 
amount  of  free  and  albuminoid  ammonia  found  during  the  summer  months. 

The  following  tables  show  the  monthly  average  results  of  the  examina- 
tions made  at  the  Ludlow  Experiment  Station  and  at  the  State  House 
laboratory :  — 

Monthly  Averages  of  Color,  Dissolved  Oxygen,  Iron  and  Hardness  i?j  the  Canal 

Water. 

Ludlow  Experiment  Station, 


January, 
February, 
March,  . 
April,    . 
May,     . 
Jane,     . 
July,     . 
AngiiBt, 
Hoptembcr, 
October, 
November, 
iJecember, 


•January, 


Dissolved 
Oxygen  (Per 

Cent,  of 
Saturation). 


69.4 
73.1 
83.1 
84.6 
92.5 
75.8 
76.5 
74.1 
79.3 
85.7 
73.9 


Iron  (rnrts 

per 

100,000). 


.022 

.1)31 
.033 
.045 
.049 
.097 
.111 
.074 
.065 
.042 
.030 


Hardness 
(I 'art 8  I'cr 
100,000). 


0.71 
0.72 
0.93 
1.00 
1.22 
1..30 
1.65 
1.42 
1.17 
1.17 
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State  House  Laboratory. 
[Parte  per  100,000.] 


KKSIOCE  OS 

Evapora- 
tion. 

AUUONIA. 

9 

C 

o 

XlTBOOBN 

AS 

i 

a 
o 

o 

1 

Date  of 

"a 

a 
o 

=■5. 

IBI— 1 

3 

ALBUMINOID.      1 

1 

5 

Hardness. 
Iron. 

COLLF.CTIOS. 

Total. 
Dissolved. 

•a 

m  o 

s  a. 

Source 

1901. 

January, 

3.60 

1.10 

.0013 

.0108 

.0095 

.0013 

.17 

.0070 

.0000 

.35 

1.4 

.0170 

Cannl. 

February,     . 

3.70 

1.05 

.0014 

.0101 

.0086 

.0015 

.18 

.0160 

.0001 

.27 

1.3 

.0110.  Canal. 

March,  . 

3.50 

1.50 

.0103 

.0287 

.0231 

.0056 

.16 

.0090 

.0001 

.62 

0.9 

.0160^  Canal. 

April,    . 

2.85 

1.20 

.0013 

.0161 

.0133 

.0028 

.14 

.0050 

.0001 

.45 

0.7 

.0130   Cannl. 

May,     . 

3.20 

1.35 

.0011 

.0168 

.0143 

.0026 

.13 

.0040 

.0001 

.52 

0.9 

.0280'  Canal. 

June,    . 

3.20 

1.20 

.0015 

.0192 

.0142 

.0050 

.12 

.0020 

.0000 

.46 

0.9 

.0210  Canal. 

July,     . 

3.90 

1.45 

.0067 

.0232 

.0172 

.0060 

.13 

.0010 

.0001 

.46 

1.2 

.0510  Canal. 

August, 

4.15 

1.85 

.0035  .0241 

.0208 

.0035 

.16 

.0020 

.0001 

.61 

1.5 

.0250  Canal. 

1 

September,  . 

. 

4.20 

1.65 

.0038  .0209 

.0169 

.0040 

.16 

.0030 

.0001 

.55 

1.5 

.0590^  Canal. 

October, 

4.10 

2.05 

.0013  .0223 

.0174 

.0049 

.18 

.0040 

.0001 

.59 

1.3 

.0350 

Canal. 

November,   . 

3.60 

1.35 

.0008  .0182 

.0111 

.0051 

.17 

.0060 

.0000 

.44 

1.0 

.0250 

Canal. 

December,    . 

3.80 

1.55 

.0014 

.0138 

.0114 

.0024 

.18 

.0090 

.0001 

.47 

1.0 

.0210 

Canal. 

1003. 

January, 

.  1  3.15 

1.20 

.0008 

.0154 

.0098 

.0056 

.15 

.0100 

.0001 

.42 

0.3 

.0260 

Canal. 

Filtration  of  the  Canal  Water.  —  Large  Filter  (B — A). 
"When  the  experiments  at  Lutllow  Reservoir  ^vere  inaugurated,  one  of  the 
large  filters,  o  J-y-  of  an  acre  in  area,  was  put  into  operation,  receiving  canal 
water  at  the  rate  of  2,500,000  gallons  per  acre  daily.  This  filter  contained 
above  its  underdrains  5  feet  in  depth  of  sand  of  an  effective  size  of  0.28 
millimeter,  this  sand  having  a  uniformity  coeHicient  of  3.2,  the  filter  being 
an  exact  duplicate  in  all  respects  of  the  large  filter  receiving  reservoir 
water.  It  was  called  Filter  B,  and  received  canal  water  from  Dec.  27, 
1900,  until  July  13,  1901,  when  it  began  to  receive  reservoir  water,  and 
canal  water  was  applied  to  duplicate  Filter  A,  for  reasons  given  in  the  re- 
port upon  the  filtration  of  reservoir  water.  The  rate  at  which  this  filter 
was  started  was  continued  until  Jan.  lo,  1901,  but  between  this  date  and 
May  19  the  rate  was  changed  several  times,  being  finally,  upon  May  19, 
again  put  at  2,500,000  gallons  per  acre  daily,  and  so  continued. 

Removal  of  Organisms. 
From  the  beginning  of  the  operation  of  this  filter  organisms  were  found 
in  its  effluent  in  only  nineteen  of  the  almost  daily  examinations,  and  the 
largest  number  found  on  any  day  was  12  per  cubic  centimeter. 
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Removal  of  Odors. 
From  the  time  of  putting  this  filter  into  operation  until  the  first  of  June 
there  was  practically  no  odor  in  its  effluent  when  cold,  although  slight 
odors  were  detected  often  in  the  heated  sample,  these  being  described  as 
slightly  earthy,  slightly  musty,  etc.  Beginning  about  the  first  of  June 
slightly  aromatic  odors  were  detected  in  both  the  cold  and  the  heated 
samples,  and  this  condition  of  the  water  continued  for  several  weeks. 
Towards  the  end  of  the  mouth  the  water  began  to  be  odorless  when  cold 
and  when  hot,  and  this  condition  continued  through  the  first  week  of  July. 
Beginning  the  second  week  of  July  very  faint  aromatic  or  earthy  odors 
could  be  detected  occasionally  for  a  few  days  in  both  the  cold  and  the 
heated  eflOiuent,  and  towards  the  last  of  the  month  the  effluent  had  a  very 
faint  grassy  odor  when  cold  and  when  hot,  due  to  Anabcuna  in  the  applied 
water.  This  condition  lasted  but  a  few  days,  however,  and  beginning  July 
27  and  continuing  until  the  end  of  the  investigation  the  effluent  was  prac- 
tically odorless  both  cold  and  when  heated. 

[-  ■  Removal  of  Color. 

When  this  filter  was  first  put  into  operation,  it  acted  for  a  few  days  as 
do  all  sand  filters,  removing  all  the  color  from  the  applied  water.  After 
this  the  color  of  the  effluent  increased,  the  average  color  of  the  applied 
water  during  January,  1901,  being  .34,  and  of  the  eflauent  .20  part  per 
100,000.  A  table  following  shows  the  average  color  of  the  canal  water 
and  of  the  effluent  of  this  filter,  and  it  will  be  noticed  that  the  color  removal 
was  much  less  than  that  of  the  duplicate  filter  receiving  reservoir  water, 
this  being  due  to  reasons  already  given.  Nevertheless,  the  color  removal 
was  equal  to  that  generally  obtained  by  sand  filtration  of  surface  waters  of 
the  character  of  the  canal  water,  the  average  color  removal  for  the  period 
of  investigation  being  33  per  cent. 

Dissolved  Oxygen. 

Dissolved  oxygen  was  always  present  in  the  ellhient  of  tliis  filter,  the 
difference  in  this  respect  between  this  filter  and  its  duplicate,  receiving 
reservoir  water,  being  due  to  three  factors:  (1)  the  smaller  amount  of 
organic  matter  present ;  (2)  the  different  cliaracter  of  this  matter  from  that 
in  the  reservoir  water,  which  caused  it  to  be  less  easily  and  quickly  des- 
troyed by  bacterial  oxidation  during  warm  weather  than  tlie  organic  matter 
in  the  reservoir  water  ;  (3)  the  greater  amount  of  dissolved  oxygen  in  the 
water  when  it  passed  to  the  surface  of  the  filter. 

During  the  last  ten  days  of  July  the  amount  of  oxygen  in  the  elfliient  of 
the  filter  was  very  small,  this  being  largely  due  to  the  accidental  entrance 
into  the  canal  of  water  from  Belchertown  Reservoir,  rich  in  Anahr/ina  and 
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of  a  character  similar  to  that  iu  Ludlow  Reservoir.  A  second  reason  was 
that  upon  July  13  the  canal  water  began  to  be  applied  to  the  filter  pre- 
viously receiving  reservoir  water. 

Removal  of  Organic  Matter. 

The  water  applied  to  this  filter  contained  during  a  considerable  portion 
of  the  period  a  smaller  amount  of  organic  matter  than  the  reservoir  water 
applied  to  the  duplicate  filter,  and  a  large  portion  of  this  matter  was,  dur- 
ing the  warmer  months,  in  a  more  stable  condition  and  less  easily  oxidized 
than  the  matter  in  the  reservoir  water;  hence,  the  removal  of  organic  mat- 
ter by  the  filter  was  not  so  great  as  the  removal  of  organic  matter  from  the 
reservoir  water  by  the  duplicate  filter,  but,  nevertheless,  the  work  of  the 
filter  in  this  respect  was  quite  satisfactory  during  the  entire  period,  as 
tables  following  show.  The  average  amount  of  organic  matter  determined 
as  albuminoid  ammonia  in  the  elllueut  was  not  much  more  than  half  of  that 
in  the  applied  water,  the  average  amount  removed  by  the  filter  being  45 
per  cent,  for  the  entire  period  of  investigation,  and  the  removal  during  the 
warm  months  being  considerably  greater  than  this. 

The  organic  matter  as  determined  by  the  amount  of  oxygen  consumed 
was  less  successfully  removed  than  by  the  filter  receiving  reservoir  water, 
this  being  due,  as  already  stated,  to  the  more  stable  character  of  this  car- 
bonaceous organic  matter. 

The  filter  was  entirely  successful  in  removing  the  iron,  which  was  high 
at  times  in  the  applied  water. 

The  following  tables  show  the  average  monthly  analyses,  made  at  the 
Ludlow  laboratory  and  at  the  State  House  laboratory,  of  the  samples  of 
applied  water  and  eflluent  of  this  filter  :  — 

Monthly  Averages  of  Color,  Dissolved  Oxygen,  Iron  and  Hardness  in  Canal  Water 

apiMed  to  and  Effluent  of  Large  Filter. 

Ludlow  Experiment  Station. 


Canal. 

Effluent  of  Largk  Filteb. 

Month. 

Dissolved 

Dissolved 

Iron 

Hardness 

Color. 

Oxygen  (Per 

Cent  of 
Saturation). 

(Parts  per 
100,000). 

(Parts  per 

100,000). 

Color. 

Oxygen  (Per 

Cent,  of 
Saturation). 

(Parts  per 
100,000). 

(Parts  per 
100,000). 

1901. 

February, 

.26 

69.4 

.022 

- 

.19 

70.9 

.019 

- 

March,  . 

.36 

73.1 

.031 

0.71 

.31 

68.3 

.017 

0.73 

April,     . 

.41 

83.1 

.0.33 

0.72 

.37 

79.8 

.024 

0.83 

May, 

.52 

84.6 

.045 

0.93 

.88 

67.2 

.021 

1.02 

June,     . 

.56 

92.5 

.049 

1.00 

.42 

77.4 

.023 

1.04 

July,      . 

.59 

75.8 

.097 

1.23 

.31 

33.3 

.017 

1.30 

August, 

.82 

75.5 

.111 

1.30 

.32 

43.5 

.017 

1.32 

September,   . 

.53 

74.1 

.074 

1.55 

.26 

66.9 

.016 

1.47 

October, 

.83 

79.3 

.065 

1.42 

.38 

64.9 

.013 

1.39 

November,    . 

.44 

85.7 

.042 

1.17 

.30 

80.fi 

.012 

1.21 

December,    . 

.46 

73.9 

.036 

1.17 

.87 

79.8 

.012 

1.32 

1002. 

January, 

.36 

76.6 

- 

0.96 

.27 

76.8 

- 

1.00 
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State  House  Laboratory. 
[Parts  per  100,000.] 


1 

Residue  on 
Evapora- 
tion. 

-Ammonia. 

s 
o 

u 

.17 
.18 

Nitrogen 
as 

§ 

3 
« 

a 
o 

o 

c 

3 

Date  or 

t 

i 

albuminoid.    1 

Collection. 

"3 
o 
Eh 

o 

00 

q 

1 
1  o 

3  P. 
09 

I 

5 

5 

Source. 

1901. 

January,    .        .  \ 

3.60 
3.80 

1.10 

.0013 
.0010 

.0108 
.0083 

.0095 

.0013 

.0070 
.0090 

.0000 
.0000 

.35 
.26 

1.4 
1.4 

.0170 
.0130 

Ctinal. 

Effluent  Filter  B. 

February, .        .  < 

3.70 
3.65 

1.05 

.0014 
.0013 

.0101 
.0072 

.0086 

.0015 

.18 
.,8 

.0160 
.0160 

.0001 
.0001 

.27 
.20 

1.3 
1.3 

.0110 

.0100 

Canal. 

Effluent  Filter  B. 

March,       .        .  1 

3.50 
4.10 

1.50 

.0103 
.0039 

.0287 
.0157 

.0231 

.0056 

.16 
.16 

.0090 
.0090 

.0001 
.0001 

.62 
.49 

0.9 
1.1 

.0160 
.0120 

Canal. 

Effluent  Filter  B. 

April,         ,        .  \ 

2.85 
3.20 

1.20 

.0013 
.0129 

.0161 
.0122 

.0133 

.0028 

.14 

.14 

.0050 
.0070 

.0001 
.0001 

.45 
.39 

0.7 
0.9 

.0130 
.0120 

Canal. 

Effluent  Filter  B. 

May..        .       .| 

3.20 

1.35  i 

.0011 

.0168 

.0142 

.0026 

.13 

.0040 

.0001 

.52 

0.9 

.0280 

Canal. 

3.55 

- 

.0087 

.0118 

- 

- 

.16 

.0060 

.0008 

.38 

1.2 

.0110 

Effluent  Filter  B. 

•June, .        .       A 

3.20 
3.40 

1.20  , 

.0015 
.0005 

.0192 
.0103 

.0142 

.0050 

.12 

.12 

.0020 
.0050 

.0000 
.0000 

.46 
.39 

0.9 
1.0 

.0210 
.0110 

C.inal. 

Effluent  Filter  B. 

July,  .        .        . 

3.90 

1.45 

.0067 

.0232 

.0172 

.0060 

.13 

.0010 

.0001 

.46     1.2 

.0510 

Canal. 

3.55 

- 

.0002 

.0105 

- 

- 

Lu 

.0170 

.0013 

.35 

1.2 

.0110 

Effluent  Filter  A. 

August,      . 

4.15 
3.90 

1.85 

.0035 
.0005 

.0241 
.0106 

.0206 

.0035 

.16 
'.16 

.0020 
.0040 

.0001 
.0001 

.61 
.46 

1.5 
1.7 

.0250 
.0060 

Canal. 

Effluent  Filter  A. 

September,        .  | 

4.20 
4.15 

1.65 
1.55 

.0038 
.0004 

.0209 
.0105 

.0169 

.0040 

.16 
.16 

.0030 
.0060 

.0001 
.0001 

.55 
.43 

1.5 
1.5 

.0590 
.0080 

Canal. 

Effluent  Filter  A. 

October,     .        .  '. 

4.10 
4.05 

2.05 
1.80 

.0013 
.0000 

.0223 
.0129 

.0174 

.0049 

.18 
.19 

.0040 
.0040 

.0001 
.0000 

.69 
.49 

1.3  .0350 

1.4  .0060 

Canal. 

Effluent  Filter  A. 

November,        .  J 

3.60 
3.50 

1.35 
1.30 

.0008 
.0001 

.0162 
.0080 

.0111 

.0051 

.17 

.17 

.0080 
.0090 

.0000 
.0000 

.44 
.37 

1.0  .0250 

1 
1.2.0070 

Canal. 

Effluent  Filter  A. 

December,         .  ' 

3.80 
3.65 

1.55 
1.45 

.0014 
.0006 

.0138 
.0095 

.0114 

.0024 

.18 
.19 

.0090 
.0100 

.0001 
.0001 

.47 
.43 

1.0  .0210 
1.1. 0070 

Canal. 

Effluent  Filter  A. 

1902. 

January,    .        . '. 

3.15 
2.90 

1.20 
1.05 

.0008 
.0002 

.0164 
.0066 

.0098 

.0056 

.15 
.15 

.0100 
.0120 

.0001 
.0000 

.42 
.33 

0.8  .0260 
0.8  .0070 

Canal. 

Effluent  Filter  A. 

Filter  F. 
Filter  F  was  a  duplicate  in  every  respect  of  Filter  C,  which  received 
reservoir  water.  It  was  20  inches  in  diameter  and  contained  5  feet  in 
depth  of  sand  of  an  effective  size  of  0.28  millimeter  and  with  a  uniformity 
coefficient  of  3.2.  It  was  constructed  and  put  into  operation  on  May  18, 
and  received  canal  water  at  the  rate  of  5,000,000  gallons  per  acre  daily. 
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Upon  July  19  the  sand  was  removed  from  the  filter,  as  it  seemed  probable 
from  the  quick  loss  of  head  that  for  some  reason  the  filter  had  become 
clogged  below  the  surface.  Upon  removing  the  sand  it  was  found  that  at 
a  depth  of  4  feet  there  was  a  layer  of  fine  sand,  due  to  faulty  work  at  the 
time  of  construction,  upon  which  had  gathered  organic  matter,  both  causing 
stratification.  The  filter  was  reconstructed  immediately  and  again  put  into 
operation  at  the  same  rate.     The  work  of  this  filter  was  as  follows  :  — 

Removal  of  Onjanisms. 
Almost  daily  determinations  of  the  organisms  in  the  effluent  of  this  filter 
were  made,  and  organisms  were  found  on  only  seven  days,  the  highest 
number  on  any  of  these  days  being  6  per  cubic  centimeter,  on  July  8,  1901. 

Removal  of  Odor. 

The  odor  of  the  effluent  of  this  filter  when  cold  was  slightly  aromatic^ 
musty  or  vegetable  from  the  time  of  its  first  being  put  into  operation  until 
the  last  week  in  July,  the  same  odor  being  detected  on  most  days  in 
the  heated  sample  until  the  middle  of  June.  After  this  date,  however, 
until  the  last  week  in  July  the  heated  sample  was  generally  odorless,  this 
necessarily  showing  the  small  amount  of  odor  in  the  cold  sample.  Begin- 
ning about  the  last  week  in  July  its  odor  was  distinctly  grassy  when  cold 
and  faintly  grassy  when  heated,  this  condition  lasting  about  ten  days, 
when  the  effluent  returned  to  its  former  condition  —  that  is,  only  faint  or 
slight  odors  were  detected  in  either  the  cold  or  the  hot  sample,  and  these 
odors  were  generally  described  as  faintly  earthy  or  faintly  bitter.  The 
effluent  from  about  September  1  to  November  5  was  without  odor  either 
cold  or  hot,  then  for  a  few  days  a  slight  odor  was  again  detected,  but  for 
the  remainder  of  the  period  of  operation  it  was  practically  odorless. 

The  odor  of  the  cold  sample  was  generally  determined  immediately  after 
collection,  and  considerable  of  the  odor  first  present  disappeared  by  the 
time  the  odor  of  the  heated  sample  was  taken. 

Removal  of  Color. 
The  filter  removed  33  per  cent,  of  the  color  of  the  applied  water  during 
its  period  of  operation,  this  removal  of  color,  while  satisfactory,   being 
much  less  than  that  obtained  by  the  duplicate   filter  receiving  reservoir 
water,  the  reason  for  this  having  already  been  stated. 

Removal  of  Iron. 
A  considerable  percentage  of  the  large  amount  of  iron  found  at  times  in 
the  canal  water  was  generally  removed  by  the  filter.  The  largest  amount 
of  iron  found  in  its  effluent  during  any  period  was  during  the  last  two 
weeks  of  July  and  the  first  week  of  August,  1901,  when  enough  was  present 
in  the  effluent  on  a  number  of  days  to  precipitate  when  complete  oxidation 
occurred.     There  was  a  very  large  amount  of  iron  in  the  canal  water  at 
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this  time,  however,  partly  owing  to  the  entrance  of  water  from  Belchertown 
Reservoir  and  partly  to  a  flushing  out  of  the  canal.  The  large  filter, 
receiving  this  water  at  a  rate  only  one-half  as  great,  removed  a  much 
greater  amount  of  iron  during  this  period  than  did  this  filter ;  that  is,  the 
slower  rate  of  the  large  filter  allowed  more  complete  oxidation  and  pre- 
cipitation of  the  iron  upon  the  surface  of  the  filter. 

Character  of  the  Effluent  in  Other  Respects. 

During  the  period  of  operation  of  this  filter  there  was  much  more  dis- 
solved oxygen  present  in  the  applied  water  than  in  the  reservoir  water 
during  the  same  period.  Up  to  the  end  of  June  the  dissolved  oxygen  in 
the  effluent  of  this  filter  did  not  get  lower  than  50  per  cent,  of  the  amount 
necessary  for  saturation  except  on  one  occasion,  and  generally  the  amount 
present  in  the  eflfluent-was  considerably  greater  than  50  per  cent."  of  satura- 
tion. During  July  the  smallest  amount  of  dissolved  oxygen  found  on  any 
day  was  22  per  cent,  of  saturation,  and  on  most  days  a  considerably 
greater  percentage  was  present,  on  many  days  even  60  or  65  per  cent,  of 
the  oxygen  necessary  for  saturation  being  found  in  the  effluent.  During 
August  the  amount  of  dissolved  oxygen  in  the  effluent  was  never  below  30 
per  cent,  of  saturation,  and,  as  the  colder  months  approached,  the  amount 
averaged  considerably  more. 

The  following  tables  show  the  average  monthly  results  of  analyses  of 
the  effluent  of  this  filter  made  at  the  Ludlow  Experiment  Station  and  at 
the  State  House  laboratory  :  — 

Monthly  Averages  of  Color,  Dissolved  Oxygen,  Iron  and  Hardness  in  Canal  Water 
ajjplied  to  and  Effluent  of  Filter  F. 

Ludloto  Experiment  Station. 


Cakal. 

Effldknt  of  Filtbr  F. 

Month. 

Color. 

Dissolved 
Oxygen  (Per 

(.'cnt.  of 
Saturation). 

Iron 
(Tarts  per 

100,000). 

Hardness 
(I'arts  per 
100,000). 

Color. 

Dissolved 
Oxygen  (I'er 

Cent,  of 
Saturation). 

Iron        Hardness 
(I'tirtspcr  (I'arts per 

100,000).       100,000). 

1901. 

May,    .        . 

June,   . 
July,    . 
August, 
September, . 
October, 
Kovembcr,  . 
December,  . 

1»02. 

JaDuary, 

.59 
.56 
.59 
.62 
.53 
.65 
.44 
.46 

.36 

87.6 
92.5 
75.8 
75.5 
74.1 
79.3 
85.7 
73.9 

76.6 

.035 
.049 
.097 
.111 
.074 
.065 
.042 
.036 

0.95 
1.00 
1.22 
1.30 
1.55 
1.42 
1.17 
1.17 

0.96 

.41 
.44 
.38 
.35 
.28 
.39 
.29 
.36 

.26 

88.7 
78.0 
45.0 
50.3 
47.2 
58.3 
78.9 
76.7 

74.9 

.027 
.028 
.034 
.037 
.019 
.015 
.013 
.011 

0.95 
1.01 
1.25 
1.40 
1.44 
1.41 
1.32 
1.28 

1.07 
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State  House  Laboratory. 
[Parts  per  100,000.] 


Kesiol'r  on 

Evapora- 

Ammonia. 

NiTBOOBN 

i. 

tion. 

AS 

a 

3 

so 
a 
0 
0 

, 

Date  of 

_5 

albuminoid. 

COLLBCTIOS. 

1     '"' 

■d 

Source. 

a 

CO 

« 

tal. 

■5 

1 

2 

« 

9 

e 
•3 

_■ 

o 

3 

h 

o          .S 

3  B. 

X 

a 

S 

H 

^ 

^  1    a 

to 

0 

2i 

^ 

0 

*-*          b. 

1001. 

June,          .        .  J 

3.20 

1.20 

.0015 

.0192  .0142 

.0050 

.12 

.0020 

.0000 

.46 

0.7 

.0210 

Cnnal. 

3.35 

- 

.0011 

.01081     - 

- 

.14 

.0030  .0000  1.40 

0.91.0140 

Effluent  Filter  F. 

July,  . 

3.90 

1.45 

.0067 

.0232'. 0172 

.0060 

.13 

.0010  .0001  1.46 

1.2  .0510 

C.-.nnl. 

3.50 

- 

.0020 

.01281     - 

- 

.13 

.0030  .0000   .35 

1.1  .0230 

Effluent  Filter  F. 

August,     .        .  1 

4.15 

1.85 

.0035 

.0241  .0206 

.0035 

.16 

.OO2O1.OOOI  1.61 

1.5  .0250 

Canal. 

4.05 

- 

.0010 

.0120!     - 

- 

.15 

.0030!. 0001   .48 

1.1  .0120 

Effluent  Filter  F. 

September,        .  j 

4.20 

1.65 

.0038 

.0209'. 01 69 

.0040 

.16 

1.00301.0001   .55 

1.5  .0.590 

Cnnal. 

4.40 

- 

.0007 

.0092     - 

- 

.17 

1.00401 .0000  1.40 

1.4  .0070 

Effluent  Filter  F. 

October,    .        .  \ 

4.10 

2.05 

.00131.0223  .0174 

.0049 

1.18 

.0040'. 0001  1.59 

1.31.0350 

Canal. 

4.15 

- 

.00011.0130      - 

_ 

.19 

.0040  .0000 

.46 

1.4|.0060 

Effluent  Filter  F. 

November,        .  j 

3.60 

1.35 

.00081.0162  .0111 

.0051 

.17 

.0060'.  0000 

.44 

I.0I.O25O 

Canal. 

3.55 

- 

.0001.0077:     - 

- 

.18 

1.0070  .0000 

.41 

1.1;. 0100 

Effluent  Filter  P. 

December,         .  | 

3.80 

1.55 

.0014|. 0138  .0114 

.0024 

.18 

1.0090  .0001 

1.47 

I.0I.O2IO 

Canal. 

3.75 

- 

.0005 

.0090     - 

- 

!.19 

.0100 

.0001 

.39 

1.1 

.0100 

Effluent  Filter  F. 

1003. 

Janunry,    .        .  | 

3.16 

1.20 

.0008  .0154  .0098 

.0056 

.15 

.0100'.  0001 

.42 

0.8 

.0260 

Canal. 

3.00 

~ 

.0002  .0072     - 

~ 

.15 

'.0100  .0000 

1       1 

|.29 

0.7  .0060 

Effluent  Filter  F. 

Filter  D. 
This  filter  was  put  into  operation  March  11,  1901.  It  consisted  of  a 
galvanized  iron  tank  20  inches  in  diameter  CtoFoo  o^  ^^  -'^cre  in  area),  and 
contained  above  the  usual  uuderdrains  4  feet  in  depth  of  sand  similar  to 
that  in  the  large  filters,  above  which  was  1  foot  of  material  composed  of  90 
per  cent,  by  volume  of  the  same  sand  and  10  per  cent,  by  volume  of  fine 
yellow  loam,  the  effective  size  of  this  mixture  being  0.05  millimeter  and 
the  uniformity  coefficient  being  6.4.  Where  the  mixture  of  loam  and  sand 
joined  the  sand  layer  there  was  a  mingling  of  the  two  materials  to  prevent 
stratification  as  much  as  possible.  It  was  put  into  operation  at  the  rate  of 
1,000,000  gallons  per  acre  daily  and  was  so  continued  until  August  9,  when 
it  was  put  out  of  operation.  It  was  neither  raked  nor  scraped  during  its 
period  of  operation  and  its  final  loss  of  head  was  2.22  feet.  The  work  ac- 
complished by  this  filter  was  as  follows  :  — 

Removal  of  Organisms. 
During  its  period  of  operation  the  only  microscopical  growth  found  in 
its  eflluent  was  Crenoihrfx,  which  was  present  in  very  small  numbers  on 
two  occasions. 

Removal  of  Odor. 

Slightly  earthy  odors  were  noticed  in  its  eflfluent  when  cold  during  the 
first  two  or  three  weeks  of  the  filter's  operation,  and  slightly  earthy  and 
musty  odors  in  the  effluent  when  heated.     From  the  end  of  the  first  week 
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in  April  until  the  beginning  of  June  the  ellluent  was  free  from  odor  both 
cold  and  when  heated.  Daring  June  and  the  first  three  weeks  of  July  its 
odor  was  generally  slightly  aromatic  when  cold,  but  it  was  seldom  that  any 
odor  could  be  detected  in  the  heated  sample.  Beginning  about  July  21  and 
continuing  for  a  week  there  was  a  faint  grassy  odor  in  both  the  cold  and 
the  heated  samples,  and  after  this,  faint  earthy  or  aromatic  odors  were 
noticeable  for  a  few  days.  Following  this  the  effluent  was  odorless  until 
the  filter  was  put  out  of  operation  on  August  9. 

Removal  of  Color. 
This  filter  was  not  quite  as  efficient  as  the  large  filter  (B — A)  and  Filter 
F  in  removing  color,  however  31  per  cent,  of  the  coloring  matter  of  the 
applied  water  was  removed  during  the  period  of  operation,  as  indicated 
by  the  color  readings.  The  apparent  color  of  this  effluent,  hoAvever,  was 
undoubtedly  considerably  greater  than  its  real  color,  owing  to  the  fact 
that  the  effluent  up  to  nearly  the  end  of  July  had  a  slight  milky  turbidity, 
and  this,  interfering  with  the  color  readings,  made  the  observations  higher 
than  the  actual  color  of  the  effluent.  The  matter  causing  this  turbidity, 
however,  was  so  fine  that  it  could  not  be  removed  by  passing  the  water 
through  filter  paper. 

Characteristics  of  the  Effluent  in  Other  Respects. 

The  effluent  of  this  filter  always  contained  a  large  amount  of  free  oxygen, 
the  iron  removal  was  entirely  satisfactory,  and  the  effluent  contained  con- 
siderably less  organic  matter  than  the  effluents  of  the  large  filter  (B — A)  and 
Filter  F,  receiving  the  same  water.  The  removal  of  organic  matter  as 
shown  by  the  determinations  of  albuminoid  ammonia  and  oxygen  consumed 
was  5G  and  3U  per  cent.,  respectively. 

The  following  tables  show  the  average  monthly  analyses  of  the  applied 
water  and  effluent  of  this  filter,  made  both  at  the  Ludlow  Experiment 
Station  and  at  the  State  House  laboratory  :  — 

Monthly  Averages  of  Color,  Dissolved  Oxygen,  Iron  mid  Hardness  in  Canal  Water 
apidied  to  and  Effluent  of  Filter  D. 

Ludlow  Experiment  Station. 


Canal. 

Kfkluknt  of  Kii-tkk  I). 

Month. 

Color. 

niHHOlVCd 

OxygGii  (I'cr 

Cent,  of 
Saturation). 

Iron 
(Parts  per 
100,0U0). 

IlardnesH 
(I'arlH  per 
100,000). 

Color. 

Dissolved 
Ox>(,'t'ii  (I'cr 

Cent,  of 
Saturation), 

Iron 
(Parts  per 
100,000). 

Hardness 
(Parts  per 
100,000). 

1001. 

March, 
April,  . 
^fuy,     . 
-hiljc,    . 
July,     . 
AuKUst, 

.39 
.41 
.52 
..')6 
.69 
.57 

76  .a 
83.1 
84.6 
62.5 
75.8 
74.0 

.043 
.U33 
.046 
.049 
.097 
.185 

0.02 
0.72 
0.93 
1.00 
1.22 
1.16 

.17 
.38 
,.•58 
.43 
.33 
.26 

66.8 
78.0 
66.1 
65.3 
20.6 
86.7 

.027 
.061 
.047 
.033 
.028 
.028 

0.60 
0.00 
1.01 
0.07 
1.20 
1.24 
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Collection. 

•3 

•a 

1 

0 

■d 
•S 

§  s. 

Source. 

1901. 

.,>...         .| 

3.20 

1.35 

.0011 

.0168 

.0142 

.0026 

.13 

.0040 

.0001 

.52 

0.9 

.0280 

Canal. 

3.35 

.0013 

.0098 

- 

- 

.13 

.0040 

.0000 

.37 

0.7  .0290 

Effluent  Filter  D. 

( 

3.20 

1.20 

.0015 

.0192  .0142 

.0050 

.12 

.0020 

.0000 

.46 

0.9  .0210 

Canal. 

June,.       .       .\ 

\ 

3.80 

- 

.0001 

.0093     - 

- 

.15 

.0050 

.0000 

.35 

0.8  .0210 

Effluent  Filter  D. 

( 

3.90 

1.45 

.0067 

.0232  .0172 

.0060 

.13 

.0010 

.0001 

.46 

1.2  .0510 

Canal. 

July.  •        •        • 

3.45 

- 

.0001 

.0092 

- 

- 

.14 

.0050 

.0005 

.31 

1.2.0180 

Effluent  Filter  D. 

( 

3.80 

1.60 

.0022 

.0182 

.0126 

.0056 

.16 

.0010 

.0001 

.29 

1.3  .0220!  Canal. 

AugUBt,      .        .  < 

3.10 

•- 

.0004).  0062 

- 

- 

.15 

.0050 

.0003 

.18 

1.3  .0110,  Effluent  Filter  D. 

The  following  table  summarizes  the  work  of  these  filters  in  removing 
Color  rind  organic  matter:  — 

[Parts  per  100,000.] 


Color, 


Free  ammonia, 
Albuminoid  amin ouin : 

Total,    . 

In  solution,  . 

In  suspension, 
Oxygen  consumed, 


Filter  H — .\. 


.49 


33 
.0020 


.0185 
.0145 
.0040 
.48 


.52 
.0025 

.0194 
.0148 
.0046 
.50 


.35 
.0007 


,0102 


83 


,51 
,0029 

.0194 
.0146 
.0048 
.48 


35 
,0005 


.0036 


.30 


31 


56 


30 


Operated  for  a  shorter  period  than  the  fnrge  filter,  as  previously  stated. 


Bactekia. 

Beginning  May  8  and  continuing  until  the  first  of  OctoVicr  daily  determi- 
nations of  the  number  of  bacteria  in  the  canal  water  and  in  the  eflluents  of 
these  filters  were  made,  and  the  results  are  shown  on  the  following  table. 
A  number  of  tests  for  B.  coli  were  also  made,  but  this  organism  was  not 
detected  in  either  the  canal  water  or  the  eflluents. 
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Average  Kiimber  of  Bacteria  x>er  Czibic  Centimeter  i7i  Canal  Water  and  in  Effluents 

of  Filters. 


Canal  water 

Effluent  of  large  filter  (B— A),    . 


Bacteria 
per  Cubic 
Centimeter. 


159 
^0 


Effluent  of  Filter  D, 
Effluent  of  Filter  F, 


Bacteria 
per  Cubic 
Centimeter. 


Stj:\imary. 

Studying  the  general  results  of  the  investigations  made  upon  the  feasi- 
bility of  sand  filtration  of  the  Ludlow  canal  water,  we  find  that  all  three 
filters  were  entirely  successful  in  removing  the  organisms  present  in  the 
water  applied.  The  odor  of  the  effluents  of  all  three  filters  was  generally 
very  slight,  and  at  times  the  effluents  were  entirely  odorless,  although 
during  the  last  week  in  July,  after  the  break  in  the  canal  bank  by  the  side 
of  Belchertown  Reservoir  and  the  consequent  flow  from  this  reservoir  into 
the  canal  of  water  containing  Anabcena,  the  effluent  of  each  filter  had  the 
odor  of  this  organism.  Double  filtration,  however,  would  probably  remove 
this  odor  as  successfully  as  it  did  in  the  case  of  the  reservoir  water. 

The  removal  of  iron  was  satisfactorily  accomplished  by  the  large  filter 
(B — A),  even  during  the  weeks  when  tlie  amount  in  the  canal  water  was 
very  high.  Filter  F,  however,  failed  on  a  few  days,  when  the  iron  in  the 
canal  water  was  quite  high,  to  remove  this  iron  as  efficiently  as  necessary; 
that  is,  its  rate  of  5,000,000  gallons  per  acre  daily  was  apparently  too  great 
to  allow  sufficient  time  for  complete  oxidation  and  precipitation  to  occur,  as 
previously  explained.  Considerable  iron  was  found  in  the  elUuent  of  Filter 
D  during  April  and  May,  but  this  was  largely  due  to  tlie  turbid  effluent, 
and  considerable  of  the  iron  found  was  iron  included  in  the  particles  pro- 
ducing this  turbidity.  The  low  rate  of  operation  and  the  abuudaut  supply 
of  free  oxygen  always  present  in  this  effUient  caused  undoubtedly  an  almost 
complete  removal  of  the  iron  of  the  applied  water.  It  is  noticeable  that 
during  the  last  portion  of  the  period  of  operation  of  the  filter,  when  the 
turbidity  of  its  effluent  was  least  and  the  iron  in  the  applied  water  highest, 
but  little  iron  was  found  in  its  eflfluent. 

The  removal  of  color  and  organic  matter,  while  not  equal  at  all  times  of 
the  year  to  that  obtained  in  the  filtration  of  reservoir  water,  was  very  good, 
and  as  groat  as  usually  expected  with  sand  filtration  of  surface  waters 
resembling  this  canal  water.  The  small  amount  of  suspended  matter  in 
the  canal  water  passed  to  these  filters  is  shown  by  the  few  scrapings  of  the 
surface  needed  during  the  period  of  operation. 
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Canal  —  Large  Filter  (B — A). 


Loss  OF  Head. 

Loss  OF  Head. 

Date. 

Feet. 

Date. 

Feet. 

Scraped  May  18,    .        .        .  j 

1901. 

May    17, 
May    18, 
May    19, 

2.39 
0.14 

Raked  November  15  and  16,  ! 

1901. 

Nov.   13. 
Nov.  15, 
Nov.  17, 

2.10 
2.01 
1.28 

Raked  August  12,          .        .  | 

Aug.  11, 
Aug.  12, 
Aug.  13, 

2.31 
0.32 

Scraped  November  30, .        .  J 

Nov.  29. 
Nov.  30. 
Dec.     1, 

2.02 
1.16 

Kaked  September  4,      .        .1 

Sept.    2, 
Sept.    4, 
Sept.    6, 

1.63 
2.42 
1.96 

Scraped  December  13, .        .  j 

Dec.     9. 
Dec.    l.i, 
Dec.    15, 

1.51 
0.55 

Scraped  September  6,  .        .  j 

Sept.    4, 

Sept.    6, 
Sept.  10, 

2.42 
1.96 
0.31 

Raked  January  23,        ,        .J 

1902. 

Jan.    22, 
Jon.    24, 
Jan.    26, 

1.96 
1.41 
1.26 

Kaked  October  17,         .        .' 

Oct.    16, 
Oct.    17, 
Oct.    18, 

1.99 
0.68 

Scraped  January  31,     .        .1 

Jan.    30, 
Jan.    31, 
Feb.      1, 

1.83 

0.59 

Available  head,  5.5  feet. 


Canal  —  Filler  F. 


Raked  July  14,      . 
Scraped  July  15,   . 
Raked  September  26, 
Raked  October  12, 
Scraped  October  22, 
Scraped  October  24, 
Riiked  November  9, 


1901. 

July    13. 
July   14, 
July    15, 

4.80 
5.60 
5.68 

July 
July 
July 

15, 
16. 

5.60 
5.68 
5.65* 

Sept. 
Sept. 
Sept. 

24, 
26, 
28, 

4.31 
1.23 
1.43 

Oct. 
Oct. 
Oct. 

10, 
12, 
14, 

4.70 

4.78 
2.85 

Oct. 
Oct. 
Oct. 

20, 
22, 
24, 

3.38 
4.55 
5.02t 

Oct. 
Oct. 
Oct. 

22, 
24, 
26, 

4.55 
5.02 
2.22 

Nov. 
Nov. 
Nov. 

7, 
9, 
11, 

4.15 
5.22 
4.33 

Scraped  November  13, 
Raked  November  25, 
Scraped  November  27, 
Scraped  December  11, 

Scraped  December  31, 

Scraped  January  18, 
Scraped  January  28, 


1901. 

Nov.  11, 
Nov.  13, 
Nov.  15, 

Nov.  23, 
Nov.  25, 
Nov.  27, 

(    Nov.  25, 

Nov.  27, 

(    Nov.  29, 

(  I  Dec.  9, 
\  I  Dec.  11, 
(    Dec.  13, 

f  Dec.  29, 
I  I  Dec.  31, 


1902. 

Jan.  2, 

Jan.  16, 

Jan.  18, 

Jan.  20, 

Jan.  26, 

Jan.  28, 

Jan.  30, 


Respectfully  submitted, 
H.    W 


4.33 
5.19 
2.71 

4.42 
5.80 
4.9S 

5.80 
4.92 
2.39 

5.04 
4.76 
3.40 

4.29 
5.12 


5.16 

5.01 
6.73 
3.14 

6.22 

1.00 


Available  head,  5.8  feet. 

♦  Stratification;  filter  reconstructed,  as  previously  stated, 
t  Scraping  not  deep  enough,  hence,  repeated  on  the  24th. 
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A  STUDY  OF  THE  STABILITY 


Effluents  of  Sewage  Filters  of  Coarse  Materials, 


INCLUDING 


Investigations  upon  Putrefaction  and  Secondary  Decomposition. 


By  H.  W.  Clark,  Chemist  of  the  Board. 


All  organic  matter  is  presumably  subject  to  change  by  bacteria. 
It  may  be  in  such  a  state  or  condition  that  bacteria  change  it  easily, 
or  it  may  be  in  such  a  condition  that  bacteria  can  change  it  but 
slowly.  Most  of  the  organic  matter  present  in  sewage  is  illustrative 
of  the  first  condition,  and  that  present  in  soil  and  loam  is  illustra- 
tive of  the  second  condition.  One  of  the  objects  of  the  following 
paper  is  to  show  that  organic  matter  of  the  first  class  can  be  so 
changed  by  bacterial  agencies,  working  under  favorable  conditions 
in  sewage  filters  of  coarse  material,  that  this  matter  practically  takes 
its  place  in  the  second  class ;  that  this  change  can  occur  in  filters 
operated  at  high  rates ;  and  that  this  matter,  when  changed  to  a 
more  or  less  stable  condition,  can,  as  far  as  the  effluent  itself  is 
concerned,  safely  remain  in  the  effluent  instead  of  being  strained  or 
filtered  out  from  it.  That  is,  it  will  not  under  ordinary  condi- 
tions rol)  this  effluent  of  its  dissolved  oxygen  and  subsecjuently 
putrefy. 

It  was  oliserved  at  the  experiment  station  for  a  number  of  years 
that  very  turbid,  poor  appearing  effluents  from  filters  of  coarse 
materials  operated  at  high  rates  of  filtration  would  often  remain 
without  change  for  an  indefinite  period  of  time,  and  that  the  matter 
coming  from  these  filters  in  suspension  in  their  etHuents  and  render- 
ing them  turbid  to  eventually  deposit  as  sediment,  or  washed  from 
them  purposely  at  times  to  relieve  clogging,  was  apparently  in  a 
stable  condition  quite  difterent  from  the  condition  of  the  putrefying, 
ill-smelling  matters  in  suspension  in  the  sewage  itself  when  applied 
to  such  filters.  The  cause  of  this  was  supposed  to  be  that  the 
organic  matter  in  the  sewage  had  been,  while  passing  through  these 
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coarse  filters,  so  thoroughly  changed  by  the  bacteria  that  the  putre- 
factive stage  had  been  passed,  and  the  material  was  comparatively 
stable.  This  was  first  mentioned  in  the  report  of  the  Lawrence 
Experiment  Station  for  1895  (see  page  469),  and  has  been  referred 
to  frequently  since.  It  seems  probable  that  the  organic  matter, 
both  that  in  solution  and  that  in  suspension,  is  worked  over  and 
digested  by  the  bacteria  in  the  filter,  first  by  the  anaerobic  and  then 
by  the  aerobic  bacteria.  By  this  process  the  matter  is,  in  the  first 
place,  rendered  unsuitable  food  for  the  anaerobic  bacteria  and  per- 
haps toxic  to  them.  When  in  this  condition,  however,  it  is  suitable 
food  for  oerobic  bacteria,  which  rapidly  at  first  and  then  more  slowly 
change  it  to  this  stable  condition. 

The  term  ' '  secondary  decomposition  "  has  been  used  for  a  number 
of  years  l)y  various  authorities  to  describe  the  change  occurring  in 
the  effluents  of  sewage  filters  whereby  odors  are  developed  and  a 
blackening  of  the  liquid  occurs,  owing  to  putrefactive  agencies. 
The  term  is  somewhat  misleading,  however,  as  implying  decompo- 
sition by  different  bacterial  actions  from  those  active  within  the 
filter.  Decomposition  in  its  true  sense  is  a  change  of  organic  matter 
in  the  presence  of  air,  while  putrefaction,  which  is  generally  meant 
by  the  above  expression,  occurs  only  in  the  absence  of  air.  In  this 
paper,  therefore,  care  has  been  taken  not  only  to  use  these  terms 
distinctively,  but  also  to  show  that  the  changes  are  very  different, 
and  also  the  cause  for  this. 

Early  in  the  year  a  series  of  samples  of  cfHuents  was  collected 
for  study  and  examination  from  five  of  our  filters  of  coarse  mate- 
rials operated  at  high  rates  of  filtration,  four  of  these  being  con- 
tact filters  and  one  an  anaerobic  filter.  These  cfHuents  were  of 
varying  degrees  of  purity  as  collected  from  the  outlets  of  the  filters, 
for  the  rate  and  manner  of  operation  of  the  filters,  together  with 
the  varying  materials  of  whicli  they  were  constructed,  had  allowed 
different  stages  of  bacterial  action  and  conse(]uent  purification  of  the 
sewage  to  occur  within  them.  The  results  obtained  from  a  study 
of  these  samples  caused  further  studies  to  be  made. 

Series  No.   1. 
The  effluents  of  Filters  Nos.  82,   103,   137,   138  and  133  were 
taken  for  the  first  experiment.     The  construction  and  rate  of  opera- 
tion of  each  of  these  filters  at  this  time  was  as  follows :     Filter  No. 
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82  was  constructed  of  cinders  and  was  operated  at  the  rate  of  400,- 
000  gallons  per  acre  daily  ;  Filter  No.  103  was  constructed  of  small 
pieces  of  coke  and  was  operated  at  the  rate  of  660,000  gallons  per 
acre  daily ;  Filter  No.  137  was  constructed  of  broken  stones  and 
was  operated  at  the  rate  of  800,000  gallons  per  acre  daily ;  Filter 
No.  138  was  constructed  of  broken  stones  and  was  operated  at  the 
rate  of  480,000  gallons  per  acre  daily ;  and  Filter  No.  133  was 
constructed  of  l)roken  stones  and  was  operated  continuously  in  such 
a  manner  that  air  was  not  admitted  and  only  putrefaction  occurred 
within  it,  its  rate  of  operation  ])eing  2,700,000  gallons  per  acre 
daily.     All  were  contact  filters  with  the  exception  of  Filter  No.  133. 

The  manner  of  making  this  experiment  was  as  follows  :  from  each 
filter  a  considerable  volume  of  the  efiluent  w.as  collected  and  twelve 
one-gallon  Ijottles  were  filled  with  each  efiluent.  These  bottles  stood 
in  the  laboratory  stoppered,  and  once  a  week  the  liquid  in  one  of 
the  bottles  was  taken  for  analysis. 

Studying  the  results  in  detail  as  given  in  Table  No.  1,  we  find 
that  the  dissolved  oxygen  and  the  nitrates  disappeared  more  or  less 
rapidly  from  the  etiiuents  of  Filters  Nos.  82,  137  and  138,  and  the 
free  ammonia  increased  in  amount,  as  did  eventually  the  oxygen 
consumed,  and  the  amount  of  nitrogen  found  as  albuminoid  ammonia 
decreased  slowly,  the  appearance  of  each  sample  deteriorated  and 
an  increased  odor  was  noticeable.  The  results  with  these  three 
efiiuents  showed  that  all  organic  matter  in  the  sewage  at  the  time 
that  this  sewage  appeared  as  efiluent  at  the  outlets  of  these  filters 
had  not  been  sufficientl}'  broken  down  by  anaerobic  action,  and  su]> 
sequently  oxidized,  to  become  stable.  Oxidation  and  nitrification 
were  occurring  in  the  filters  and  a  large  portion  of  this  organic 
matter  present  in  the  etfiuents  was  in  a  condition  for  slow  oxidation 
to  occur,  but  some  of  the  organic  matter  present  in  these  efiiuents 
was  not  ready  for  this  under  the  conditions  prevailing,  without 
some  further  anaerobic  bacterial  action,  and  this  occurred  after  the 
dissolved  oxygen  present  in  these  effiuents  and  the  oxygen  of  the 
nitrates  had  been  consumed.  That  is,  this  matter  had  not,  while 
passing  through  the  filter,  reached  such  a  state  of  stable  e<juilibrium 
that  it  was  not  aftected  appreciably  by  the  bacteria  of  putrefaction, 
and  hence  these  efiiuents  deteriorated. 

The  organic  matter  in  the  ctfiuent  of  Filter  No.  103,  however, 
which  received  septic  sewage,  —  that  is,  sewage  wliich  had  under- 
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gone  prolonged  anaerobic  bacterial  action  before  application  to  the 
filter,  — had  evidently  passed  the  putrefactive  stage.  Slight  oxida- 
tion only  occurred  in  this  effluent,  the  very  slight  odor  primarily 
present  disappeared  and  dissolved  oxygen  was  present  at  the  end  of 
eleven  weeks,  notwithstanding  the  very  considerable  quantity  of 
organic  matter  present.  In  other  words,  the  organic  matter  in  this 
effluent,  although  considerable  in  amount,  as  shown  by  the  high  free 
and  albuminoid  ammonia  and  oxygen  consumed,  was  in  a  condition 
of  fairly  complete  oxidation,  the  anaerobic  action  having  been  carried 
to  its  limit  in  the  septic  tank  and  in  the  filter,  and  good  oxidation 
having  occurred  in  the  filter. 

The  effluent  of  the  anaerobic  Filter  No.  133  continued,  on  standing 
in  the  laboratory,  to  undergo  putrefaction.     The  analyses  follow. 

Series  No.   1. 
Effluent  of  Filter  No.  82. 

[Parts  per  100,000.] 


o 

o 
O 

Ammoni 

\. 

1 

Nitrogen 

AS 

•6 

a 

a 

c 
o 

o 

to 

o 

o 

s 

s 

Time  Elapsed 

£ 

ALBUMINOID. 

g 

oj  U 

(DATS). 

1 

1  e 

3  O 
CO 

c 

0 

1.60 

v.  slight. 

1.5200 

.2400 

.1720 

7.85 

.28 

.0000 

1.52 

1.5 

426,000 

7 

0.90 

Decided. 

1.5200 

.2220 

.1020 

7.88 

.01 

.0000 

1.62 

0.0 

_ 

14, 

0.85 

V.  strong. 

1.6000 

.1600 

.1040 

8.05 

.01 

.0000 

1.88 

0.0 

350,000 

21, 

0.85 

v.  strong. 

1.5200 

.1640 

.0980 

7.95 

.01 

.0000 

2.06 

0.0 

37,600 

28, 

0.85 

Strong. 

1.5200 

.1480 

.0800 

8.00 

.01 

.0000 

1.90 

0.0 

11,200 

3.5, 

1.00 

V.  strong. 

1.5600 

.1440 

.1060 

7.98 

.01 

.0000 

1.90 

0.0 

46,500 

42, 

1.10 

Strong. 

1.6400 

.1.520 

.0820 

8.02 

.01 

.0000 

2.18 

0.0 

7,900 

49, 

1.10 

Strong. 

1.4800 

.1400 

.0700 

8.05 

.01 

.0000 

2.06 

0.0 

2.600 

66, 

_ 

Decided. 

1.5600 

.1560 

.0880 

8.20 

.01 

.0000 

2.02 

0.0 

5,400 

63, 

1.00 

v.  strong. 

1.6400 

.1840 

.0880 

7.78 

.01 

.0000 

2.04 

0.0 

660 

70, 

Green. 

Deciiled. 

I..3200 

.2320 

.0640 

7.78 

.01 

.0000 

1.96 

0.0 

_ 

84, 

Yellow, 

Strong. 

1.4800 

.1880 

.0900 

7.78 

.01 

.0000 

2.26 

0.0 

291 

green. 

Period  covered  by  experiment,  January  23  to  April  17,  Inclusivo. 


Effluent  of 

Filler  No. 

103. 

0 

.38 

V.  slight. 

.4600 

.1120 

.1040 

7.75 

2.81 

.0064 

.82 

3.6 

223,600 

7, 

.42 

Slight. 

.4400 

.1180 

.0900 

T.ll 

2.66 

.0720 

.84 

5.7 

23,600 

14, 

_ 

V   Hiight. 

.4000 

.1120 

.0760 

7.73 

2.33 

.0010 

.79 

2.2 

- 

21, 

.41 

V.  slight. 

.4.0110 

.1120 

.0680 

7.79 

2.. 32 

.0000 

.75 

2.3 

2,300 

28, 

.40 

Slight. 

.5000 

.0900 

.0560 

7.74 

2.11 

.0006 

.64 

1.0 

1,.300 

35, 

.37 

v.  Blight. 

.5 '200 

.0740 

.0420 

7.76 

2.11 

.0014 

.61 

0.7 

1,100 

42, 

.36 

v.  slight. 

.  (VJOO 

.0.520 

.0440 

7.77 

2.20 

.0010 

.59 

0.8 

600 

49, 

.27 

V.  Blight. 

.4000 

.0520 

.0380 

7.77 

2.33 

.  0004 

.04 

0.7 

300 

^6. 

.35 

v.  slight. 

.5400 

.0700 

.0340 

7.81) 

1.84 

.0064 

.55 

0.7 

310 

70, 

.42 

v.  slight. 

.5400 

.0680 

.0460 

7.79 

1.84 

.00,50 

.60 

0.8 

266 

77, 

.35 

None, 

.4800 

.0760 

.0360 

7.80 

2.37 

.0014 

,55 

1.8 

320 

84, 

.25 

None. 

.5300 

.0500 

.0320 

7.78 

2,42 

.0024 

.60 

1.6 

119 

Period  covered  by  experiment,  February  4  to  April  29,  Inclusive. 
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Effluent  of  Filler  No.  137. 

[Parte  per  100,000.] 


Ammonia. 

NiTBOQBN 
AS 

i 

00 

c 

■2  = 

S.  o 

2 

Time  Elapsed 

ALBUMINOID. 

fc.  ^ 

(DATS). 

1^ 

o 
o 

1 
o 

5 

o 

Eh 

1  c 
a  o 

i 

o 

•2 
g 

2 

2 

c 
o 

o 

II 
1^ 

0, 

.70 

Slight. 

3.0000 

.3680 

.1600 

8.97 

.23 

.0004 

2.08 

10.0 

564 ,500 

7, 

.70 

Slight. 

3.8000 

.2960 

.1320 

9.00 

.01 

.0000 

1.98 

0.0 

21,500 

14, 

.75 

Strong. 

3.6000 

.2480 

.1100 

9.09 

.01 

.0000 

2.62 

0.0 

9,600 

21, 

i  Black. 

V.  strong. 

3.6000 

.1920 

.1020 

9.00 

.01 

.0000 

3.04 

0.0 

15,500 

29, 

Black. 

V.  strong. 

3.8000 

.2040 

.0960 

9.00 

.01 

.0000 

2.80 

0.0 

2,300 

35, 

Black. 

V.  strong. 

3.8000 

.2680 

.1040 

9.00 

.01 

.0000 

2.80 

0.0 

12,000 

42, 

.75 

V.  strong. 

3.6000 

.2200 

.1000 

9.00 

.01 

.0000 

2.64 

0.0 

19,000 

49, 

Pink. 

Decided. 

3.2000 

.3480 

.1760 

9.00 

.01 

.0000 

3.04 

0.0 

5,700 

66, 

.80 

v.  strong. 

3.8000  .2120 

.0088 

9.00 

.01 

.0000 

2.76 

0.0 

4,000 

63, 

Pink. 

Decided. 

3.3000  .4560 

.1920 

9.00 

.01 

.0000 

2.68 

0.0 

- 

70, 

Greenisb. 

Strong. 

3.5000  .1880 

.1000 

9.00 

.01 

.0000 

2.32 

0.0 

- 

Period  covered  by  experiment,  April  23  to  July  2,  inclusive. 


Effluent  of  Filter  No.  13S. 


Yellow 
brown. 
.58 


.95 
Black. 

Dark 

brown. 
Dark 

brown. 
Yellow 

black. 
Yellow 

green. 
Yellow 

brown. 
Greenish 

yellow. 


Decided. 

2.8400 

.3440 

.2000 

8.02 

.78 

.0100 

2.40 

5.4 

Decided. 

2.8800 

.3120 

.1520 

8.05 

.01 

.0000 

2.14 

0.0 

Decided. 

3.3200 

.3400 

.1340 

7.30 

.01 

.0000 

2.44 

0.0 

V.  strong. 

3.2000 

.2760 

.1340 

- 

.01 

.0000 

2.26 

0.0 

Strong. 

3.4000 

.1960 

.1140 

- 

.01 

.0000 

2.70 

0.0 

V.  strong. 

3.5000 

.2320 

.1002 

- 

.01 

:oooo 

2.74 

0.0 

V.  strong. 

3.2000 

.2120 

.0900 

- 

.01 

.0000 

2.80 

0.0 

V.  strong. 

3.1000 

.2000 

.0880 

- 

.01 

.0000 

2.80 

0.0 

V.  strong. 

3.1000 

.3000 

.1920 

- 

.01 

.0000 

2.96 

0.0 

Strong. 

2.8000 

.3480 

.2000 

- 

.01 

.0000 

2.96 

0.0 

Decided. 

3.0000 

.3200 

.1720 

- 

.01 

.0000 

3.08 

0.0 

234 ,000 

137 ,500 

19,000 

8,000 

764 ,600 

21,000 

1,100 

1,700 

1,300 

600 

1,211 


Period  covered  by  experiment,  March  14  to  May  29,  Inclusive. 
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Effluent  of  Filter  No.  133. 

[Parts  per  100,000.] 


Ammonia. 

Nitrogen 

•6 

•Si 
i:  3 

'2 

a 

a 

3 

c 
o 

u 

a 

.2  o 
c 

o 

Time  Elapsed 

ALBUMINOID. 

a 

BQ 

(DATS). 

.?! 

S 

o 

« 

« 

o 

s 

2 

^ 

Sife.2 

^1 

Ui 

«o 

o 

O 

E4 

^ 

O 

a 

Sq 

o 

O 

n 

0,      .        .        .        . 

Yellow 

Strong. 

5.9000 

.3380 

.2760 

9.30 

.01 

.0000 

3.48 

0.0 

443,000 

brown. 

7, 

Yellow 
brown. 

V.  strong. 

6.1000 

.2840 

.1440 

9.29 

.02 

.0000 

3.36 

0.0 

198,000 

14, 

Yellow 
brown. 

Strong. 

5.7000 

.2640 

.1440 

9.32 

.01 

.0000 

3.40 

o.-o 

105,000 

21, 

Yellow 
brown. 

Strong. 

6.4000 

.2920 

.1680 

9.36 

.01 

.0000 

3.16 

0.0 

203,000 

28, 

Dark 
brown. 

V.  strong. 

5.4000 

.4960 

.3280 

9.45 

.01 

.0000 

4.44 

0.0 

52,200 

35, 

Green. 

V.  strong. 

6.5000 

.4040 

.1640 

9.29 

.01 

.0000 

4.20 

0.0 

- 

49, 

Green. 

V.  strong. 

4.2000 

.6040 

.3640 

- 

.02 

.0000 

4.48 

0.0 

42,000 

56, 

Dark 
green. 

V.  strong. 

4.5000 

.8360 

.4280 

- 

.02 

.0000 

4.72 

0.0 

22,000 

63. 

Dark 

Strong. 

3.8006 

.7300 

.5200 

- 

.02 

.0000 

4.76 

0.0 

6,000 

70, 

Dark 

Strong. 

4.0000 

.7100 

.4640 

- 

.02 

.0000 

4.88 

0.0 

1,700 

77, 

Yellow 
green. 

V.  strong. 

4.2000 

.6500 

.4200 

- 

.02 

.0000 

4.44 

0.0 

2,500 

84, 

Yellow 

Strong. 

4.2500 

.8600 

.6000 

- 

.02 

.0000 

4.64 

0.0 

4,281 

brown. 

Period  covered  by  experiment,  February  26  to  May  21,  inclusive. 


Series  No.  2. 

In  this  series  the  effluents  of  six  filters  were  studied,  the  method 
of  procedure  being  as  follows  :  an  average  sample  of  the  eriiuent 
of  each  filter  was  siphoned  into  five  one-gallon  Ijottles,  each  bottle 
being  completely  filled.  These  bottles  then  stood  in  the  warm  labo- 
ratory tightly  stoppered,  and  analyses  were  made  weekly  for  five 
weeks,  using  one  of  the  samples  for  each  analysis.  The  sample  for 
the  determination  of  oxygen  dissolved  was  obtained  by  siphoning  it 
from  the  bottle  into  the  flask  in  which  the  determination  was  to  be 
made  as  soon  as  the  bottle  containing  the  sample  to  be  examined 
was  unstoppered. 

Two  of  the  filters  from  Avhich  samples  of  efiluent  were  collected 
were  the  intermittent-continuous  Filters  Nos.  135  and  136  (see 
page  207),  constructed  of  broken  stone,  operated  at  a  rate  of 
rather  more  than  1,400,000  gallons  per  acre  daily,  and  producing 
a    highly   nitrified    effluent,    but  also  containing  considerable   free 
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ammonia  and  nitrogenous  organic  matter  found  as  albuminoid  am- 
monia; one  filter  was  No.  103,  previously  described,  and  operated 
at  this  time  at  the  rate  of  520,000  gallons  per  acre  daily ;  one  filter, 
No.  133,  was  the  anaerobic  filter  operated  at  this  time  at  the  rate  of 
1,000,000  gallons  per  acre  daily,  and  through  which  the  sewage  was 
passed  for  putrefaction  to  occur,  as  previously  explained  ;  and  two 
filters,  Nos.  137  and  163,  were  contact  filters,  one  constructed  of 
broken  stone  and  one  of  coke,  the  rate  of  operation  of  these  two 
filters  being  900,000  and  720,000  gallons  per  acre  daily  respec- 
tively. 

Studying  the  analyses  of  the  effluents  as  given  in  the  talkie,  wc 
find  that  the  changes  in  the  effluent  of  each  filter  showed  a  variation 
as  follows  :  the  effluent  of  Filter  No.  103  remained  practically  un- 
changed for  reasons  previously  explained,  and  dissolved  oxygen  was 
present  in  it  at  the  end  of  the  period.  The  large  amount  of  residual 
organic  matter  in  the  effluents  of  Filters  Nos.  135  and  136  had  been, 
owing  to  the  aerobic  conditions  prevailing  in  these  filters,  as  evi- 
denced by  the  high  nitrates  in  the  effluents,  so  changed  by  the  bac- 
teria and  air  that  it  was  in  a  fairly  stable  condition.  The  effluents 
of  these  two  filters  —  Nos.  135  and  136  —  contained  dissolved  oxygen 
at  the  end  of  the  period  of  experiment  notwithstanding  the  large 
amount  of  organic  matter  present,  no  putrefaction  took  place,  odors 
did  not  develop,  and  the  organic  matter  present  remained  practically 
without  change.  The  effluents  of  Filters  Nos.  137  and  163  con- 
tained less  organic  matter  than  the  effluents  of  Filters  Nos.  135  and 
136,  but  were,  nevertheless,  in  a  much  lower  state  of  nitrification  ; 
dissolved  oxygen  cither  was  not  present  or  disappeared  quickly,  and 
putrefaction  occurred.  Instead  of  the  amount  of  nitrogen  present 
as  free  ammonia  remaining  constant,  as  in  the  effluents  of  Filters 
Nos.  135  and  136,  it  increased.  The  amount  of  oxygen  consumed, 
instead  of  decreasing,  increased  eventually  in  the  effluent  of  Filter 
No.  137,  and  the  anaerobic  actions  in  the  bottles  containing  this 
effluent  and  the  formation  of  gas  were  quite  noticeable,  odors  devel- 
oping also. 
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Series  No.  2. 
Effluefit  of  Filter  No.  103. 

[Parts  per  100,000] 


Ammonia. 

Nitrogen 

AS 

■Si 

0 

S 
3 
0 

Time  Elapsed 

ALBUMINOID. 

(DATS). 

1    B 

a 

oi 

0^ 

.sa 

a  0 

CO  c 

o 

o 
•o 

6 

■3 
0 

02 

£ 

*c 

Si  c 
«(3 

U 

O 

b 

Eh 

|3 

u 

!2i 

0 

0 

n 

0,      .        .        .        . 

.33 

V.  slight. 

0.3600 

.1080 

.0680 

13.60 

3.60 

.0140 

0.83 

2.0 

. 

7       .         .         .         . 

.36 

V.  slight. 

0.3900 

.1160 

.0660 

- 

2.66 

.2400 

0.83 

21.9 

4,300 

14 

.38 

V.  slight. 

0.3600 

.1000 

.0520 

_ 

2.91 

.0800 

0.75 

9.5 

3,500 

21 

.31 

V.  slight. 

,0.4000 

.0840 

.0420 

- 

2.76 

.0600 

0.71 

8.6 

1,200 

28 

.29 

V.  slight. 

0.4000 

.0840 

.0380 

- 

3.06 

.0240 

0.64 

2.2 

4,890 

Effluent  of  Filter  No. 

133. 

0,      .        .        .        . 

.69 

V.  slieht. 

2. 4400'.  2840 

.1200 

11.50 

5.18  .0120 

2.44 

34.3 

7        .         .         .         . 

.72 

V.  slight. 

2. 2000 j.  2720 

.1000 

_ 

j  4.42  .6000 

1.95 

15.3 

137 ,700 

14,      . 

.69 

V.  slight. 

2.36001.2360 

.0900 

_ 

4.91  .1100 

2.09 

9.9 

7,000 

21 

.80 

V.  slight. 

2.3600  .2520' 

.0940 

- 

4.62  .1300 

2.15 

13.2 

5,700 

>28,      .         .        . 

.70 

V.  Blight. 

2.44001.2480 

.0860 

- 

3.94  .2000 

2.13 

7.7 

1,700 

Effliient  of 

Filler  No. 

136. 

0 

.63 

V.  slight. 

1.6000 

.2880 

.1320 

12.00 

6.28 

.0120 

2.56 

61.7 

7.700 

7,      .        .        .        . 

.59 

V.  slight. 

1.6000 

.2520 

.0820 

- 

5.08 

.1100 

1.94 

15.5 

26,000 

14,      .         ... 

.58 

V.  Blight. 

1.6000 

.2280 

.0740 

- 

4.97 

.0500 

1.83 

5.0 

9,700 

21 

.61 

V.  slight. 

1.6000 

.2200 

.0740 

_ 

4.73 

.0180 

1.71 

1.6 

11,600 

28 

.59 

V.  slight. 

1.6400 

.2280 

.0720 

- 

4.40 

.0004 

1.84 

0.3 

7,100 

Effluent  of  Filter  No.  137. 


14, 
21, 
28, 


.70 
Black. 

Black. 
HI  lick. 
Black. 


Decided. 

2.6000 

.2400 

.1760 

12.00 

0.62 

.0240 

1.74 

0.0 

IIjS, 

2.8000 

.2200 

.1320 

- 

0.01 

.0000 

2.28 

0.0 

strong. 

V.  strong. 

2.9000 

.2000 

.1000 

- 

0.01 

.0000 

2.48 

0.0 

V.  strong. 

3.2000 

.1760 

.0960 

_ 

0.01 

.0000 

2.32 

0.0 

V.  strong. 

3.2000 

.1560 

.1120 

- 

0.01 

.0000 

2.32 

0.0 

Effluent  of  Filter  No.  163. 


14. 
21, 
28. 


Slight. 
Slight. 
Slight. 
Slight. 
Slight. 


1 1.8000 

.2000 

.1220 

13.. 18 

1.49].  0120 

1.18 

46.2 

1 1.8000 

.1610 

.0760 

- 

0.66 

.0006 

1.08 

0.0 

11.8400 

.1.^60 

.0740 

_ 

0.53 

.0020 

1.00 

0.0 

1.9600 

,1200 

.0760 

- 

0.16 

.0004 

0.94 

0.0 

2.1200 

.1120 

.0480 

- 

0.26 

.0160 

0.86 

0.0 

I'erlod  covered  by  experlmentg,  October  8  to  November  5,  Inclusive. 
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Series  No.  3. 

In  this  series  of  experiments  the  etHucnts  were  mixed  with  equal 
parts  of  river  water  containing  dissolved  oxygen.  The  galUm  bottles 
were  only  partially  filled  and  were  allowed  to  stand  in  the  lal)oratory 
without  ])eing  stopi)ered.  One  sample  of  each  mixture  was  analyzed 
each  week  for  a  period  of  four  weeks.  This  manner  of  experimen- 
tation was  used  to  make  the  conditions  resemble,  as  nearly  as  pos- 
sible upon  a  laboratory  scale,  the  conditions  prevailing  if  such 
eiHuents  ran  in  large  volumes  into  ordinarily  pure  ponds  or  rivers. 

The  eilluents  of  Filters  Nos.  103,  135,  136,  137  and  163  and 
sewage  were  experimented  with.  Treating  the  effluents  in  this  w\ay, 
—  that  is,  mixing  them  with  water  containing  dissolved  oxygen  and 
also  allowing  access  of  air,  —  they  improved  in  character  in  every 
instance.  The  comparatively  well-purified  effluents  of  Filters  Nos. 
103,  135  and  136  showed  slight  or  decided  decreases  in  free  and 
all)uminoid  ammonia  and  oxygen  consumed,  with  an  oxidation  of 
organic  nitrogen  to  nitrites  and  nitrates  ;  the  poorly  purified  effluents 
of  Filters  Nos.  137  and  163  showed  remarkable  improvement  in 
the  reduction  of  organic  matter  and  the  production  of  nitrites  and 
nitrates,  together  with  a  reduction  in  color  and  odor.  Sewage, 
when  mixed  in  this  way  and  allowed  to  remain  in  contact  with  air, 
showed  at  first  putrefaction  for  a  })eri()d  of  two  weeks,  followed  by 
rapid  oxidation  and  the  production  of  high  nitrites.  The  explana- 
tion of  this  is  that,  although  the  surface  of  the  sewage  in  the  bottle 
was  exposed  to  the  air  and  hence  oxygen  must  have  been  continu- 
ally passing  into  the  sewage,  yet  the  organic  matter  on  the  surface 
water  of  this  mixture  consumed  this  oxygen  so  rapidly  that  the 
conditions  below  the  surface  favored  the  development  of  anaerobic 
bacteria,  as  shown  by  the  formation  of  sulphuretted  hydrogen,  and 
only  after  this  putrefactive  action  had  been  carried  on  for  a  certain 
period  was  the  matter  in  a  condition  for  aerobic  bacteria  to  attain 
ascendency  and  for  oxidation  to  occur.  During  the  first  period, 
however,  ammonium  carbonate,  determined  as  free  ammonia,  was 
forming,  thus  showing  that  some  oxidation  was  occurring.  The  free 
annnonia  increased  during  the  first  two  weeks  from  2.70  ])arts  to 
4.20  parts  per  100,000,  then  in  two  weeks  it  fell  to  1.15  parts,  the 
nitrites  and  nitrates  were  reduced  at  first,  then  the  nitrites  increased 
in  two  weeks  from  .00  to  1.70  parts  per  100,000. 
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Putrefaction  did  not  occur  in  an}'  of  the  samples  of  eiSuent  and 
water,  although  decomposition  or  change  in  the  presence  of  oxygen 
did  occur.  In  the  mixture  of  sewage  and  water,  however,  we  lirst 
had  putrefaction,  followed  by  decomposition ;  that  is,  oxidation. 


Series  No.  3. 
Effluent  of  Filler  No.  103. 

[Parts  per  100,000.] 


Time  Elapsed 
(DATS). 

o 

o 
O 

Ammonia. 

5 

NlTKOGEN 
AS 

Co    • 

Sits 

S 

3 

£ 

ALBUMINOID. 

feu 

£  a 

o 

=  S 
c 

0, 

.58 

V.  slight. 

1.0200 

.1180 

.0920 

5.15 

0.87 

.0090 

.96 

11,800 

7, 

.48 

Slight, 

1.0200 

.1180 

.0640 

- 

0.87 

.0140 

.85 

8,700 

14. 

.68 

Slight. 

0.9600 

.0840 

.0580 

- 

0.89 

.0140 

.74 

5,900 

21, 

.47 

V.  Blight. 

0.9600 

.0840 

.0580 

- 

0.96 

.0320 

.76 

6,400 

28, 

- 

None. 

0.8000 

.0780 

.0500 

- 

0.91 

.3000 

.61 

19,500 

Effluent  of  Filler  No.  135. 

0 

.47 

None.  . 

0.8000 

.0660 

.0480 

8.00 

2.42 

.0036 

.70 

3,500 

7, 

.42 

None. 

0.8000 

.0580 

.0420 

- 

2.46 

.0060 

.68 

600 

14 

.37 

None. 

0.7600 

.0540 

.0400 

- 

2.50 

.0120 

.65 

759 

21 

.26 

V.  Blight. 

0.5000 

.0540 

.0380 

- 

2.68 

.0024 

.61 

3,600 

28 

- 

None. 

0.5200 

.0500 

.0320 

- 

2.64 

.0000 

.59 

863 

Effluent  of  Filter  No.  136. 

0 

.53 

None. 

1.2000 

.1000 

.0740 

4.68 

2.64 

.0140 

.82 

6,400 

7 

.47 

None. 

1.2000 

.0940 

.0640 

- 

2.52 

.0320 

.72 

600 

14 

.44 

None. 

1.0600 

.0740 

.0640 

- 

2.44 

.0900 

.67 

2,600 

21 

.33 

V.  Blight. 

0.6000 

.0680 

.0500 

- 

2.76 

.3200 

.62 

2,400 

28 

- 

None. 

0.6400 

.0600 

.0480 

- 

2.69 

.0000 

.04 

14,200 

Effluent  of  Filter  No.  137. 

0 

.83* 

Slight. 

1.4800i.l420 

.1200 

6.30 

0.03 

0.0002 

1.40 

71,000 

7 

.60 

Slight. 

1.4800 

.1000 

.0700 

- 

0.01 

O.OOOO 

1.30 

13,200 

14 

.63 

V.  slight. 

1.4800 

.1600 

.0560 

- 

0.01 

0.0160 

1.10 

13,100 

21 

.38 

V.  Blight. 

0.2000 

.1160 

.0380 

- 

0.00 

1.1000 

0.96 

16,200 

28 

- 

None. 

o.ooeo 

.0960 

.0340 

- 

1.19 

0.0014 

0.98 

10,000 
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Effluent  of  Filler  No.  163. 

[Parts  per  100,000.] 


Ammonia. 

NiTROGKH 
AS 

u 

"Z 
s 
O 

Time  Elapsed 

i 

o 

1 

2 

b4 

ALBOMINOID. 

O 

00 

C  Q    ■ 

|2| 
1"? 

Su 

(DATS). 

_3  3 
CO 

e 

e 

•Sc 

03 

0 

.65 

V.  Blight. 

0.7000 

.1200 

.0920 

5.70 

0.74 

0.0070 

1.02 

23,500 

7 

.64 

V.  Blight. 

0.7600 

.1000 

.0540 

- 

0.54 

0.0140 

0.93 

12,500 

14 

.50 

V.  Blight. 

0.7800 

.»800 

.0480 

- 

0.82 

0.0400 

0.82 

7,900 

21 

.33 

V.  Blight. 

0.0200 

.0700 

.0880 

- 

0.47 

0.8500 

0.86 

8,100 

28, 

V.  Blight. 

0.0080 

.0620 

.0320 

- 

1.(53 

0.0002 

0.78 

7,000 

Sewage. 


0 

Sewage. 

Decided. 

2.7000 

.3600 

.2880 

4.80 

0.09 

0.0060 

2.20 

130.000 

7 

.80 

Strong. 

3.8000 

.3200 

.1400 

- 

0.01 

0.0000 

1.88 

83,500 

14, 

21, 

.69 
.57 

H28, 

V.  strong. 
Decided. 

4.2000 
2.7500 

.3200 
.2600 

.120a 
.1000 

- 

0.00 
0.00 

0.0000 
0.9000 

1.68 
0.90 

53,500 
13,500 

28 

- 

Slight. 

1.1500 

.2300 

.0640 

- 

0.00 

1.7000 

1.00 

53,500 

Period  covered  by  esperimeuts,  November  26  to  December  24,  inclusive. 

*  Turbid. 


Series  No.  3  A. 

In  this  series  the  same  effluents  were  experimented  with  as  in  Series 
No.  3,  and  the  same  mixture  with  river  water  was  made,  hut  the 
bottles  were  stoppered  and  air  was  prevented  from  entering.  The 
samples  then  stood  in  the  laboratory  one  month. 

In  the  effluents  of  Filters  Nos.  103,  135  and  136  there  was  a  con- 
tinual slow  oxidation  of  the  organic  matter  present,  largely  at  the 
expense  of  the  dissolved  oxygen  present,  which  was  not  entirely 
consumed,  however,  although  some  oxygen  from  the  nitrates  was 
also  used.  Odors  did  not  develop  in  those  effluents,  but  in  fact 
became  less.  In  the  effluents  of  Filters  Nos.  137  and  163,  which 
were  less  satisfactorily  purified  than  the  effluents  of  the  filters 
already  named,  decomposition  occurred,  —  the  oxygen  of  the  water 
l)eing  (juickly  consumed,  —  followed  by  putrefaction,  the  effluents 
becoming  dark  colored  and  having  a  strong  odor. 

At  the  end  of  the  month  the  effluent  of  Filter  No.  163  w^as  allowed 
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to  stand  with  its  surface  exposed  to  the  air  in  an  open  bottle.  Dur- 
ing the  period  of  putrefaction  the  free  annnonia  had  increased  from 
1.30  parts  to  1.52  parts  per  100,000,  and  the  nitrates  had  decreased 
from  .4700  to  .0100  part  per  100,000.  During  the  month  when 
air  was  allowed  access  to  the  surface  of  the  effluent  in  the  bottle 
the  free  ammonia  decreased  from  1.5200  to  .0140  parts  and  the 
nitrates  increased  from  .0100  part  to  1.5900  parts  per  100,000. 

The  sewage  quickly  consumed  the  dissolved  oxygen  present  in 
the  water  added,  and  continued  to  putrefy  during  the  period  of 
experiment. 

Series  No.  3  A. 
Effluent  of  Filter  No.  103. 

[Paris  per  100,000.] 


ME  Elapsed 

(DATS). 

1 

•a 
o 

Ammonia. 

e 

Nitrogen 

AS 

a 

O 
O 

■Si 

p 

o 

o 

3 

3 

Tl 

S 

ALBDMINOID. 

1 

"u 

g 

o 

1  c 

3  O 

CO 

s 

1" 

0, 

.48 

V.  Blight. 

0.2100 

0.0600 

.0520 

7.19 

1.66 

.0140 

0.79 

65.9 

28,300 

7, 

.43 

V.  slight. 

0.2200 

0.0600 

.0340 

- 

1.53 

.0050 

0.70 

0.8 

2oa 

14, 

.49 

V.  slight. 

0.2700 

0.0600 

.0400 

- 

1.45 

.0006 

0.73 

1.3 

18,100 

21, 

.42 

Xone. 

0.2700 

0.0500 

.0380 

- 

1.19 

.0048 

0.69 

2.4 

5,500 

28, 

.43 

None. 

0.2800 

0.0400 

.0360 

- 

1.22 

.0120 

0.68 

1.6 

3,000 

Effluent  of 

Filter  No. 

135. 

0 

.62 

V.  Blight. 

1.1400 

0.0680 

.0540 

5.30 

2.51 

.0040 

0.94 

75.1 

1,200 

7 

.57 

None. 

1.1000 

0.0620 

.0400 

- 

2.40 

.0200 

0.81 

17.0 

492 

14 

.63 

V.  slight. 

1.0800 

0.0580 

.0400 

- 

2.61 

.0320 

0.87 

3.7 

800 

21 

.52 

V.  Blight. 

I. 0000 

0.0600 

.0460 

- 

2.59 

.0450 

0.86 

5.0 

900 

28 

.56 

None. 

1.0200 

0.0500 

.0340 

- 

2.34 

.0375 

0.88 

4.3 

1,000 

Effluent  of 

Filter  No. 

136. 

0 

.69 

V.  Blight. 

1.3000  0.2060 

.0940 

5.60 

2.32 

.0060 

1.88 

74,7 

4,400 

7 

.62 

V.  Blight. 

1.4000 

0.1880 

.0600 

- 

2.06 

.0500 

1.56 

4.9 

3,600 

14 

.75 

V.  Blight. 

1.4000 

0.1800 

.0600 

- 

2.31 

.0240 

1.66 

2.1 

1,000 

21,      ...        . 

.62 

V.  Blight. 

1.4000 

0.1600 

.0660 

- 

2.10 

.0080 

1.62 

1.1 

700 

28 

.62 

V.  Blight. 

1.4800 

0.1600 

.0520 

- 

2.14 

.0140 

1.68 

1.3 

600 
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Effluent  of  Filler  No.  137. 

[Parte  per  100,000.] 


Ammonia. 

NiTBOGKN 
AS 

1 

3 

e 

?2 

—  o 

3 

Time  Elapsed 

ALBLMIKOID. 

M 

(DATS). 

o 

5 

i 

a! 

1 

1 

3  S 

B 

i 

5 

OD 

2 

1 

u 

a 

1 

M 

o 

|5 

0 

.87 

Decided. 

2.4500 

0.196o'.1480 

6.41 

0.02 

.0000 

2.32 

47.8 

81,600 

7,      .        .        .        . 

.90 

Strong. 

2.7000 

0.1640  .0&80 

-, 

0.01 

.0000 

1.60 

0.0 

50,000 

14 

Black. 

V.  strong. 

2.7000  0.1240.0840 

- 

0.01 

.0000 

1.76 

0.0 

4,500 

21,      . 

Dark 

yellow. 

Dark 

V.  strong. 

2.7200  0.12801.0920 

- 

0.01 

.0000 

1.88 

0.0 

700 

28 

Strong. 

2.7600  0.1200  .0740 

_ 

0.01 

.0000 

1.82 

0.0 

8,000 

yellow. 

Effluent  of  Filler  Xo. 
First  Period. 


1G3. 


Slight. 
Slight. 
Slight. 
Slight. 

Slight. 


i 

1.3000 

0.1280 

.0880  ' 

7.19 

0.47 

.0200 

1.12 

69.2 

1.4500 

0.1420 

.0660 

] 

0.16 

.0004 

1.08 

0.4 

1.5000 

0.1060 

.0520 

-           ; 

0.01 

.0000 

1.08 

0.0 

1.4000 

0.1060 

.0560 

_           1 

0.01 

.0002 

1.06 

0.0 

1.5200 

0.1040 

.0520 

-          ' 

0.01 

.0000 

1.05 

0.0 

Second  Period. 


Slight. 
V.  slight. 
V.  slight. 

None. 


[l.5200 

0.0860 

.0420 

- 

0.02 

.0280 

1.02 

- 

^1.1600 

0.0740 

.0460 

1 

0.29 

.0090 

0.96 

- 

0.7000 

0.0740 

.0340  i 

0.74 

.0068 

0.94 

- 

^0.0140 

1 

0.0660 

.0340 

- 

1.59 

.0030 

0.90 

75.0 

Sewage. 


7, 
14, 
21, 


t^ewage. 

.72 
Black. 
Black. 
Black. 


Decided. 
Strong. 

HjS,  V. 

strong. 
n,S,  V. 

strong. 
V.  strong. 


2.6000 

0.3600 

.2360 

4.80 

0.10 

.0060 

2.20 

0.0 

3.7000 

0.2400 

.1120 

- 

0.01 

.0000 

2.04 

- 

3.7000 

0.2400 

.1300 

- 

0.00 

.0000 

2.28 

- 

3.7000 

0.2200 

.1600 

- 

0.00 

.0000 

2.28 

- 

3.7000 

0.2000 

.1300 

- 

0.00 

.0000 

"' 

~ 

Series  No.  4. 
In  this  series  the  et^lucnts  e.xpcrinientcd  with  were  from  anaerobic 
Filter  No.  133,  the  coarse  and  high  rate  Filters  Nos.  134,  135  and 
136,  and  the  coke  contact  Filters  Nos.  175  and  176.     Five  bottles 
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of  each  effluent  were  tilled  and  stoppered  and  placed  in  an  incubator, 
the  temperature  of  which  was  maintained  at  80°  F.,  one  sample 
being  examined  each  da}',  the  period  covered  being  nearly  five  days. 

The  effluent  of  Filter  No.  133,  containing  no  nitrates  or  dissolved 
oxygen,  putrefied,  rapidly  becoming  black  and  ill-smelling,  although 
the  oxygen  consumed  from  permanganate  increased  but  slightly. 
The  effluents  of  Filters  Xos.  134  and  135,  although  containing 
but  a  small  amount  of  dissolved  oxygen  at  the  beginning  of  the 
experiment,  were  three  days  in  exhausting  this  oxygen,  and  subse- 
quently a  small  amount  of  the  oxygen  of  the  nitrates  was  consumed. 
Neither  effluent  developed  any  odor  nor  changed  in  appearance. 
The  effluent  of  Filter  No.  136  deserves  especial  mention  as  it  con- 
tained at  the  beginning  of  the  experiment  1.24  parts  per  100,000  of 
albuminoid  ammonia,  9.03  parts  of  nitrates,  and  22  per  cent,  of 
saturation  of  dissolved  oxygen  ;  and  it  is  noticeable  that,  notwith- 
standing the  enormous  amount  of  organic  matter  present  in  the 
effluent  determined  as  albuminoid  ammonia,  it  was  in  an  almost 
stable  condition,  the  oxygen  consumed  from  permanganate  remain- 
ing practically  constant  during  the  period  of  incubation,  the  nitrates 
being  reduced  to  5.76  parts  per  100,000  in  the  course  of  the  experi- 
ment, the  dissolved  oxygen  not  being  quite  exhausted,  and  the  ef- 
fluent showing  no  change  in  appearance  and  not  develo})ing  an  odor. 

The  effluents  of  the  coke  contact  Filters  Nos.  175  and  176  were 

also  incubated  for  the  same  period  without  any  appreciable  change 

of  their  organic  contents,  or  the  development  of  odors.     The  rate 

of  operation   of  each  of  these  two  filters  w\as  at  this  time  about 

1,200,000  gallons  per  acre  daily,  and  nitrification  was  active  within 

them. 

Series  No.  4. 

Effluent  of  Filter  No.  133. 

[Parts  per  100,000.] 


Ammonia. 

NiTBOOKN 

"Si 

s. 

o'n 

O 

D 

a 

TlHK   Kl.APSBD 

ALIIUMIHOID. 

S3  si 

(l)AV8). 

1  c 
s  o 

6 

c 

« 

00 

c 

a 
bo's 

o 

o 

i 

B 

o 

\ 

"C 

& 

2  c 

Q 

O 

'a. 

t- 

c 

O 

2! 

'A 

o 

S-^ 

M" 

1 

.02 

Decided. 

6.6000 

0.2120 

.1300 

10.03 

0.00 

.0000 

1.48 

0.0 

78,600 

2 

_ 

Decided. 

7.0000 

0.1650 

.1220 

_ 

0.00 

.0000 

1.46 

0.0 

32,600 

3 

- 

Btronx. 

6.7500 

0.2400 

.1220 

_ 

0.00 

.0000 

l.!j8 

0.0 

44,000 

4 

- 

.Strong. 

6.8250 

0.2800 

.1120 

- 

0.00 

.0000 

1.60 

0.0 

24,000 

5 

Black. 

BtroDg. 

6.8760 

0.2100 

.1220 

- 

0.00 

.0000 

1.60 

0.0 

13,000 
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Effluent  of  Filler  No.  134. 

[Parle  per  100,000.] 


TiMB  Elapsbd 
(DATS). 

u 

o 
o 
O 

U 

o 

§ 

AUUONIA. 

o 

NlTBOOBN 
AS 

1 

3 

5 
U 

1 

K 

o 

>.* 
oco 

So 

c  . 

3 

o 

ALBCMINOID. 

1 

s 

flO 

■z 

e 

P 

5 

1   s 

e  ■ 

1, 

.45 

V.  Blight. 

1.0000 

0.1920 

.0720 

10.00 

4.90  .0820 

1.68 

64.8 

8,500 

2, 

~ 

V.  Blight. 

1.0800 

0.1760 

.0600 

- 

4.50 

.0800 

1.52 

33.4 

77,500 

8, 

- 

V.  Blight. 

1.0800 

0.1880 

.0600 

-' 

4.42 

.0700 

1.76 

5.0 

40,000 

4, 

- 

V.  Blight. 

0.920o' 0.2840  .0680 

- 

4.41 

.0800 

2.46 

- 

5,000 

5, 

.45 

V.  Blight. 

1.0400  0.2160  .0640 

- 

3.49 

.1200 

1.78 

1.3 

20,000 

Effluent  of  Filler  No. 

135. 

1 

.51 

V.  Blight. 

0.7000  0.1560 

.0880 

9.20 

5.53 

.0060 

1.22 

46.6 

4,300 

2 

- 

None. 

0.7000  0.1600 

.0780 

- 

5.53 

.0100 

1.18 

29.7 

4,200 

3 

- 

None. 

0.6200  0.1400 

.1020 

- 

6.26 

.0160 

1.12 

0.6 

2,400 

4 

- 

None. 

0.620010.1560 

.0760 

- 

5.43 

.0300 

0.94 

0.0 

1,000 

6 

.50 

None. 

0.7000  0.1120 

.0880 

- 

4.50 

.0800 

1.22 

0.0 

1,800 

Effluent  of 

Filler  No. 

136. 

1 

.68 

Slight. 

1.4800  1.2400 

.1980 

8.68 

1  9.03 

.0260 

!  6.00 

22.1 

28,060 

2 

- 

Slight. 

1.8500,1.3300 

.2160 

- 

1  8.33 

.5600 

,  6.24 

25.8 

28,100 

3 

- 

Slight. 

1.8500.1.0100 

.I960 

7.15 

.4000 

6.20 

42.3 

65,600 

4 

- 

Slight.       ! 

2.0000 

1.0800 

.1960 

7.11 

.4500 

6.05 

29.4 

11,200 

6 

.68 

V.  Blight. 

2.0500 

1.0100 

.2120 

- 

5.76 

.4000 

6.20 

23.9 

4,800 

Effluent  of 

Filter  No. 

175. 

1 

.49 

V.  Blight. 

0.6100 

0.0960 

.0680 

T.26 

2.19 

.0120 

0.66 

37.5 

33,500 

2 

- 

V.  Blight. 

0.6600 

0.0840 

.0740 

- 

2.19 

.0060 

0.63 

- 

25,500 

3 

- 

None. 

0.7000 

0.0780,. 0520 

- 

2.18 

.0160 

0.62 

- 

18,600 

4 

- 

V.  Blight. 

0.6800 

0.0800  .0440 

- 

2.19 

.0120 

0.61 

- 

9,000 

6 

.50 

V.  Blight. 

0.7000 

0.0800  .0540 

- 

2.07 

.0040 

0.69 

20.0 

6,600 

Effluejit  of 

Filter  No. 

176. 

1 

.40 

V.  Blight. 

0.4600 

0.1160 

.0900 

6.71 

1.18 

.0060 

0.64 

29.0 

23,500 

2,        .        .         .        . 

V.  slight. 

0.4700 

0.1200 

.0600 

- 

1.18 

.0080 

0.63 

- 

62.000 

3,        .        .        .        . 

None. 

0.4900 

0.1180 

.0740 

- 

1.19 

.0018 

0.63 

- 

14,600 

4 

" 

V.  Blight. 

0.5200 

0.1000 

.0740 

- 

1.10 

.0032 

0.64 

- 

24,000 

6,        .        .        .        . 

.40 

Slight. 

0.5200 

0.1220 

.0600 

- 

1.09 

.0080 

0.53 

10.0 

23,000 
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Series  No.  5. 
This  series  of  experiments  was  with  the  effluents  of  Filters  Nos. 
135  and  136,  the  suspended  matter  having  been  hirgely  removed  by 
filtration  of  the  effluents  through  paper.  It  was  an  incubation  ex- 
periment covering  a  period  of  five  days  at  a  temperature  of  80°  F., 
and  the  effluents  remained  practically  unchanged,  as  shown  by  the 
tables. 

Series  No.  5. 

Effluent  of  Filter  No.  135. 

[Parts  per  100,000.] 


c 

"3 
o 

Odor. 

AMMONIA. 

c 
.a 

Nitrogen 

AS 

T3 

1 

S 

e 
o 

a 
X 

o 

c 

s-2 

a 

Time  Elapsed 

ALBUMINOID. 

00 

1 

5 

S>^ 

(Days). 

1 

1  c 

3  o 

act 

e 

M 

ll 

1 

.72 

1 
V.  slight. 

.4500 

.1120 

.1020 

3.42 

1,84 

.0060 

1.00 

85.1 

11,100 

2 

- 

V.  slight. 

.4000 

.1100 

.0880 

- 

2.09 

.0170 

1.06 

68.4 

14,600 

3 

- 

V.  Blight.   , 

.3100 

.0980 

.0660 

- 

1.92 

.0600 

1.04 

7.3 

13,000 

4 

- 

V.  Blight. 

.3000 

.0960 

.0660 

- 

1.90 

.0800 

1.02 

2.3 

19,000 

5,        .        .        .     '   . 

.72 

V. slight. 

.2800 

.0960 

.0660 

- 

1.90 

.0800 

0.98 

2.0 

29,500 

Effluent  of 

Filter  No. 

136. 

1 

.72 

V.  slight. 

.6000 

.1740 

.1280 

3.30 

3.69 

.0090 

1.28 

82.1 

12,800 

2 

- 

V.  Blight. 

.5400 

.1960 

.1220 

- 

3.68 

.0160 

1.22 

76.0 

2,200 

3 

- 

V.  slight. 

.5000 

.2040 

.1000 

- 

3.66 

.0400 

1.24 

26.5 

8,000 

4 

- 

V.  slight. 

.5000 

.1680 

.1000 

- 

3.64 

.0600 

1.22 

1.3 

7,000 

6,        .        .        .        . 

.70 

V.  slight. 

.5000 

.1640 

.1000 

- 

3.64 

.0600 

1.22 

1.3 

15,600 

Period  covered  by  experiment,  December  15  to  20,  inclusive. 


Series  No.  6. 
Two  experiments,  covering  a  period  of  five  weeks,  were  made 
with  the  effluents  of  Filters  Nos.  135  and  136,  the  effluents  not  be- 
ing incubated,  but  standing  in  the  laboratory  for  this  period  of  time 
in  gallon  bottles  open  to  the  air.  Both  effluents  improved  in  quality, 
the  free  ammonia  of  the  effluent  of  Filter  No.  -135  decreasing  from 
2.00  parts  to  .90  part  per  100,000  and  the  nitrates  increasing  from 
4.02  parts  to  5.10  parts  per  100,000  ;  the  free  anmionia  in  the  efflu- 
ent of  Filter  No.  136  decreasing  from  4.00  parts  to  .90  part  per 
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100,000,  and  the  nitrates  increasing  from  1.5G  parts  to  3.43  parts 
per  100,000. 

Various  other  experiments  of  a  like  nature  were  made  with  similar 
results. 

Series  No.  6. 

Effluent  of  Filter  No.  133. 

[Parts  per  100,000.] 


AMMONIA. 

NiTEOOEN 
AS 

•a 

1 

a 

c 

ox 

1° 

.s 
s 
<^     1 

Time  Elapsed 

ALBUMINOID. 

«*« 

(DATS). 

o 

s 

1 
o 

2 

s 

1    B 
S  O 

I" 

B 

s 

6 

2 

6 

e 
>> 
o 

o 

o  S 

B3 

0, 

0.83 

V.  Blight. 

2.0000 

.1520 

.0820 

10.59 

4.02 

.0280 

1.40 

31.4 

4.900 

3, 

- 

V.  slight. 

1.8800 

.1280 

.0700 

- 

4.16 

.0600 

1.32 

- 

- 

6> 

- 

V.  slight. 

1.560o'.]440 

.0580 

- 

8.49 

.1200 

1.48 

- 

- 

11, 

- 

V.  slight. 

0.8400  .1080 

.0580 

- 

4.42;. 2400 

1.48 

- 

- 

14, 

- 

V.  slight. 

0.8000  .1280 

.0620 

- 

4.93.0000 

1.32 

- 

- 

17, 

- 

None. 

0.8000  .1160 

.0500 

- 

1  5.06,. 0000 

1.28 

- 

- 

20, 

- 

None. 

0.8000  .1240 

.0480 

- 

5.10  .0000 

1.22 

- 

- 

35, 

- 

None. 

0.9000  .1120 

.0500 

- 

4.87J.0000 

1.18 

- 

- 

Effluent  of  Filter  No.  136. 


0, 
3, 
5, 

11, 

14, 
17, 
20, 
35, 


1.16 

Slight. 

4.1000 

.1920 

.1140 

11.00 

1 
1.56 

.0160 

1.60 

6.5 

- 

Slight. 

3.6000 

.1560 

.0940 

- 

1.67 

.0600 

1.56 

- 

- 

Slight. 

3.6000 

.1760 

.0980 

- 

1.61 

.0600 

1.50 

- 

- 

Slight. 

3.1000 

.1280 

.0780 

- 

I  1.53 

.2300 

1.50 

- 

- 

Slight. 

2.6000 

.1600 

.0680 

- 

2.20 

.3600 

1.76 

- 

- 

None. 

2.0000 

.1400 

.0580 

- 

2.23 

.6000 

1.86 

- 

- 

None. 

1.3000 

.1560 

.0660 

- 

3.18 

.3400 

1.68 

- 

- 

None. 

0.9000 

.1240 

.0480 

- 

3.43 

.0000 

1.34 

- 

3,900 


Period  covered  by  ezperiment,  September  13  to  October  18,  iDclusive. 


Si  :mmary. 
The  changes  which  go  on  in  contact  or  other  tiltcrs  of  coarse 
material  are  not  always  the  same,  but  are  dependent  on  the  pres- 
ence or  absence  of  ox3'gen,  and  this  in  turn  is  dependent  on  various 
conditions,  such  as  the  character  of  the  sewage,  time  of  filling,  time 
of  contact  and  time  of  drawing  off  the  effluent,  etc.  But  that  both 
anaerobic  and  aerol)ic  actions  iisuallv  i;o  on  in  contact  filters  with  the 
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results  described  there  can  be  no  reasonable  doubt.  Further,  that 
a  limited  period  of  anaerobic  action,  whether  taking  place  within 
the  contact  filter  or  in  the  septic  tank,  is  a  favorable  preparation  of 
the  organic  matter  for  the  subsequent  action  of  the  aerobic  or  oxidiz- 
ing bacteria  seems  to  be  well  proven.  Thus  we  have  within  a  con- 
tact filter  usually  both  putrefaction  and  decomposition  going  on, 
and  one  or  both  of  these  processes  is  generally  continued  in  the 
effluent.  If  the  bacterial  changes  within  the  filter  are  very  incom- 
plete, the  phenomenon  of  "  secondary  decomposition  "  (more  prop- 
erly called  putrefaction)  is  the  one  to  manifest  itself  in  the  effluent. 

It  is  evident,  moreover,  from  a  study  of  all  these  results  that  the 
amount  of  orsfanic  matter  determined  as  albuminoid  ammonia  and 
oxygen  consumed  in  the  effluent  of  a  sewage  filter  constructed  of 
coarse  material,  and  operated  at  a  high  rate  of  filtration,  is  not  a 
true  index  of  the  degree  of  purification  of  such  an  effluent,  if  we 
mean  by  purification  the  oxidation  in  the  filter  of  the  organic  matter 
of  the  sewage  to  a  more  or  less  stable  condition,  and  the  production 
of  an  effluent  which  will  not,  when  having  free  access  to  the  air, 
putrefy.  In  order  that  such  a  stable  effluent  may  be  produced,  it  is 
only  necessary  that  sewage  shall  have  been  for  a  comparatively  short 
period  of  time  in  thin  layers  in  contact  with  an  abundance  of  air 
and  that  aerobic  bacterial  life  shall  have  been  active  without  the 
added  straining  out  of  organic  matter  obtained  by  sand  or  other 
filters  of  fine  material.  Such  an  effluent  will  show  good  nitrification 
and  the  presence  of  dissolved  oxygen  when  running  from  the  filter, 
irrespective  of  the  amount  of  stable  organic  matter  that  it  contains. 
These  effluents,  produced  either  by  intermittent-continuous  filters 
or  by  the  best  of  contact  filters,  show  little  tendency  to  change 
when  excluding  air,  and  maintained  at  summer  temperature  for  a 
considerable  period.  When  mixed  with  water  containing  oxygen 
they  invariably  improve  in  quality.  Even  much  poorer  effluents 
improve  when  under  the  conditions  last  named,  although  they  de- 
compose and  putrefy  under  the  first-named  conditions. 

If  such  an  effluent,  showing  good  oxidation  and  nitrification  occur- 
ring in  the  filter,  contains  dissolved  oxygen,  and  halntually  retains 
this  dissolved  oxygon,  for  a  considerable  period,  it  is  fairly  certain 
that  putrefaction  will  not  occur  in  it  under  ordinary  conditions,  as 
when  exposed  to  air.  Slow  oxidation  may  and  probal)ly  will  occui-, 
this  latter  action  improving  the  effluent  without  producing  odors. 
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This  is  abundantly  proved  hy  the  experiments  above  described.  U, 
on  the  other  hand,  the  effluent  as  it  runs  from  the  filter  does  no^ 
contain  dissolved  oxygen,  or  if  the  oxygen  [)resent  disappears  with 
comparative  rapidity,  it  may  be  taken  as  assured  that  such  an  efflu- 
ent will  putrefy  eventually  unless  mixed  with  a  considerable  volume 
of  water  containing  dissolved  6xygen,  even  though  it  contains  a 
smaller  amount  of  organic  matter,  determined  as  albuminoid  am- 
monia and  oxygen  consumed,  than  other  effluents  of  the  character 
just  described,  and  even  though  a  considerable  amount  of  nitrates  is 
at  first  present. 

In  the  purification  of  untreated  sewage  by  sand  filtration  there  is 
upon  many  of  these  filters  a  constant  tendency  for  surface  clogging 
caused  by  the  accumulation  of  the  coarser  and  more  stable  organic 
matter  of  the  sewage,  and  in  order  to  keep  these  filters  in  operation, 
this  matter  either  has  to  be  scraped  from  the  l)eds  from  time  to  time, 
or  ploughing  with  periods  of  rest  has  to  he  resorted  to.  With  an 
intermittent  continuous  filter  of  broken  stone,  on  the  other  hand, 
much  of  this  coarse  organic  matter  passes  through  the  filter,  as 
already  stated,  and  appears  in  the  effluent,  and  surface  clogging 
does  not  occur.  Moreover,  as  this  matter  passes  through  and  en- 
counters aeroinc  conditions,  it  is,  as  illustrated  by  the  experiments, 
oxidized  to  an  innocuous  condition,  and  can  be  easily  strained  from 
the  effluent  at  very  high  rates,  if  desired,  leaving  this  effluent  well 
purified,  clear  and  highly  nitrified,  or  about  equal  to  the  average 
effluents  of  sand  filters,  and  produced  by  a  rate  of  filtration  many 
times  as  great.  It  is,  of  course,  unnecessary  to  dwell  here  upon 
the  fact  of  the  desirability  of  producing  filter  effluents  as  free  from 
matter  in  suspension  as  possible,  such  as  can  be  obtained  by  sand 
filtration,  notwithstanding  the  fact  that  turbid  but  nevertheless  fairly 
stable  effluents  can  be  produced  l»y  rapid  methods  of  filtration. 

Studies  of  Inclhatiox  Tksts. 
Studying  the  results  of  the  many  determinations  of  oxygen  con- 
sumed from  iicrmanganate  that  have  been  made  during  these  various 
experiments,  we  find  (1)  that  the  oxygen  consumed  from  pennanga- 
nate  invariably  decreases  in  effluents  which  are  in  such  condition 
M'hen  collected  that  they  undergo  slow  oxidation  only;  (2)  that 
with  effluents  that  finally  jnitrefy  the  amount  of  oxygen  consumed 
o'enerallv  decreases  at  first,  if  any  amount  of  nitrates  and  dissolved 
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oxygen  is  primarily  present  in  the  effluent,  to  increase  later  when 
joutrefaction  occurs;  (3)  that  in  one  instance,  when  the  effluent  of 
anaerobic  Filter  Xo.  133  was  incubated  at  80°  F.  for  five  days,  the 
oxygen  consumed  increased  only  very  slightly,  although  the  change 
in  the  appearance  and  odor  of  the  sample  was  very  marked,  owing 
to  the  putrefaction  occurring  within  it;  and  (4)  that  in  one  in- 
stance, although  the  amount  of  oxygen  consumed  increased  largely 
in  this  effluent  when  it  was  kept  for  a  period  of  eleven  weeks,  yet 
during  the  first  three  weeks  it  decreased.  These  results,  taken  in 
connection  with  the  complete  analyses  of  the  samples  in  each  series, 
seem  to  throw  some  doul)t  upon  the  significance  of  the  so-called  five- 
day  incubation  test  with  the  determination  of  oxygen  consumed  only, 
used  to  determine  the  stability  or  instability  of  the  organic  matter 
of  the  effluents  of  sewage  filters,  that  is,  to  determine  their  liability 
to  undergo  the  so-called  secondary  decomposition.  This  determina- 
tion is  very  much  depended  upon,  however,  in  England,  to  show 
the  character  of  the  effluents  of  sewage  filters,  as  being  a  much 
shorter  way  than  complete  analyses  of  these  effluents.  It  would 
seem,  however,  that  in  most  instances  a  determination  of  the  dis- 
solved oxygen  present  at  the  beginning  and  the  end  of  the  period 
of  incubation,  together  with  observations  of  the  change  in  appear- 
ance of  the  sample,  if  an}'  occurs,  would  be  a  more  satisfactory 
simple  test. 

Owing  to  the  results  obtained  in  this  previous  work,  a  series  of 
incubation  tests  was  undertaken,  in  connection  with  complete  anal- 
yses of  effluents  of  filters  of  many  kinds,  producing  effluents  of 
varying  degrees  of  purification.  Some  of  these  results  are  shown 
in  a  following  table. 

Studying  these  results  as  carried  on  with  twenty-one  samples  of 
effluent,  we  find  only  three  instances  where  the  oxygen  consumed 
from  porniiinganate  increased  at  the  end  of  the  five  days'  incu- 
bation, although  in  ten  of  the  twenty-one  effluents  examined  there 
was  no  dissolved  oxygen  present  at  the  end  of  the  period,  and  in 
two  of  the  sanii)les  —  both  of  the  same  effluent,  however  —  there 
was  no  dissolved  oxygen  present  at  the  beginning  of  this  period. 
Several  of  these  effluents,  showing  less  oxygen  consumed  at  the  end 
of  five  days,  jjutrefied,  as  evidenced  l>y  their  change  in  appearance 
and  by  the  develo))ment  of  gas  and  odors.  In  a  number  of  them 
secondary  dec(Mn])osition  occurred,  —  if  we  use  the  word  "  decompo- 
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sition  "  in  its  true  sense,  meaning  change  of  organic  matter  in  the 
presence  of  oxygen, — although  odors  did  not  develop  in  these 
samples,  as  the  change  was  oxidation  instead  of  putrefaction. 
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BACTEKIOLOGICAL  STUDIES  AT  THE  LAWREXCE 
EXPERIMENT  STATION, 

WITH 

SPECIAL,  REFERENCE  TO  THE  DETERMIXATION  OF  B.  COJLT. 


By  Stephen  DeM.  Gage,  Biologist  at  the  Laicrence  E:rperiment  Station. 


Since  the  introduction  of  l)actcritil  methods  of  water  analysis,  the 
constant  aim  of  Ijacteriologists  working  along  this  line  of  the  science 
has  been  to  perfect  methods  of  more  significance  than  the  mere  de- 
termination of  the  num])ers  of  bacteria  present  in  a  given  volume 
of  water.  Especially  has  it  been  desired  to  perfect  methods  whereby 
pathogenic  bacteria  may  be  accurately  determined  by  some  easily 
applied  method. 

Although  much  has  been  accomplished,  it  is  still  true  to-day  that 
tests  for  the  bacillus  of  typhoid  fever  in  polluted  water  are  unsatis- 
factory. 

As  early  as  1893^  it  was  proposed  that  the  colon  bacillus  was  a 
direct  indication  of  pollution  by  sewage,  and  was  suggested  that 
tests  should  be  made  for  that  organism. 

Various  methods  for  making  these  tests  were  otiered  by  different 
observers,  and,  as  a  result  of  studies  of  the  ditierent  methods  at  the 
Experiment  Station  during  1896-97,  the  Lawrence  methods'- were 
elaborated,  and  routine  studies  were  begun  on  the  sanitary  signifi- 
cance of  the  presence  of  B.  coli  in  filtered  waters.  With  the 
exception  of  a  few  minor  changes  and  additions,  which  experience 
has  dictated,  these  methods  have  been  in  constant  use  at  the  Experi- 
ment Station  since  they  were  first  devised.  The  results  of  these 
tests  and  their  interpretation  as  bearing  on  the  questions  of  the 
purity  of  water,  etc.,  have  been  published  in  the  annual  reports  of 
the  Board  since  1898,  under  the  filtration  of  water. 

It  is  the  purpose  of  the  writer,  in  the  present  paper,  to  tabulate 
and  discuss  some  of  the  points  of  these  studies  from  the  bacterio- 
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logical  side,  showino;  the  results  and  value  of  some  of  the  different 
tests  as  applied  to  cultures  in  routine  work,  the  amount  of  the  work 
done  and  the  scope  of  the  work  at  present  in  this  laboratory,  and 
also  to  describe  some  of  the  species  of  bacteria  which  have  made 
their  appearance  in  the  routine  work,  and  to  show  their  possible 
position  in  the  grouping  of  bacteria  as  related  to  the  colon  group. 

The  paper  is  divided  into  five  parts,  the  first  two  treating  of  the 
routine  work,  and  the  others  of  a  more  extended  study  of  the  dif- 
ferent species  which  have  been  isolated  during  recent  routine  tests, 
in  which  an  attempt  has  been  made  to  isolate  every  abnormal  species 
or  variety  which  has  made  its  appearance  at  any  portion  of  the  tests 
for  B.  coli. 

This  work  was  begun  under  the  direction  of  Mr.  H.  W.  Clark, 
through  whose  co-operation  many  portions  have  been  made  possible. 
Credit  should  also  be  given  to  all  the  members  of  the  laboratory 
force,  and  especially  to  Messrs.  E.  B.  Phelps  and  A.  I.  Kendall,  for 
assistance  and  suggestions  in  the  study  of  the  species. 

I.  —  Changes  in  the  Lawrence  Methods  for  the  Detection 

OF  B.  Coli. 

The  principal  change  in  the  methods  as  first  published  has  been 
in  extending  the  final  reading  on  the  liquefaction  of  gelatin  to  four- 
teen days  instead  of  ten  days,  as  Avas  done  during  the  earlier  portion 
of  the  work.  The  reason  for  this  is  ol)vious,  as  shown  in  the  rec- 
ords of  cultures  examined  during  the  latter  portion  of  the  work 
(Table  No.  H.).  It  should  be  noted  that  the  more  slowly  lique- 
fying cultures  were  those  having  the  final  form  of  a  cup,  many  cul- 
tures which  showed  a  cup  form  during  the  earlier  portion  of  their 
development  changing  to  the  funnel  or  stratified  forms  later ;  and, 
roughly  speaking,  it  may  be  said  that  the  numl)er  of  cultures  showing 
the  cup  form  in  the  tal)le  is  prol)ably  the  num])er  which  would  not 
show  liquefaction  until  after  the  tenth  day. 

A  study  of  a  consideral)lc  immber  of  cultures  incul)ated  longer 
than  fourteen  days  has  convinced  us  that  this  is  sufficiently  long  to 
continue  the  tests ;  and,  although  there  may  still  be  some  few  cul- 
tures which  would  show  liquefaction  if  grown  longer,  the  percentage 
of  these  is  so  sinall  as  to  be  negligible  in  routine  work. 

AVc  have  also  come  to  look  for  the  })resoncc  of  wrinkles  in  the 
surface  growth  oi  gelatin   in   Iho  non-liquefying  cultures,  and  such 
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cultures  have  been  unhesitatingly  thrown  out  as  n on- colon,  although 
they  may  possibly  have  passed  all  the  other  tests. 

In  the  fermentation  tubes  we  have  made  ol^servations  of  the  pres- 
ence of  a  scum,  since  B.  coli  should  never  form  a  pellicle  in  fluid 
media. 

Since  the  publication  of  the  methods  for  making  the  qualitative 
test  in  one  cubic  centimeter,  we  have  added  a  method  for  making 
tests  in  larger  volumes,^  which  is  not  limited  by  the  size  of  the  fer- 
mentation tube.  The  results  of  tests  in  one  and  one  hundred  cubic 
centimeters  of  the  same  waters  have  already  been  published.  Since 
the  medium  for  the  test  in  large  volumes  contains  phenol,  while  the 
usual  dextrose  broth  used  in  the  fermentation  tube  contains  no 
phenol,  the  following  figures  are  inserted  to  show  the  relative  ac- 
curacv  of  the  two  methods  :  — 


One  Cubic 
Centimeter. 


One  Hundred 

Cubic 
Centimeters. 


Ni:mber  of  samples  tested, 

Is  umber  of  samples  giving  preliminaiy  fermentation, 
Per  cent,  of  samples  giving  fermentation  proved  to  contain 
B.  coli, 


1,375 

474 

71 


These  figures  include  the  work  up  to  the  first  of  January,  1901, 
the  records  not  being  separated  after  that  time. 

This  difference  of  one  per  cent,  represents  the  exclusion  of  out- 
side species  by  the  phenol,  and  also  probably  some  of  the  weaker 

strains  of  B.  coli. 

Media . 

With  few  exceptions,  the  media  in  use  is  the  same  as  when  the 
methods  were  first  published.  Changes  have  been  made  in  the 
gelatin,  agar  and  dextrose  ))roth.  The  gelatin  and  agar  have  been 
made  to  conform  strictly  to  that  reconnnended  hy  the  bacteriological 
committee.*^  Studies  in  connection  witli  species  determinations  have 
shown  us  that  equally  good  result.s  are  obtained  in  the  fermentation 
tube  in  our  B.  coli  work,  if  the  amount  of  dextrose  is  reduced  to 
one  per  cent.,  and  the  broth  made  without  meat;  and  during  the 
present  year  the  dextrose  broth  has  had  the  following  composition  : 
one  per  cent,  of  pe[)ton  (Witte),  dissolved  in  tap  water,  with  one 
per  cent,   of  dextrose  added  after  the  pepton  is  dissolved.     With 
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the  elimination  of  the  meat,  additions  of  acid  or  alkali  to  change 
the  reaction  become  unnecessary,  and  less  change  in  the  final  reaction 
is  noted  after  sterilization. 

n. — Eeview  of  Routine  Colon  Studies. 

Up  to  the  first  of  May,  1902,  we  have  examined  over  10,800 
samples  of  water  for  the  presence  or  a])sence  of  B.  coli,  and  over 
5,600  samples  of  water,  sewage,  etc.,  for  the  numbers  of  B.  coli  in 
one  cubic  centimeter.  We  have  also  examined  about  460  samples 
of  shellfish  and  over  800  samples  of  ice  for  the  presence  of  this 
germ. 

During  the  earlier  part  of  the  work  the  main  interest  in  the  colon 
tests  lay  on  the  side  of  the  filtration  of  water,  most  of  the  work 
being  done  along  this  line ;  and  the  records  of  the  cultures  were 
kept  from  that  stand-point,  little  attempt  being  made  to  study  the 
cultures  further  than  was  necessary  to  decide  whether  or  not  they 
should  be  included  in  the  colon  group.  Up  to  the  first  of  January, 
1901,  we  had  isolated  some  3,000  cultures  suspected  of  being  B.  coli, 
of  which  1,555  came  from  supposedly  unpolluted  water,  isolated  by  the 
qualitative  tests ;  and  the  others,  from  water  known  to  be  polluted^ 
were  isolated  directly  from  the  Wurtz  agar  plates.  In  tabulating 
the  cultures  ol^tained  from  the  plate  test  we  have  thought  it  well  to 
divide  them  into  two  groups  :  "  A,"  those  where  the  colonies  selected 
were  chosen  as  representing  a  large  number  of  colonies  on  the  plate  j 
and  "B,"  where  all  of  the  colonies  on  the  plate  were  transferred. 
This  was  done  to  eliminate  as  much  as  possible  the  personal  factor, 
as,  in  fishing  a  plate,  if  there  are  a  large  number  of  colonies  present, 
one  unconsciously  selects  more  characteristic  colonies  than  if  all  of 
the  colonies  are  to  ))e  fished.  Also,  in  some  of  the  work,  plates 
were  made  from  waters  which  were  only  suspected  to  be  polluted, 
and  in  such  a  case  one  would  fish  any  doul)tful  colonies. 

For  convenience,  the  tests  have  been  recorded  in  the  following 
order,  although  many  of  the  tests  were  made  at  the  same  time  :  — 

1.  Characteristic  appearance  on  agar  streak. 

2.  Gas  production  in  dextrose  broth. 

3.  Coagulation  of  milk. 

4.  Production  of  nitrites  in  nitrate  broth. 

5.  Production  of  indol  in  Dunham's  solution. 

6.  Non-liquefaction  of  gelatin. 
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In  the  following  table  are  shown  the  percentage  of  cultures  re- 
maining after  each  successive  test,  and,  indirectly,  the  relative  value 
of  each  medium  as  a  diflerential  test,  also  the  relative  accuracy  of 
the  preliminary  test  by  the  fermentation  method  and  by  the  Wurtz 
agar  plate.  The  results  are  tabulated  by  years,  showing  the  varia- 
tion even  with  waters  of  the  same  class. 


Table  No.  I. —  Showing  Percentage  Elimination  of  Suspected  Cultures  of  B.  Colt, 
by  Successive  Tests  in  Routine  Work. 


1898. 

Qualitative  Miethod 

Quantitative  Method,  A,       .        .        . 

Quantitative  Method,  B,       .        .        . 

Total,  1898 

1899. 

Qualitative  Method,       .... 

Quantitative  Method,  A,       .        .        . 

Quantitative  Method,  B,       .        .        . 

Total,  1899, 

1900. 

Qualitative  Method,       .... 

Quantitative  Method,  A, 
Quantitative  Method,  B, 

Total,  1900 

Total,  1898-1000, 
Qualitative  Method,      .... 

Quantitative  Method,  A,       .        .        . 

Quantitative  Method,  B,       .        .        . 

Total,  three  years,  .... 


s  o 


178 

141 

80 

399 

661 
528 
271 


1,460 

716 
325 
95 


1,136 

1,555 
994 
446 


2,995 


Per  Cent,  of  Cultcbks  pass  — 


94 


97 


83 


90 


88 


It  appears  from  this  table  that  the  fermentation  test  is  somewhat 
more  apt  to  show  the  colon  bacilhis  than  the  plate  method ;  and  this 
is  true  from  another  stand-point  as  shown  by  the  fact  that  in  the 
earlier  part  of  the  work,  when  tests  were  made  on  the  same  water 
by  both  methods,  we  frc(juently  would  obtain  negative  or  doubtful 
reactions  on  the  plates,  when  we  would  get  a  strong  positive  reaction 
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in  the  dextrose  broth.  This  can  probablj'  be  accounted  for  by  the 
greater  facility  for  the  development  of  bacteria  in  fluid  than  in  solid 
media. 

Concerning  the  necessity  for  the  second  inoculation  into  the  fer- 
mentation tube,  for  cultures  obtained  directly  from  the  fermentation 
tests,  it  should  be  borne  in  mind  that  in  the  preliminary  fermentation 
we  are  dealing  with  mixed  cultures,  and  that  the  organism  which 
gives  the  preliminary  gas  production  may  not  pass  the  Wurtz  agar 
plate,  while  some  other  species  may  give  us  a  red  colony,  and  thus 
come  up  for  confirmation.  The  figures  in  the  table  show  the  possi- 
bility of  this,  and  also  its  relative  infrequency.  The  necessity  for 
the  use  of  milk,  when  we  use  milk  sugar  in  the  Wurtz  agar,  has 
also  1)een  questioned.  The  figures  in  the  table  also  sustain  this, 
although  the  percentage  reduction  is  small.  In  fact,  there  are  some 
fio-ures  in  the  table  which  would  sustain  the  omission  of  either  the 
milk,  nitrate  or  indol  tests,  for  a  certain  class  of  work  and  during  a 
certain  period ;  but,  since  the  bacterial  flora  from  any  given  source 
is  never  constant,  we  find  that  each  of  these  tests  is  necessary  at 
some  point.  With  regard  to  the  possible  utility  of  additional  tests, 
undoubtedly  there  are  some  tests  which  might  well  be  added.  The 
tests  as  applied,  however,  give  us  reactions  which  are  typical  not 
only  of  B.  coli  communis,  but  also  of  certain  other  species  of  taecal 
bacteria  which  should  also  Ije  included  in  the  colon  group ;  and  a 
further  extension  of  the  tests,  which  would  exclude  these  species, 
would  seriously  impair  the  value  of  tests  which  are  made  with  the 
specific  object  of  the  determination  of  fiecal  pollution,  rather  than 
the  isolation  of  a  certain  well-defined  species. 

Since  the  latter  part  of  1900  the  applicability  of  the  colon  tests 
to  other  than  filtered  water  samples  has  been  recognized,  and  the 
scope  of  the  tests  has  been  considerably  enlarged.  The  tests  have 
now  been  applied  to  spring  waters,  surface  waters,  well  w;iters,  ice, 
sewa'^e  and  effluents  from  sewage  filters,  shellfish  and  sea  water,  in 
connection  with  different  researches  and  investigations,  some  of  which 
have  already  been  published  by  the  Board,  and  others  of  which  are 
still  under  study.  Beginning  in  the  middle  of  October,  1900,  a  more 
complete  record  of  the  cultures  obtained  from  the  different  sources 
was  attempted,  records  being  kept  of  the  more  prominent  charac- 
teristics of  each  culture,  all  types  varying  from  the  true  colon  type 
Ijeing  set  aside  for  further  more  complete  study. 
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As  the  species  of  bacteria  present  in  the  samples  from  the  differ- 
ent sources  have  varied  considerably,  the  records  of  the  tests  on  the 
cultures  have  been  grouped  according  to  the  source.  Under  shell- 
fish have  Ijeen  included  all  cultures  from  samples  of  clams,  oysters, 
quahaugs,  scallops,  etc.,  and  also  cultures  from  samples  of  sea 
water  which  usually  accompanied  these ;  since  many  of  these  sam- 
ples were  suspected  of  contamination  by  sewage,  we  have  in  them  a 
combination  of  the  sewage  and  marine  flora.  In  the  case  of  springs, 
wells  and  surface  waters,  only  a  few  cultures  were  obtained  from 
each,  and  these  are  all  groujied  under  one  head.  L^'nder  sewage 
have  l)een  included  all  cultures  from  the  ditierent  kinds  of  sewage 
and  from  the  effluents  of  sewage  filters  operating  at  the  higher  rates, 
which  in  general  appear  to  pass  B.  coli  more  or  less  readily. 

In  the  following  table  are  shown  the  tabulations  of  the  records  of 
the  cultures  which  were  studied  during  the  past  eighteen  months. 
The  method  of  expression  of  results  is  somewhat  diflerent  from  that 
in  the  preceding  table,  and  confusion  will  be  avoided  if  one  bears  in 
mind  the  characteristics  of  the  colon  group  which  we  have  included 
as  a  headins:  to  the  table. 
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The  percentage  result  of  each  test  is  better  shown  in  this  table 
than  in  Table  No.  I.,  as  here  we  have  a  more  complete  record  of 
each  culture.  There  is  a  considerable  reduction  in  the  percentage 
of  cultures  passed  as  B.  coli  over  that  in  Taljle  No.  I.  This  is  due 
in  a  considerable  extent  to  the  fact  that,  in  the  larger  variety  of 
samples  examined  during  this  portion  of  the  work,  a  larger  variety 
of  species  has  been  encountered,  with  many  of  which  we  were 
mifomiliar. 

A  considerable  number  of  cultures  have  been  marked  doubtful  at 
the  start,  but  which  it  has  l)cen  necessar}^  should  be  confirmed  by 
further  tests,  until  the  characteristics  of  such  species  could  be 
readily  diagnosed.  Consequently,  the  results  shown  in  Table  No. 
I.  represent  more  nearly  those  which  would  be  obtained  in  the 
routine  examination  of  a  single  Avater,  while  those  in  Tal)le  No.  II. 
are  probably  more  nearl}''  representative  of  the  results  in  a  laljora- 
tory  where  a  large  and  varied  list  of  samples  were  to  be  examined. 
The  slightly  increased  strictness  in  reading  the  tests,  as  explained 
elsewhere,  has  also  had  a  tendency  to  restrict  the  number  of  cultures 
passed  as  belonging  to  the  colon  group,  while  making  the  results  of 
the  diagnosis  agree  more  nearly  with  the  typical  B.  coli  communis. 

In  some  laboratories  there  is  a  demand  that  the  time  required  for 
the  making  of  the  analysis  shall  be  cut  to  the  least  possible  limit, 
and  in  some  cases  the  time  required  for  the  colon  tests  is  reduced 
by  making  the  final  reading  on  the  gelatin  in  seven  or  even  in  four 
days. 

The  percentage  value  of  the  gelatin  tests  as  reported  in  foui-, 
seven  or  ten  days,  as  compared  with  the  fourteen-day  reading,  for 
different  classes  of  samples,  can  be  roughly  estimated  from  the 
figures  in  the  table. 

In  neither  of  the  tables  has  the  efficiency  of  the  AVurtz  agar  plate 
in  throwing  out  samples  suspected  of  pollution  l)cen  included.  The 
following  figures  will  show  the  })ercentage  of  positive  tests  in  pre- 
liminary fermentation  which  were  also  positive  on  the  AVurtz  agar 
plate  :  — 

Per  Cent. 

From  ice, 73 

From  spring  waters,  etc., 78 

From  shellfish,  etc., 72 

From  filtered  waters, 76 
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During  the  past  two  years  one  species  has  caused  considerable 
trouble.  This  produces  a  colony  on  the  Wurtz  agar  plate  which  is 
of  a  different  shade  of  red  from  that  which  we  have  been  accustomed 
to  consider  as  typical  of  colon,  and  the  plates  have  a  strong  acid 
odor.  This  has  been  thrown  out  by  the  confirmatory  tests,  and 
with  experience  it  can  safely  be  thrown  out  on  the  plate  test  alone, 
but,  until  perfectly  sure  of  our  diagnosis,  we  have  been  obliged  to 
include  the  culture  for  confirmation.  Later  studies  of  this  type 
have  shown  that  it  is  a  micrococcus  or  streptococcus  ;  that  it  grows 
rapidly  in  sugar  solutions,  producing  acid  without  the  production 
of  2:as,  usually  overgrowing  and  crow^diug  out  the  gas-producing 
species,  which,  however,  may  have  formed  sutficient  gas  during  the 
earlier  portion  of  the  incubation  to  give  us  a  positive  preliminary 
fermentation  test,  which  we  are  unable  to  confirm.  In  order  to 
avoid  this,  it  will  probably  be  necessary  to  make  the  time  for  the 
preliminary  fermentation  test  considerably  less  than  has  been  the 
usual  practice.  While  we  cannot  include  this  species  in  the  colon 
<yroup,  it  is  still  possible  that  its  identification  may  be  of  consider- 
able sanitary  value.  Houston*  has  described  this  form,  giving  it 
the  name  of  sewage  streptococcus ;  and,  quite  recently,  Winslow 
and  Hunnew'elP  have  suggested  that  its  presence  is  an  indication  of 
faecal  pollution. 

This  form  was  not  observed  at  Lawrence  prior  to  the  winter  of 
1900-1901,  but  has  since  been  isolated  from  a  number  of  sources, 
being  especially  common  during  the  winter  months. 

Another  type  which  causes  some  trouble  produces  a  small,  com- 
pact, brick-red  colony  on  the  Wurtz  agar  plate.  This  type  does 
not  give  the  proper  cultural  reactions  on  milk,  nitrates  or  Dunham's 
solution  ;  and  its  appearance  on  the  plate  is  so  well  marked,  that, 
after  one  is  sure  of  the  characteristics,  it  may  be  readily  thrown  out 
without  further  confirmation. 

This  form  also  appears  to  be  a  micrococcus,  although  its  cultural 
characteristics  are  different  from  the  acid  form  just  mentioned. 
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SPECIES   STUDIES. 

In  the  following  pages  it  is  proposed  to  set  down  all  of  the  diflerent 
species  and  races  of  bacteria  which  we  have  isolated  during  the  rou- 
tine studies  heretofore  reported,  and  to  indicate  some  of  the  methods 
of  study  of  these  species,  and  to  show  wherein  these  methods  have 
differed  from  the  standard  methods  recommended  by  the  ])aeterio- 
logical  committee,  together  with  the  reasons  for  those  differences. 
As  has  been  previously  stated,  it  has  been  our  endeavor,  during  the 
past  two  years,  to  isolate  and  study  every  type  of  culture  ditiering 
from  the  standard  colon  bacillus  which  has  appeared  in  the  course 
of  the  routine  studies.  In  all  we  have  isolated  and  studied  about 
one  hundred  and  fifty  cultures,  from  which  we  have  obtained  forty- 
six  cultures,  as  indicated  in  Table  Xo.  IV.,  which  are  either  different 
species  or  are  varieties  or  strains  of  the  known  species.  Some  of 
these  are  types  Avhich  would  probably  never  be  confounded  with  the 
true  colon  type,  while  others  would  be  included  by  many  observers 
in  the  colon  group,  from  which  they  difler  only  in  minor  character- 
istics. 

III.  —  On  the  Methods  for  the  Differentiation  of  Bacteria. 
The  recommendations  of  the  bacteriological  committee  leave  little 
to  be  desired  with  regard  to  the  preparation  and  reaction  of  media, 
and,  with  few  exceptions,  we  have  followed  the  procedure  in-oposed 
by  them.  Some  of  the  tests  which  they  recommend  have  been 
omitted,  as  not  of  sufficient  diagnostic  value  in  the  present  studies. 
These  are  as  follows  :  — 

Morphology  :  vacuoles,  crystals. 

Gelatin  plate  :  size,  color  and  description  of  colony. 

Gelatin  stab :  rate  of  growth,  surface  characteristics  in  non-liquefying 
colonies,  and  detailed  description  of  growth. 

Agar  plate  :  detailed  description  of  colony. 

Nutrient  broth :  time  elapsing  before  appearance  of  sediment ;  pellicle 
and  turbidity  ;  color,  thickness  and  structure  of  pellicle  ;  color  and  amount 
of  deposit ;  appearance  of  tube  after  shaking  ;  color  of  broth  ;  quantitative 
reaction  after  a  stated  time. 

Milk  :  color  of  milk,  amount  of  whey,  formation  of  gas. 

Range  of  reaction. 
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This  latter  test  for  range  of  reaction  appears  to  be  of  doubtful 
value,  as  it  is  well  known  that  all  cultures  are  sensitive  to  both  acids 
and  alkalis,  if  the  range  is  only  extended  far  enough  in  either  direc- 
tion ;  and,  while  the  determination  of  the  optimum  reaction  may 
have  some  value  as  a  diflerential  test,  we  are  inclined  to  think  that, 
from  the  data  at  hand,  it  should  be  included  with  the  thermal  death 
point  as  factors  that  are  directly  influenced  by  the  previous  historj'^ 
of  the  culture. 

AVith  regard  to  the  time  of  incubation,  we  have  made  readings  of 
the  biological  features  on  the  fourth,  seventh,  tenth  and  fourteenth 
days.  AVe  have  considered  that  the  time  in  which  a  reaction  was 
produced  was  of  minor  value,  and  have  recorded  a  reaction  as  plus, 
at  whatever  time  it  appeared,  or  as  negative  if  it  was  not  manifest 
by  the  fourteenth  day. 

"NVe  have  also  followed  a  uniform  procedure  of  incubation  of  all 
cultures  at  20°  C.  in  an  incubator.  "While  all  of  our  cultures  have 
grown  more  or  less  readily  at  l)ody  temperature,  and  probably  many 
of  the  biochemical  reactions  could  have  l)een  obtained  earlier  at  this 
temperature,  we  have  considered  that,  for  cultures  of  water  bacteria, 
a  standard  incubation  at  the  lower  temperature  was  the  better 
procedure. 

Preliminary  Cultivation. 

During  the  earlier  portion  of  the  study  of  the  species  the  cultures 
were  put  through  the  preliminary  cultivation  as  recommended  by 
Fuller  and  Johnson"  in  their  paper  on  the  differentiation  of  water 
bacteria,  after  which  the  usual  tests  were  made.  Some  of  the 
results  obtained  after  this  revivification  were  rather  contrary,  and 
we  were  led  to  1)elieve  that  a  more  extended  course  of  treatment 
would  be  of  advantage.  The  principal  discrepancies  noted  seemed 
to  be  in  ilio  motility,  the  turbidity  in  In-oth  and  the  reaction  in  the 
fermentation  tul)c. 

After  some  study  of  these  points  with  diflcrcnt  methods  of  pre- 
liminary cultivation,  the  following  method  was  adopted  and  applied 
to  all  cultures  before  making  species  tests  :  — 

Incul)atc  forty-eight  hours  in  broth,  ])latc  out  on  gelatin  and 
incubate  for  forty-eight  hours,  fish  to  agar  streak  and  incubate  forty- 
eight  hours,  then  })ut  through  two  successive  generations  in  l)roth 
of  forly-oight  iiours  each,  after  which  the  cultures  were  brought 
back  to  ajrar  streak,  and  inoculations  made  into  the  various  culture 
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media  from  the  forty-eight  hour  streak  culture.  During  the  course 
of  study  of  these  cultures,  extending  over  nearly  two  years,  all  of 
the  cultures  have  been  put  through  the  cultural  tests  a  numl^er  of 
times,  at  intervals  of  from  two  to  three  months,  and  in  each  case 
this  method  of  revivili cation  has  been  rigidly  followed  ])efore  making 
cultural  tests. 

The  practice  in  storage  of  cultures  has  been  the  usual  one  of 
keeping  them  on  agar,  transferring  to  fresh  streaks  a])out  once  a 
month.  The  regeneration  which  the  cultures  have  had  at  intervals 
has  undoubtedly  helped  to  keep  them  up  to  strength,  and  it  seems 
advisable  that  revivification  should  be  practised  periodically  on  all 
stock  cultures. 

AVith  regard  to  the  theory  of  preliminary  cultivation,  the  writer 
is  inclined  to  l)elieve  that  the  cultural  characteristics  of  a  s})ecies  are 
more  apt  to  vary  when  first  transferred  from  Avater  to  media  than 
later,  when  it  has,  so  to  speak,  become  acclimated  to  the  laboratory 
environment. 

Since  it  is  manifestly  impossil)le  to  study  a  species  in  its  natural 
habitat,  i.e.,  in  water,  and  is  frequently  embarrassing  to  study  it 
immediately  on  its  isolation,  it  seems  to  be  advisable  to  allow  a  cul- 
ture to  remain  on  media  of  the  same  reaction  and  similar  composi- 
tion to  that  on  which  it  is  to  be  studied,  for  a  space  of  time  greater 
or  less,  as  future  experience  may  dictate,  before  attempting  to 
describe  it.  The  relatively  greater  constanc}''  of  results  of  old  stock 
cultures  over  cultures  recently  isolated  would  seem  to  confirm  this. 

With  the  exception  of  the  gas  formula  in  the  fermentation  tube, 
which  will  be  discussed  elsewhere,  the  cultural,  biochemical  and 
morphological  features  of  our  cultures  appear  to  have  been  constant 
after  the  diflercnt  intervals  of  storage  durin<r  the  time  that  the  cul- 
tures  were  under  study. 

Flagella  PvejKi ra tion .s . 
The  determination  of  the  flagellation  of  motile  bacteria,  while 
recognized  to  l)e  of  importance,  has  been  neglected  in  the  majoritv 
of  published  descriptions  of  water  liacteria,  mainly  because  of  the 
supposed  great  ditliculty  in  the  methods  for  the  dilierentiation.  In 
a  classification  such  as  the  one  proposed  in  this  paper  this  determi- 
nation becomes  of  paramount  im})ortance  ;  and  we  have  given  some 
study  to  the  methods  for  the  staining  of  fiagclla,  all  of  which  appear 
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at  first  reading  to  be  difficult,  but  which  prove  to  be  simple  after  one 
has  become  accustomed  to  their  manipulation. 

Of  the  methods  which  we  have  tried,  we  have  had  foirly  good 
success  with  all,  but  have  given  preference  to  two,  —  Lowit's 
method,  and  the  Pitfield  method  as  modified  by  Eobert  Muir.^  The 
former  possesses  the  advantage  that  all  staining  and  mordaunting  is 
done  in  the  cold,  and  an}^  possible  distortion  due  to  heating  is  elimi- 
nated. This  method  has  the  disadvantage,  however,  that  the  stain 
must  be  applied  for  a  considerable  length  of  time  to  ensure  good 
results.  The  Muir-Pitfield  method  is  much  more  rapid,  and  in  our 
hands  has  given  equally  good  results  with  the  Lowit  method.  By 
this  method  we  have  with  very  few  exceptions  l^een  able  to  make 
satisfactory  preparations  after  one  or  two  trials,  the  exceptions  being 
due  probably  to  the  cultures  not  being  in  the  proper  condition, 
rather  than  to  any  difficulty  in  the  staining  itself. 

The  process  which  we  have  employed  in  getting  the  cultures 
ready  for  staining  has  differed  from  that  usually  recommended,  and 
to  its  use  much  of  our  success  can  undoubtedly  be  attrilmted.  The 
procedure  is  as  follows  :  — 

Fresh  agar  streak  cultures  are  made  of  the  organism  which  it  is 
desired  to  stain  just  after  it  has  come  through  the  preliminary  culti- 
vation, these  beinff  incubated  over  nisht  at  20°  C.  In  the  mornino: 
a  small  loop  from  the  young  culture  is  transferred  to  a  tube  of 
sterile  tap  water,  the  loop  being  held  in  the  water  for  a  few  moments 
without  shaking,  until  a  slight  turbidity  appears  in  the  Avater  in  the 
vicinity  of  the  loop. 

The  water  culture  is  then  incubated  at  the  body  temperature,  if 
the  organism  grows  well  at  that  temperature,  for  five  or  six  hours ; 
or  at  room  temperature,  if  the  culture  docs  not  grow  at  38°  C,  for 
eighteen  to  twenty-four  hours.  After  incubation,  two  or  three 
large  loopfuls  of  this  water  culture,  taken  from  just  below  the  sur- 
face, are  transferred  without  shaking  to  the  cover  glass  and  allowed 
to  dry  spontaneously  in  the  air,  after  which  the  preparation  is  fixed 
very  slightly  in  the  flame,  and  then  mordaunted  and  stained.  Since 
the  majority  of  species  of  bacteria  live  and  multiply  readily  in 
water  culture,  we  have  only  young,  well-fiagellatcd  specimens  on 
our  preparation,  the  older  individuals,  whose  life  history  is  com- 
plete, having  settled  to  the  bottom  ;  and,  if  sufficient  care  is  taken 
in  the   transfer  not  to  shake  or  stir  up  the  specimen,  so  that  the 
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flagella  are  not  broken  or  disarranged  in  handling,  we  get  prepara- 
tions in  which  the  arrano^ement  o'f  the  flagelhi  is  as  nearly  normal  as 
is  possible  in  a  fixed  spejpimen. 

On  the  Use  qf  Sugar  Solutions  in  the  Difierentiation  of  Bacteria. 
Since  Smith  ^  first  published  his  notable  work  on  the  fermentation 
tube,  the  value  of  sugar  solutions  has  been  generally  recognized  in 
bacteriological  diagnosis.  This  diagnosis  has  been  usually  divided 
into  five  heads,  as  follows,  — 

1.  Production  or  non-production  of  gas. 

2.  Production  or  non-production  of  acid  in  the  absence  of  gas  production. 

3.  Amount  of  gas  produced. 

4.  Amount  of  acid  produced. 

5.  Percentage  of  carbon  dioxide  in  the  gas  formed, — 

all  of  the  above  tests  being  applied  to  the  three  sugars,  dextrose, 
lactose  and  saccharose.  Smith,"  working  with  a  few  selected  cul- 
tures, came  to  the  conclusion  that  all  of  the  above  features  were  of 
good  diagnostic  value,  although  his  published  results  varied  con- 
siderably among  themselves,  and  were  open  to  the  criticism,  in  the 
light  of  present  knowledge,  that  no  regular  method  of  revivification 
was  practised.  Russell  ^'^  has  made  the  gas  ratio  X  —  C0._,  =  1  —  2  the 
criterion  of  B.  coli  communis,  excluding  from  the  colon  group  all 
forms  which  give  a  different  percentage  of  carbon  dioxide.  Grim- 
bert,^°  and  later  Pammel  and  Bennett,"  studying  B.  coli  communis, 
found  that  both  the  amount  of  gas  produced  and  the  percentage  of 
carbon  dioxide  obtained  from  the  same  culture,  under  identical  con- 
ditions, were  widely  variable. 

Fuller  and  Johnson,"  in  their  work  on  water  bacteria  at  Cincin- 
nati, found  that,  with  recently  isolated  cultures,  even  after  prelimi- 
nary cultivation,  the  amounts  of  gas  and  acid  produced  were  so 
irregular  that  they  were  of  little  value  ;  and  they  further  came  to 
the  conclusion  that  it  would  be  better  to  use  only  dextrose,  omitting 
the  other  sugars. 

In  the  present  work  we  have  studied  each  of  these  points,  giving 
special  attention  to  the  gas  ratio.  AVe  had  hoped  that  after  a  more 
extended  course  of  preliminary  cultivation,  it  would  be  possible  to 
obtain  gas  ratios  which  would  be  comparable,  and  consequently  be 
of  very  considerable  value  in  species  difierenti:ition.     In  this  point 
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we  have  failed,  the  same  culture  at  different  times  giving  entirely 
diflerent  percentages  of  carbon  dioxide,  although  all  the  conditions 
under  which  the  tests  were  applied  were  kej^t  as  nearly  uniform  as 
possible.  We  have  been  compelled  to  adopt  the  conclusions  of  the 
observers  last  mentioned  with  regard  to  the  acid  and  gas  produc- 
tion ;  but  from  our  own  work  we  think  that  the  use  of  the  different 
sugars  is  of  sufficient  value  to  warrant  their  continued  use. 

In  all,  the  studies  have  included  about  one  hundred  different  cul- 
tures, of  which  more  than  one-third  were  different  species  or  races ; 
but  only  a  few  of  the  great  number  of  tests  made  are  jji'oduced 
here,  as  representative  of  the  variation  in  the  results  of  the  tests 
made  at  different  times  with  all  of  the  cultures.  In  Table  No.  III., 
the  successive  columns  headed  A,  B,  C,  D,  show  the  results  of  tests 
made  with  the  same  cultures  at  different  times,  an  interval  of  from 
two  to  three  months  generally  elapsing  between  the  successive  tests, 
which  in  every  case  were  only  applied  after  preliminary  cultivation 
as  described  elsewhere.  The  individual  figures  in  each  column  are 
the  results  of  the  duplicate  or  triplicate  tests  made  at  the  same  time. 

Table  No.  III. —  Shotving  the  Variation  in  the  Percentages  of  Carbon  Dioxide  in 
the  Oas  ]yroduced  in  Dextrose  Broth  in  the  Fermentation  Tube  by  the  Same 
Culture  at  Different  Times. 


Species  Ncmber. 


Determination. 


A. 


B. 


43, 
46, 
49, 
50, 
51, 
56, 
82, 
88, 
116, 
117, 


33  33 

41  45 

100  100 

61  60 

50  52 

85  92 

31  22 

72  75 

80  60 

31  33 


47  42  33 

-  56  53 

-  100  100 

-  58  61 

-  51  50 

-  63  68 

0  13 

-  56  67 
53  56  53 


-  56  50 

-  65  61 
0  0  0 

-  33  42 
35  39  38 

0  0  13 

0  0  0 

-  63  69 

-  06  07 
59  63  66 


11  16 

64  64 

41  47 

38  38 


The  figures  in  the  a);ove  tabic  arc  sufficient  to  establish  the  ineffi- 
ciency of  the  gas  ratio  determination.  In  cultures  Nos.  49  and  56 
we  see  an  especially  marked  irregularity,  the  percentage  of  carbon 
dioxide  varying  l)otwecn  none  at  all  and  100  per  cent.,  and  some  of 
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the  other  cultures  show  nearly  as  much  variation.  The  reason  for 
such  variation  may  be  partly  attributed  to  very  slight  difterences  in 
the  composition  of  the  culture  media,  since  this  is  subject  not  only 
to  the  variation  which  necessarily  must  occur  in  media  made  with 
meat,  but  which  is  also  subject  to  slight  changes  in  composition 
during  sterilization.  Very  slight  changes  in  the  condition  of  the 
culture  and  in  the  temperature  of  incubation  may  also  make  consid- 
erable differences  in  the  results  obtained,  and  these  variations  appear 
to  be  ouside  of  the  control  of  the  most  careful  operator. 

Recent  experiments  on  media  have  indicated  that  the  omission  of 
the  meat  will  give  us  a  more  constant  medium  for  tests  in  sugar  solu- 
tions, and  a  pepton  dextrose  solution  without  beef  broth  has  been 
recently  substituted  for  the  usual  Smith's  solution  in  the  routine 
colon  work  at  the  station.  Studies  of  the  gas  ratio,  acid  production, 
etc.,  are  in  progress,  but  the  results  are  not  sufficiently  complete  to 
be  reported  at  this  time. 

In  the  use  of  the  fermentation  tube  we  have  revived  one  test  orig- 
inally proposed  by  Smith,  but  lately  fallen  into  disuse,  which  appears 
to  have  some  value,  and  which  has  given  constant  results  in  our 
hands.  This  consists  in  the  addition  of  sterile  litmus  solution  to 
one  or  more  of  the  tubes  at  the  time  of  inoculation.  Besides  the 
usual  appearance  of  the  acid  reaction,  we  have  noted  that  some  of 
the  cultures  bleached  the  litmus,  while  others,  although  they  may 
have  produced  turbidity  in  the  closed  arm,  did  not  l)leach  it. 

Reduction  of  JSTitrates. 

In  the  study  of  the  reaction  of  bacteria  on  broth  containing  nitrates 
too  little  attention  has  lieen  paid  in  the  past  to  the  different  ways  in 
which  this  reduction  may  go.  The  fact  that  a  reduction  to  nitrites 
has  taken  place  has  been  the  usual  test ;  and  more  recently  bacteri- 
ologists have  made  tests  for  ammonia  in  case  nitrites  were  not  found, 
or  for  a  loss  of  nitrogen  in  case  neither  nitrites  nor  ammonia  were 
found. 

Wolffs-  has  shown  that  this  reduction  may  take  place  in  a  number 
of  different  ways,  with  the  formation  of  nitrites,  ammonia  and  free 
nitrogen,  or  any  one  of  these,  or  any  combination  may  be  formed; 
and,  furthermore,  that  this  reduction  to  the  different  forms  may  take 
place  simultaneously,  or  that  one  reaction  may  be  complete  before 
the  second  beirins. 
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With  this  in  mind  we  have  made  tests  for  both  nitrites  and  am- 
monia in  all  cultures,  and  in  some  cases  tests  also  for  reduction  to 
fi-ee  nitrogen.  As  the  latter  test  involves  considerable  quantitative 
chemistry,  it  is  possible  that  its  application  may  be  of  somewhat 
doubtful  value  except  in  cases  where  neither  nitrites  nor  ammonia 
are  reported,  in  which  case  of  course  it  is  important.  In  a  number 
of  instances,  however,  varieties  of  similar  cultures  have  been  re- 
ported which  show  diflerent  nitrate  reductions. 

Production  of  Indol. 
In  testing  for  the  production  of  indol  we  have  found  it  better  to 
use  the  older  and  less  complex  medium  known  as  Dunham's  solution, 
rather  than  the  sugar-free  broth,  as  proposed  by  Smith. ^^  The  rea- 
sons for  this  are  threefold:  1.  In  a  series  of  experiments  made  in 
this  laboratory  it  was  found  that  a  simplification  of  the  usual  cul- 
ture media  leads  to  better  bacterial  development.  The  meat  broth 
is  one  of  the  most  complex  and  the  most  subject  to  variation  of  all 
the  ingi-edients  of  our  culture  media;  and  to  this,  in  the  process  of 
freeing  it  from  sugar,  we  introduce  the  complications  of  the  products 
of  bacterial  decomposition,  toxins,  enzymes,  etc.,  wdiolly  unknown 
in  their  amount  and  in  their  effect  on  the  development  of  the  par- 
ticular culture  of  bacteria  which  we  wash  to  study.  2.  In  a  com- 
parative study  of  the  two  media  extending  over  some  months,  the 
results  of  which  are  out  of  place  here,  we  have  been  able  to  get 
equally  good  reactions  with  either  of  the  two  media.  3.  The  prep- 
aration of  the  sugar-free  In-oth  is  more  complicated,  and  requires 
more  time  and  skill  than  the  preparation  of  the  Dunham's  solution, 
without  any  commensurate  benefit  in  the  results  obtained. 

Lactose  Litmus  Arjar. 
Besides  the  usual  reading  of  the  production  of  acid  in  the  lactose 
litmus  agar,  as  shown  ])y  the  red  colonies,  we  have  made  the  addi- 
tional reading  as  to  whether  the  red  colony  was  permanent,  or  was 
later  turned  blue.  It  is  a  well-known  fact  that  some  species  of  l)ac- 
teria  produce  acid  during  the  first  part  of  their  growth,  and  later 
produce  alkali  sufficient  to  more  than  neutralize  the  acid  first  formed. 
For  cultures  of  the  class  wliich  we  arc  here  reporting  we  consider 
this  a  valuable  addition  to  the  tests  applied  to  the  cultures. 
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Growth  on  Gelatin. 

After  a  considerable  study  of  the  difterent  growths  on  gelatin, 
both  on  the  plate  and  in  tube  culture,  we  find  that  the  various  char- 
acteristic appearances  whieli  we  have  been  accustomed  to  use  in  the 
descriptions  of  cultures  arc  so  variable  that  only  slight  reliance  can 
be  placed  on  them  as  factors  in  the  differentiation  of  species,  on  the 
plate  especially  slight  variations  in  the  medium  causing  wide  varia- 
tions in  the  shape  and  structure  of  the  liquefying  colonies.  In  the 
gelatin  tube  we  have  recognized  only  three  type  forms  of  lic|uefac- 
tion,  —  saccate  or  cup,  infundibuliform  or  funnel,  and  stratiform; 
and  frequently  these  forms  merge  into  one  another,  so  that  distinc- 
tion is  lost.  Since  this  article  was  prepared,  Whipple,-'^  in  his 
studies  of  gelatin  as  a  culture  medium,  has  found  that  even  the 
above  forms  were  entirely  dependent  on  the  character  of  the  gelatin, 
which  varied  with  the  ditferent  brands  of  commercial  gelatin  used ; 
and  further,  he  finds  that  the  character  of  the  line  and  surface 
growth  are  widely  varial)le,  and  even  the  liquefaction  is  rather 
erratic. 

IV.  —  Proposed  Classification  of  Bacteria. 

Up  to  the  present  time  the  question  of  classification  or  grouping 
of  bacteria  has  been  rather  a  difficult  one,  and  the  number  of  systems 
proposed  and  in  use,  all  having  good  and  weak  points,  has  made 
the  writer  somewhat  diffident  about  ofi'ering  any  new  system.  The 
systems  in  use  to-day  may  be  divided  into  three  general  classes  : 
(1)  those  in  which  the  classification  is  based  on  morphology;  (2) 
those  in  which  it  is  based  on  biochemical  and  cultural  reactions ; 
and  (3)  those  combining  both  morphological  and  biological  features. 

Of  the  first,  the  systems  of  Migula^*  and  Fisher ^'^  are  perhaps  the 
best  known;  while  of  the  second,  that  of  Fuller  and  Johnson"  is 
perhaps  better  known  than  many  of  the  others. 

Conn^^  has  modified  the  method  of  Fuller  and  Johnson  h\  includ- 
ing some  moriihological  features,  while  Chester'"  has  ada{)ted  a 
coml)ination  of  INIigula's  and  Fisher's  systems,  together  with  certain 
cultural  features  to  suit  the  exigencies  of  the  descriptive  literature 
of  the  past.  From  what  little  we  know  al)out  bacteria  to-day,  it 
seems  that  the  future  system  must  be  based  on  a  combination  of 
mori)hology  and  biology,  and  must  be  sufficiently  elastic  to  admit 
of  such  modifications  as  the  future  mav  show  to  be  necessarv,  with- 


416  STATE   BOARD   OF   HEALTH.  [Pub.  Doc. 

out  disarranging  the  essential  features  of  the  system.  Wyatt  John- 
ston,^^  in  a  paper  on  the  "Grouping  of  Water  Bacteria,"  read  at 
the  Bacterioloo-ical  Convention  in  1895,  suo-o-ested:  "That  all  of 
the  important  characters  of  a  given  species  might  be  recorded  more 
compactly  than  at  present,  if  a  system  were  adopted  liy  which  the 
information  furnished  by  the  various  tests  could  be  represented  by 
numbers,  each  stated  in  a  definite  order  so  as  to  form  a  code.  In 
this  the  type  of  growth  on  different  media,  staining,  fermentation, 
etc.,  would  be  recorded  in  a  very  condensed  form,  capable  of  being 
taken  in  at  a  glance,  or  so  that  a  comparison  of  any  one  species, 
description  with  any  other  one,  would  be  a  rapid  and  easy  affair, 
instead  of  a  troublesome  and  tedious  affair..  This  would  differ  from 
the  existing  keys,  in  that  every  leading  characteristic  would  be 
given  in  the  case  of  every  species,  and  thus  form  a  sort  of  cross- 
index  to  the  species  when  grouped  in  natural  manner." 

In  library  work  and  in  general  business  the  numerical  or  decimal 
system  has  Ijeen  found  to  be  the  only  one  which  fulfilled  all  of  the 
general  requirements ;  and  it  would  seem  that  some  system  of  this 
kind  could  be  well  applied  to  descriptive  bacteriology  and  bacterio- 
logical grouping,  to  consideral)le  advantage. 

In  the  decimal  system,  as  applied  to  literature,  the  numl)ers  are 
arbitrarily,  though  logically,  assigned.  Rickards^^  has  assigned 
arbitrary  numbers  to  certain  species  in  his  system  of  recording 
bacteria  cultures  genealogically.  It  is  comparatively  easy,  however, 
to  derive  these  numbers  by  having  them  represent  certain  character- 
istics of  the  species.  Such  a  system,  suggested  by  A.  I.  Kendall, 
has  been  modified  and  elal)orated  by  the  Avriter,  and  during  the  time 
which  it  has  been  used  in  this  laboratory  has  proved  very  satisfactory. 

In  this  system  each  group  of  bacteria  l)ecomes  known  by  its  char- 
acteristic number,  this  number  showing  the  characteristics  of  the 
S[)ecies  which  appear  to  be  the  ones  essentially  necessary  to  divide 
the  species  into  definite  and  logical  groups.  Following  a  decimal 
point,  more  numbers  may  be  added,  showing  further  characters  of 
the  species,  until  we  arrive  at  a  group  of  numbers  which  effectively 
show  the  species,  thus  effectively  fulfilling  Wyatt  Johnston's  predic- 
tion. 

It  will  thus  become  possible,  when  the  distinction  between  species 
and  variety  is  properly  defined,  to  substitute  numbers  for  names  of 
new  species,  thus  avoiding  the  confusion  existing  at  present,  where 
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many  practically  identical  descriptions  are  published  under  various 
names  by  diftcrent  observers. 

In  the  system  Avhich  we  have  used  in  this  work  we  have  carried 
the  scheme  only  through  the  grouping,  with  one  subdivision  of  the 
groups.  The  group  is  indicated  by  four  numl)ers,  followed  by  a 
decimal  point.  Of  these  numbers,  the  first  two  signify  the  mor- 
phology, motility  and  flagellation,  and  are  based  on  the  accepted 
classification  of  ]Migula.  The  third  figure  of  the  group  number  shows 
the  two  principal  l)iochcmical  features,  the  liquefaction  of  gelatin  and 
the  fermentation  of  dextrose,  as  suggested  ])y  groups  IX  to  XIII 
of  Fuller  and  Johnson.  The  fourth  figure  shows  the  fluorescence 
and  chromogenesis  on  agar,  and  are  similar  to  groups  I  to  VIII  of 
Fuller  and  Johnson.  If  future  work  shows  that  other  features  are 
important  in  the  division  into  groups,  these  can  be  inserted  in  their 
proper  place  in  the  system  without  deranging  what  has  already  Ijeen 
done. 

Following  is  the  detailed  system,  as  used  in  this  paper,  showing 
the  derivation  of  the  figures  used  in  the  classification  and  its  sub- 
divisions, which  Ave  have  employed  with  the  bacteria  which  are  here 
described.  The  group  is  represented  by  four  figures  ;  the  first  two 
figures  represent  the  morphology,  motility  and  flagellation,  as  fol- 
lows :  — 

1.  Coccaceie. 

11.  Strei^tococcus,  division  in  one  i^lane. 

12.  Micrococcus,  division  in  two  planes. 

13.  Sareina,  division  in  three  planes. 

14.  Planococcus,  motile  coccus. 

15.  Planosarcina,  motile  sareina. 

2.  Bacteriacese. 

20.*  Motile  rods,  flagella  not  determined. 

21.  Bacterium,  non-motile  rods. 

22.  Pseudomonas,  «,  motile  rods,  llagella  monotriehic. 

23.  Pseudomonas,  i^,  motile  rods,  llagella  lophotrichic. 

24.  Bacillus,  motile  rods,  flagella  peritrichic. 

3.  Spirillacca\ 

31.  Spirosoma,  cells  rigid,  without  llagella. 

82.  Microspira,  cells  rigid,  1  (rarely  2-3)  polar  flagellum. 

33.  Spirillum,  cells  rigid,  polar  flagella  tufts. 

34.  Si)iroclia^ta,  cells  llexuous. 

*  20  is  a  provleioDal  group,  and  should  disappear,  Its  members  falliug  Into  22-33  or  24. 
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The  third  figure  is  a  function  of  the  liquefaction  of  gelatin  and 
the  fermentation  of  dextrose,  as  follows  :  — 


Gelatin. 

Dextrose  Broth. 

1. 

Non-liquefied, 

No 

gas  or  acid  produced. 

2. 

Non-liquefied, 

No 

gas,  acid  produced. 

3. 

Non-liquefied, 

Gas 

produced. 

4. 

Liquefied, 

No 

gas  or  acid  produced. 

5. 

Liquefied, 

No 

gas,  acid  produced. 

6. 

Liquefied, 

Gas 

)  produced. 

7.* 

Doubtful, . 

No 

gas  or  acid  produced. 

8.* 

Doubtful, . 

No 

gas,  acid  produced. 

9.* 

Doubtful, 

Gas 

5  produced. 

*  In  groups  7,  8,  9,  would  be  included  the  so-called  thermophyllc  species,  which  do  not  grow  at  the 
temperature  at  which  gelatin  is  solid. 

The  fourth  figure  shows  the  fluorescence  or  chromogenesis   on 
agar,  viz.  :  — 

1.  All  fluorescent  species,  irrespective  of  their  chromogenesis. 

2.  All  red  chromogenic  species. 

3.  All  orange  chromogenic  species. 

4.  All  yellow  chromogenic  species. 

5.  All  blue  and  violet  species. 

6.  All  green  chromogenic  species, 

7.  All  brown  chromogenic  species. 


9.  All  others  not  included  in  the  above. 

Following  the  decimal  point,  we  have  used  a  sul)-classification 
based  on  the  reaction  on  milk,  nitrate  broth  and  production  of  indol, 
as  follows  :  — 


Milk 

Nitrates 

Itidol 

coagulated. 

produced. 
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Table  No.  IV.  —  Classification  of  Bacteria  found  in  Studies  of  B.  Coli  at  the  Lawrence  Experiment  Station. 
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As  an  example  of  the  above,  B.  coli  falls  in  group  2439.8,  being 
a  bacillus  Avliich  does  not  liquefy  gelatin,  produces  gas  in  dextrose 
broth,  is  neither  fluorescent  nor  chroniogenic  on  agar,  and  which  co- 
agulates milk,  reduces  nitrates  to  nitrites  and  produces  indol. 

V. — Descriptiox  of  Species  of  Bacteria  isolated  during  the 
Routine  B.  Coli  Studies. 

"We  have  been  able  to  include  all  of  the  descriptive  matter  rela- 
ti^'e  to  the  diff"erent  species  which  we  have  isolated  during  the  studies 
herein  described  in  tabular  form,  where  it  is  readily  accessible  for 
comparison  with  other  similar  data.  We  have  grouped  the  species 
according  to  the  system  just  described,  and  have  arranged  the  groups 
in  numerical  order.  To  such  species  as  we  have  been  al)le  to  identify 
with  previously  described  species  we  have  given  names  ;  those  of  our 
own  work  which  do  not  agree  wnth  any  descriptions  to  which  we  have 
had  access,  and  the  majority  of  which  are  probably  new  species,  we 
have  preferred  to  allow  to  remain  unnamed,  in  the  hopes  that  the 
system  of  numbering  may  find  acceptance,  and  that,  with  a  more 
complete  system  of  decimal  figures  for  the  species,  these  may  form 
a  nucleus  for  a  numerical  instead  of  a  verbal  nomenclature. 

Some  of  the  species  which  have  been  included  in  the  table  show 
incomplete  descriptive  data.  These  are  cultures  which  died  out 
during  the  process  of  study,  and,  owing  to  the  rapid  change  in  the 
ideas  concerning  bacterial  descriptions  during  the  past  two  years, 
uuich  of  the  data  which  we  now  consider  essential  was  not  com- 
pleted during  the  earlier  portion  of  the  studies.  These  descriptions 
are  included  for  what  they  may  be  worth,  more  to  show  the  variety 
thai]  as  a  final  species  description.  The  reactions  as  they  stand, 
however,  agree  well  with  the  earlier  tests  made  when  the  culture 
was  run  through  the  routine  tests  for  B.  coli. 
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FOOD  AND  DEUG  INSPECTION. 


The  department  of  food  and  drug  inspection  as  at  present  con- 
ducted by  the  State  Board  of  Health  has  ])een  in  operation  since  and 
including  the  year  1883,  under  the  provisions  of  a  general  statute 
of  1882,  with  such  amendments  as  have  been  enacted  since  that  date. 
This  general  act,  with  the  amendments  enacted  previous  to  the  pres- 
ent year,  has  now  been  emijodied  in  the  Revised  Laws  of  1902,  to- 
gether with  the  other  laws  relating  to  public  health. 

The  following  report  deals  with  the  work  of  the  Board  under  the  acts 
relating  to  food  and  drug  inspection  for  the  year  ended  Sept.  30,  1901 . 

By  the  terms  of  the  food  act,  Revised  Laws,  chapter  75,  section 
7,  the  Board  is  required  to  "  report  annually  to  the  Legislature  the 
number  of  prosecutions  made  under  the  act,  and  an  itemized  account 
of  all  money  expended  in  carrying  out  the  provisions  thereof." 

This  report  was  made  to  the  Legislature  in  Januar}^  1902,  and  is 
also  embodied  in  the  following  detailed  report  of  observations  for 
the  fiscal  year  ended  Sept.  30,  1901. 

The  general  supervision  of  the  work  has  been  carried  out  under 
the  direction  of  the  secretary,  as  in  former  years,  including  the  col- 
lection of  samples,  their  examination  by  the  analysts,  the  prosecu- 
tion of  offenders,  and  other  necessary  work  under  these  statutes, 
including  the  correspondence  with  such  parties  as  ma}'  have  a  direct 
interest  in  these  statutes,  either  in  the  State  or  out  of  it. 

This  correspondence  in  recent  years  has  been  unusually  large,  in 
consequence  of  the  constant  sale  of  articles  of  food  in  Massachusetts, 
which  arc  prepared  in  other  States,  where  difierent  laws  prevail, 
and  on  account  of  the  enactment  of  new  statutes  relating  to  food 
inspection. 

The  following  persons  comprised  the  force  employed  by  the  Board 
during  the  year  in  this  department  of  work  :  — 

Albert  E.  Leach, Analyst. 

C.  A.  GoESS-MANN, Analyst. 

Hermann  C.  Lythgoe, Assistant  Analyst. 

John  F.  McCakfkey, Inspector. 

John  H.  Terry, Inspector. 

Horace  F.  Davis, Inspector. 
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The  number  of  samples  of  food  and  drugs  examined  during  the 
year  is  shown  in  the  accompanying  table,  together  with  a  condensed 
summary  of  the  w^ork  done  since  and  including  the  year  1883. 

In  the  reports  of  previous  years  tables  are  presented  giving  the 
summary  for  each  year  in  parallel  columns.  For  the  sake  of  brevity 
these  columns  of  figures  for  single  years  are  now  omitted,  except 
those  of  the  two  years  1900  and  1901. 


Number  of  samples  of  milk  examined,  . 
Number  of  samples  above  standard, 
Number  of  samples  below  standard. 
Percentage  of  adulteration  or  deficiency, 

Number  of  samples  of  other  kinds  of  food  exami 
Number  of  samples  above  standard, 
Number  of  samples  below  standard, 
Percentage  of  adulteration,      .... 

Number  of  samples  of  drugs  examined. 
Number  of  samples  of  good  quality. 
Number  of  samples  adulterated  (as  defined  by  the 
Percentage  of  adulteration,     .... 

Total  number  of  samples  of  food  and  drugs  exam 
Total  number  found  to  be  of  good  quality,     . 
Total  number  not  conforming  to  the  statutes, 
Percentage  of  adulteration,      .... 


. 

6,247 

. 

4,490 

. 

1,757 

. 

28.1 

ned  (not  milk) 

3,120 

. 

2,530 

. 

590 

. 

18.9 

. 

958 

468 

e  statutes). 

490 

51.3 

lined, 

10,325 

7,488 

2,837 

.         .        . 

27.5 

Food  and  Drug  Inspection  (1883-1901). 


SUMMABV. 


Total 
1883-1001. 


Number  of  samples  of  milk  examined, 

Number  of  samples  above  standard, 

Number  of  samples  below  standard, 

Percentage  of  adulteration, 

Number  of  samples  of  other  kinds  of  food  examined  (not  milk), 

Number  of  samples  of  good  quality, 

Number  of  samples  adulterated,  as  defined  by  tlie  statutes, 
Percentage  of  adulteration, 

Number  of  samples  of  drugs  examined, 

Number  of  samples  of  good  quality 

Number  of  samples  adulterated,  as  defined  by  the  statutes, 
I'ercentage  of  adulteration, 

Total  examinations  of  food  and  drugs 

Total  examinations  of  good  quality 

Total  examinations  not  conforming  to  the  statutes, 
Percentage  of  adulteration 

Expense  of  collection,  examination  and  prouecutlon,  . 
Expense  of  collection,  examination  and  prosecutioD,  per  sample, 


6,232 
4,431 
1,801 
28.9 

3,132 

2,670 

462 

14.2 

IhS 
377 
381 
50.2 

10,122 
7,478 
2,644 
26.1 

511,108  73 
1  10 


6,247 
4,490 
1,757 
28.1 

69,863 

43,854 

26,009 

37.2 

3,120 

2,530 

690 

18.9 

45,845 

37,274 

8,571 

18.7 

958 

12,131 

4B8 
490 
61.3 

7,484 
4,647 
38.2 

10,325 

127,839 

7,488 
2,837 
27.5 

88,612 

39,227 

30.7 

$12,341  38 
1  19 

$186,289  29 
1  45 
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From  the  foregoing  table  it  appears  that  the  whole  number  of 
samples  of  food  and  drugs  examined  during  the  year  ended  Sept.  30, 
1901,  was  10,325,  and  the  general  ratio  of  adulteration  found  to 
exist  was  27.5  per  cent.  Comment  has  usually  been  made  in  these 
reports  upon  the  fact  that  this  ratio  of  adulteration  must  not  be 
taken  to  represent  the  actual  condition  of  the  food  supply  in  this 
direction,  since  only  those  articles  which  are  liable  to  adulteration 
are  collected  for  examination.  The  actual  ratio  of  adulteration  of 
the  general  food  supply  constitutes  but  a  small  fraction  or  percent- 
age of  the  whole.  Certain  selected  articles,  however,  are  specially 
liable  to  adulteration,  and  these  are  the  kinds  of  food  or  drugs 
which  are  usually  collected  for  examination.  The  principal  reasons 
for  this  liability  consist  mainl}^  in  the  high  cost  of  the  article  in  ques- 
tion, its  scarcity,  the  question  of  suppl}'  and  demand,  and  the  ease 
with  which  adulteration  is  practised  and  concealed  from  ordinary 
detection. 

The  whole  number  of  samples  of  food  examined  since  the  begin- 
ning of  work  in  1883  was  127,839,  of  which  more  than  half,  or 
69,803,  were  samples  of  milk.  The  amount  of  money  expended  in 
the  enforcement  of  the  food  and  drug  acts  from  the  beginning  of 
work  has  been  $185,289.29  and  the  expense  per  sample  was  $1.45 
for  the  whole  time.  This  expense,  however,  has  been  reduced  from 
$2.26  per  sample  in  1883  to  $1.19  in  1901,  or  nearly  one-half. 

The  routine  work  of  the  Board  in  the  insi)ection  of  food  and 
drugs  during  the  past  year  has  l)een  very  much  like  that  of  the 
years  immediately  preceding,  the  force  employed  was  the  same  and 
the  appropriation  was  the  same.  New  forms  of  adulteration  appear 
from  time  to  time,  and  as  ofteii  as  they  arc  detected  they  are  made 
the  object  of  careful  study,  and  methods  are  devised  for  their  detec- 
tion. For  example  :  the  methods  of  coloring  milk  have  undergone 
several  changes  since  this  practice  was  iirst  introduced.  For  several 
years  caramel  or  burnt  sugar  was  the  only  substance  employed  for 
this  purpose,  then  various  preparations  of  annatto  were  used  for  a 
series  of  years,  and  now  the  most  common  coloring  matter  for  milk  is 
an  orange  aniline  dye.     All  of  these,  however,  are  easy  of  detection. 

The  adulteration  of  cider  vinegar  has  l)cen  increasing  in  recent 
years  in  consequence  of  a  scarcity  of  apples  in  what  are  usually 
termed  "  otf  years,"  and  this  has  led  to  the  introduction  of  artificial 
imitations  of  the  genuine  product  from  otlior  States  at  a  low  price. 
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Reference  will  also  be  found  in  the  report  of  the  anulj^st  to  the 
increase  in  the  adulteration  of  certain  food  products  sold  under  the 
names  of  preserves,  jellies,  jams,  marmalades,  etc.  If  the  use  of 
coloring  matters  in  these  products  were  forbidden  by  law,  as  is  done 
in  some  States,  ver}''  many  of  these  products  would  disappear,  since 
these  artificial  colors  are  employed  for  the  jmrpose  of  concealing 
their  fraudulent  character. 

The  same  comment  may  be  made  upon  the  various  compounds 
which  have  been  devised  for  use  as  flavoring  extracts. 

In  the  course  of  investigations  which  have  been  made  with  refer- 
ence  to  the  existence  of  arsenic  in  food  and  drugs  during  the  past 
year,  the  examinations  for  arsenic  in  glycerine  were  continued,  and 
in  addition  it  was  found  that  phosphate  of  soda,  a  drug  in  common 
use,  occasionally  contained  considerable  quantities  of  this  poison. 
In  one  instance  as  much  as  80  parts  in  100,000  were  found,  a  de- 
cidedly dangerous  quantity.  Complaints  Avere  entered  in  court  in 
some  cases  where  glycerine  and  phosphate  of  soda  containing  arsenic 
had  been  sold,  and  convictions  were  secured  against  the  vendors, 
after  which  this  dangerous  adulteration  was  found  to  have  diminished 
in  frequency. 


Cities  and  Towiis  to  which  Notices  were  sent  on  Account  of  Adnltcraled  Milk  in  1901, 


Abingtoii, 
Attleborough,  . 
Ayer, 
Bedford,  . 
Beverly,  . 
Boston,     . 
Broekton, 
Brook/ield, 
Brookliiie, 
Caniljrid<i;e, 
Chelmsford,     . 
Chelsea,  . 
Chicopee, 
Dedham,  . 
Everett,    . 
Fall  Kiver, 
Kiteliljiir^, 
Gloucester, 
Haverhill, 
IJyde  I'ark,      . 
Lawrence, 
Leominster, 
Lowell,    . 
Maiden,    . 
Med  ford, . 


18 


18 
3 
2 


New  Bedford, . 

Newbury  port, . 

Newton,  . 

North  Attlebor 

Pealjod}',  . 

r(;pi)('rell, 

Plyni(»uth, 

Provincetown, 

Quincy,    . 

Kehoboth, 

Revere,     . 

Saloni, 

Somerville, 

Stonehaiu, 

Tauiitoi),. 

Waltliaui, 

Wareliain, 

VVatertown, 

West  i^i-idgewi 

West  P.rookliel 

\V(!.stne]d, 

NVoburn,  . 

Worcester, 

Total, 


ousfli. 


iter, 
<1, 


1 

1 

15 

'1 

2 
1 
1 

2 
5 
2 
9 
13 
23 
1 
4 
10 
1 
7 
1 
1 
2 
2 
2 
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Cities  and  Towyis  to  which  Notices  were  sent  on  Acconnt  of  Adulterated  Articles  of 

Food  other  than  Milk. 


Amherst, 1 

Lowell 20 

Attleborough, 

2 

Medford, . 

2 

Boston,     . 

72 

Montague, 

1 

Brockton, 

1 

New  Bedford, 

6 

Cambridge, 

7 

Newburvport, 

1 

Chelsea,  . 

3 

Newton,  , 

2 

Chicopee, 

3 

Pittsfield, 

2 

Clinton,    . 

1 

Salem, 

2 

Edgartown, 

1 

Somerville, 

6 

Everett,    . 

9 

Springfield, 

14 

Fall  River, 

3 

Taunton,  . 

2 

Franklin, 

1 

Tisbury,  . 

1 

Gloucester, 

1 

Watertown, 

1 

Haverhill, 

4 

Westfield, 

6 

Hingham, 

1 

Worcester, 

3 

Holyoke, . 

19 

Hudson,  . 

2 

Total, 210 

Lawrence, 

17 

Cities  arid  Towns  to  which  Notices  were  sent  on  Account  of  Adulterated  Drugs. 


Arlington, 1 

Montague, 8 

Attleborough, 

4 

Nantucket, 

2 

Boston,     . 

76 

New  Bedford, . 

1 

Brookline, 

1 

Newton,  . 

2 

Cambridge, 

7 

North  Attleborough 

2 

Chelsea,  . 

2 

Provincetown, 

1 

Chicopee, 

1 

Rockland, 

1 

Cottage  Citv, 

3 

Somerville, 

4 

Fall  Kiver, 

1 

Tisburv,  . 

2 

Fitchburg, 

1 

Vineyard  Haven, 

1 

Greenfield, 

1 

Ware, 

1 

Hingham, 

1 

AVarren,   . 

5 

Holvoke,  . 

5 

Watertown, 

2 

Lawrence, 

7 

Webster,  . 

2 

Lowell,     . 

1 

Westfield, 

1 

Maiden,    . 

3 

Worcester, 

2 

Medford, . 

1 

Milton,     . 

8 

Total 151 

Summary. 
Notices  sent  on  account  of  adulterated  milk,  . 
Notices  sent  on  a(,'count  of  other  articles  of  food. 
Notices  sent  on  account  of  drugs,     . 


600 

The  following  report  was  transmitted  to  the  Legislature  as  re- 
quired by  the  statutes,  Jan.  7,  1902  :  —  ^ 
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Office  of  the  State  Board  of  Health, 

State  House,  Boston,  Jan.  7,  1902. 

To  the  Honorable  Senate  and  Eouse  of  Representatives  of  the  Commonwealth  of 
Massachusetts  in  General  Coiirt  assembled. 

The  following  summary  is  made  in  compliance  with  the  provisions 
of  chapter  289,  section  2,  of  the  Acts  of  1884,  requiring  the  State 
Board  of  Health  to  "  report  annually  to  the  Legislature  the  number 
of  prosecutions  made  under  chapter  263  of  the  Acts  of  1882,  and  an 
itemized  account  of  all  money  expended  in  carrying  out  the  pro- 
visions thereof." 

The  whole  number  of  prosecutions  made  by  authority  of  the  Board 
against  offenders,  under  the  provisions  of  the  food  and  drug  acts,  for 
the  year  ended  Sept.  30,  1901,  was  95. 

The  cities  and  towns  in  which  the  articles  were  sold,  and  in 
respect  to  which  complaints  were  entered  in  court,  the  character  of 
the  articles  found  to  be  adulterated  or  fraudulently  sold,  the  dates 
of  the  trials,  and  their  results,  are  presented  in  the  following  list :  — 


Milk  and  Milk  Products. 


For  Fraudulent  Sales  of  Milk. 

Place.                                                                  Date.                                                                 Result. 

Boston,        ....        Sept.     10,  1901,        ....     Convicted. 

Boston, 

Sept.     10,  1901, 

.     Convicted. 

Lowell, 

Feb.      15,  1901, 

.    Convicted. 

Lowell, 

Feb.      15,  1901, 

.     Convicted, 

Lowell, 

Feb.      15,  1901, 

.    Convicted. 

Lowell, 

Feb,     21,  1901, 

.     Convicted. 

Lowell, 

Feb.      21,  1901, 

.     Convicted. 

Lowell, 

Feb.     23,  1901, 

.     Convicted. 

Lowell, 

Feb.      23,  1901, 

.     Convicted. 

Lowell, 

Feb.      23,  1901, 

.     Convicted. 

Lowell, 

Feb.      23,  1901, 

,    Convicted. 

Lowell, 

Mareh    2,  1901, 

.    Convicted. 

Lowell, 

March    2,  1901, 

,    Convicted. 

Lowell, 

March    2,  1901, 

.     Convicted 

Lowell, 

March    5,  1901, 

.     Convicted. 

Lowell, 

March    G,  1901, 

.     Convicted 

Lowell, 

March    9,  1901, 

.    Convicted 

Lowell, 

March    9,  1901, 

.     Convicted 

Lowell, 

March  19,  1901, 

.    Convicted 

Lowell, 

Jiino     22,  1901, 

.     Convicted 

Lowell, 

Juno     22,  1901, 

.     Convicted 

J.,owelI, 

June     22,  1901, 

.     Convicted 

Lowell, 

June     22,  1901, 

.     Convicted 

Lowell, 

June     22,  1901, 

.     Convicted 
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Milk  and  Milk  Products  —  Concluded. 


For  Fraudulent  Sales  of  Milk  — 

Concluded. 

Place.                                                                  Date.                                                                 Result. 

Lowell,       ....        June     28,  1901,        ....     Discharged.* 

Lawrence,  . 

Feb.     19,1901, 

.    Discharged. 

Lawrence,  . 

Feb.      19,  1901, 

.    Discharged. 

Fall  River,  . 

Sept.    26,  1901, 

.     Convicted. 

Gloucester, 

Aug.     26,  1901, 

.     Convicted. 

Gloucester, 

Sept.    17,  1901, 

.     Convicted. 

Gloucester, 

Sept.     17,  1901, 

.     Convicted. 

Clielsea,      . 

Aug.     31,  1901, 

.     Discharged. t 

Taunton,     . 

April    16,  1901, 

.     Convicted. 

AN'altham,    . 

Oct.      15,  1900, 

.     Convicted. 

Waltham,    . 

March    5,  1901, 

.     Convicted. 

Waltham,    . 

March    5,  1901, 

.    Convicted. 

Waltliam,    . 

March  15,  1901, 

.     Convicted. 

Newton, 

Nov.     17,  1900, 

.     Convicted. 

Newton, 

Nov.     17,  1900, 

.     Convicted. 

Woburn, 

Feb.      16,  1901, 

.     Convicted. 

Woljurn,     . 

Feb.     16,  1901, 

.     Convicted. 

Leominster, 

Nov.     U,  1900, 

.     Convicted. 

Cottage  City, 

Oct.       11,  1900, 

.    Convicted. 

Cottage  City, 

Oct.       11,  1900, 

.    Convicted. 

Cottage  City, 

Oct.       11,  1900, 

.     Convicted. 

Ilawley, 

Dec.        6,  1900, 

.     Convicted. 

Westwood, . 

Dec.      24,  1900, 

.     Convicted. 

Walpole,     . 

Dec.       3,  1900, 

.     Convicted. 

Whitman,   . 

Dec.        5,  1900, 

.     Convicted. 

Whitman,    . 

Aug.       3,  1901, 

.    Convicted. 

Whitman,    . 

Aug.       3,1901, 

.     Convicted. 

Oxford, 

Jan.      30, 1901, 

.     Convicted. 

Littleton,     . 

Jan.      16, 1901, 

.     Convicted. 

Littleton,     . 

Sept.     18,  1901, 

.     Convicted. 

Medway,     . 

Feb.      20,  1901, 

.     Convicted. 

Barre, . 

Feb.      27,  1901, 

.     Convicted. 

Barre, . 

Feb.      27,  1901, 

.     Convicted. 

Carlisle,      . 

March  11,  1901, 

.     Convicted. 

Watertown, 

March  22,  1901, 

.     Convicted. 

Concord, 

May     23,  1901, 

.     Convicted. 

Harvard,     . 

July       2,  1901, 

.     Convicted. 

Franklin,     . 

July     30,  1901, 

.     Convicted. 

I>ellingl)am, 

Aug.     22,  1901, 

.     Convicted. 

Pepperell,  . 

Sept.     11,  1901, 

.     Convicted. 

Wareham,  . 

Sept.     27,  1901, 

.     Convicted. 

*  The  result  of  the  anali'sis  made  by  the  defendant's  chemist  showed  bo  wide  a  divergence  from 
that  of  the  State's  chemist  as  to  lead  to  the  belief  that  another  sample  had  been  substituted. 

t  This  defendant  was  discharged  upon  his  plea  that  the  milk  taken  by  the  Inspector  was  not  for  sale. 
It  hod  been  watered  and  treated  with  formaldehyde. 
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Place. 
Cottage  City,       .        .        .        Oct. 
Fall  River, ....        Dec. 


Molasses. 

Date. 
11,  1900, 

7,  1900, 


Result. 

Convicted. 
Convicted. 


Fall  River, 


Jan. 


Strup. 
10,  1901, 


Convicted. 


Franklin, 


Maple  Syrup. 
April    25,  1901, 


.    Discharged. 


Chelsea, 


Lard. 
June     26,  1901, 


Convicted.* 


Haverhill,  . 

Boston, 

Boston, 


Cocoa. 

Dec.  22,  1900, 
Dec.  22,  1900, 
March    2,  1901, 


Nol.  pros.f 
Convicted. 
Convicted. 


Fall  River, . 
Springfield, 


Coffee. 
Dec.      28,  1900, 
May      16,  1901, 


Convicted. 
Convicted. 


Boston, 
Lawrence,  . 
Springfield, 


Boston, 

Maiden, 

Chelsea, 

Boston, 

New  Bedford, 

Taunton, 

Springfield, 

Springfield, 

Fall  River, . 


Extract  of  Vanilla. 
March    1,  1901, 
May     21,  1901, 
May     23,  1901, 


Extract  of  Lemon 

March 

1, 

1901, 

March  25, 

1901, 

March  12, 

1901, 

Ajjril 

17, 

1901, 

April 

24, 

1901, 

May 

8, 

1901, 

May 

2.3, 

1901, 

May 

23, 

1901, 

June 

12, 

1901, 

Convicted. 
Convicted. 
Convicted. 


Convicted. 
Convicted. 
Convicted. 
Convicted. 

Convicted. 

« 

Convicted. 
Convicted. 
Convicted. 
Convicted. 


♦  Id  thl«  ca»e  the  party  who  nolU  the  lard  war*  found  guilty  In  the  lower  court,  and  appealed.  Ho 
wa»  tried  In  the  Buperlor  court  and  iigaln  convicted,  but  hl»  counBel  (lied  exceptions,  to  the  effect  that 
the  Bute  had  no  JurUdlctlon,  the  lard  having  been  «old  at  the  Marine  IIoHpltal,  upon  property  of  the 
United  8tateii.    The  caee  wa«  taken  to  the  United  StatcB  district  court,  and  1h  not  yet  HCttled. 

t  In  this  case  a  fine  was  not  Imposed,  since  a  new  complaint  was  made  against  the  wholesaler,  who 
was  convicted. 
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Place. 

Fall  River,* 
Fall  River,* 
Fall  River,* 
Fall  River, 
Franklin,     . 


Fall  River, 


Worcester, . 


Worcester, . 


Pepper. 

Date. 

Result. 

Nov.     23,  1900, 

.     Convicted. 

Nov.    23,  1900, 

.     Convicted. 

Nov.     23,  1900, 

.     Convicted 

Dec.     28,  1900, 

.     Convicted. 

April    25,  1901, 

.    Convicted. 

Cayenne  Pepper. 

Dec.     28,  1900, 

.    Convicted 

Mace. 

Jan.      22,  1901, 

.    Convicted 

Cream  of  Tartar. 

Jan.      22,  1901, 

.    Convicted 

The  number  of  complaints  entered  in  court  under  the  provisions 
of  the  acts  relating  to  milk  was  65  ;  other  articles  of  food,  30  ; 
total,  95. 

Summary. 

The  whole  number  of  complaints  entered  by  the  State  Board  of 
Health  during  the  year  ended  Sept.  30,  1901,  in  the  courts  of  the 
Commonwealth  against  parties  for  violation  of  the  statutes  relating 
to  food  and  drug  inspection,  was  95.  In  90,  or  94.5  per  cent,  of 
these,  the  parties  were  convicted,  and  5  were  discharged. 

Of  the  whole  number,  65  were  for  violation  of  the  statutes  relating 
to  the  adulteration  of  milk,  and  of  this  number  61  resulted  in  con- 
viction. The  greater  number  of  these  were  for  violation  of  the 
statutes  providing  that  milk  offered  for  sale  shall  be  of  good  standard 
quality.  In  14  of  the  foregoing  cases  the  complaints  were  for  sales 
of  milk  containing  coloring  matter. 

The  other  articles  of  food  with  reference  to  which  complaints  were 
made  were  as  follows  :  molasses,  2  cases  ;  syrup  and  maple  sugar,  2 
cases ;  lard,  1  case ;  cocoa,  3  cases ;  coffee,  2  cases ;  extract  of 
vanilla,  3  cases  ;  extract  of  lemon,  9  cases  ;  spices,  including  pepper, 
cayenne  and  mace,  7  cases  ;  cream  of  tartar,  1  case. 

Among  the  most  common  adulterations  met  with  during  the  past 
year  have  been  the  many  imitations  of  flavoring  extracts,  many  of 
which  are  of  a  worthless  character ;  the  various  imitations  of  jams, 


*  These  complainU  were  made  against  one  indlvldaal  for  three  sales  of  different  articles,  the  whole- 
saler being  a  Philadelphia  dealer. 


432  STATE   BOARD   OF   HEALTH.  [Pub.  Doc. 

jellies  and  preserves,  containing  scarcely  any  of  the  natural  fruits 
which  are  called  for  by  the  consumer ;  and  an  unusual  amount  of  an 
artificial  product  sold  as  cider  vinegar.  Nearly  all  of  these  prepara- 
tions are  artificially  colored  to  represent  genuine  products,  the  use 
of  coloring  matter  constituting  a  valuable  aid  to  the  professional 
adulterator. 

Since  frequent  inquiries  are  made  for  the  recently  enacted  statutes 
relating  to  food  inspection,  the  following  laws  are  herewith  published 
for  general  information  :  — 

[Acts  of  1897,  Chapter  344.] 
An  Act  relative  to  the  Adulteration  of  Food. 

Section  1.  No  person  shall  within  this  Coraraonwealth  manufacture  for 
sale,  offer  for  sale,  or  sell  any  article  of  food  which  is  adulterated  within 
the  meaning  of  this  act. 

Section  2.  The  term  "food,"  as  used  herein,  shall  include  all  articles 
used  in  food  or  drink  by  man,  whether  simple,  mixed  or  compound. 

Section  3,  An  article  shall  be  deemed  to  be  adulterated  within  the 
meaning  of  this  act  in  the  case  of  food  :  1.  If  any  substance  or  substances 
have  been  mixed  with  it,  so  as  to  lower  or  to  depreciate  or  injuriously  affect 
its  quality,  strength  or  purity.  2.  If  an}-  inferior  or  cheaper  substance  or 
substances  have  been  substituted  wholly  or  in  part  for  it.  3.  If  any  valu- 
able or  necessary  constituents  or  ingredients  have  been  wholly  or  in  part 
taken  from  it.  4.  If  it  is  in  imitation  of  or  is  sold  under  the  name  of 
another  article.  5.  If  it  consists  wholly  or  in  part  of  a  diseased,  decom- 
posed, putrid,  tainted  or  rotten  animal  or  vegetable  substance  or  article, 
whether  manufactured  or  not,  or,  in  the  case  of  milk,  if  it  is  produced  from 
a  diseased  animal.  6.  If  it  is  colored,  coated,  polished  or  powdered  in 
such  a  manner  as  to  conceal  its  damaged  or  inferior  condition,  or  if  by  any 
means  it  is  made  to  appear  better,  or  of  greater  value,  than  it  really  is. 
7.  If  it  contains  any  added  substance  or  ingredient  which  is  poisonous  or 
injurious  to  health. 

Provided,  that  the  provisions  of  this  act  shall  not  apply  to  mixtures  or 
compounds  recognized  as  ordinary  articles  or  ingredients  of  articles  of  food, 
if  every  package  sold  or  offered  for  sale  is  distinctly  labelled  as  a  mixture 
or  compound,  with  the  name  and  per  cent,  of  each  ingredient  therein,  and 
if  such  mixtures  or  compounds  are  not  injurious  to  health. 

Section  4.  No  person  shall  offer  for  sale  any  canned  articles  of  food 
after  the  first  day  of  January  in  the  year  eighteen  hundred  and  niiiety-eiglit 
except  goods  packed  prior  to  the  passage  of  this  act,  unless  such  articles 
bear  a  mark  to  indicate  the  grade  or  quality  thereof,  together  with  the 
name  and  address  of  the  person,  firm  or  coiporation  which  packed  the  same, 
or  of  the  dealer  who  sells  the  same. 
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Sectiox  .5.  All  canned  articles  of  food  prepared  from  dried  products 
which  have  been  soaked  before  canning  shall  be  plainly  marked  by  an 
adhesive  label,  having  on  its  face  the  word  "soaked,"  in  letters  not  less 
in  size  than  two-line  pica,  of  legible  type ;  and  all  cans,  jugs  and  other 
packages  containing  maple  syrup  or  molasses  shall  be  plainly  marked  by 
an  adhesive  label,  having  on  its  face  the  name  and  address  of  the  person, 
firm  or  corporation  which  made  or  prepared  the  same,  together  with  the 
name  and  quality  of  the  ingredients  of  the  goods,  in  letters  of  the  size  and 
description  above  specified. 

Sfxtion  6.  Any  person,  firm  or  corporation  falsely  stamping  or  label- 
ling any  cans,  jars  or  other  packages,  containing  fruit,  or  food  of  any  kind, 
or  knowingly  permitting  such  false  stamping  or  labelling,  and  any  person, 
firm  or  corporation  violating  any  of  the  provisions  of  this  act,  shall  be 
deemed  guilty  of  a  misdemeanor,  and  shall  be  punished  by  a  fine  of  not  less 
than  ten  dollars  nor  more  than  one  hundred  dollars  in  the  case  of  vendors, 
and,  in  the  case  of  manufacturers  and  those  falsely  or  fraudulently  stamp- 
ing or  labelling  such  cans,  jars  or  other  packages,  by  a  fine  of  not  less 
than  one  hundred  dollars  nor  more  than  five  hundred  dollars. 

Section  7.  All  acts  and  parts  of  acts  inconsistent  herewith  are  hereby 
repealed. 

The  following  statute,  as  amended  in  1899  (by  chapter  223  of  the 
Acts  of  that  year) ,  presents  the  standard  of  milk  in  Massachusetts 
at  the  date  of  publishing  this  report :  — 

[Acts  of  1899,  Chapter  223.] 
In  all  prosecutions  under  this  chapter,  if  the  milk  is  shown  upon  analysis 
to  contain  less  than  thirteen  per  cent,  of  milk  solids,  or  to  contain  less  than 
nine  and  three-tenths  per  cent,  of  milk  solids  exclusive  of  fats,  or  to  con- 
tain less  than  three  and  seven-tenths  per  cent,  of  fat,  it  shall  be  deemed 
for  the  purposes  of  this  act  to  be  not  of  good  standard  quality,  except  dur- 
ing the  months  of  April,  May,  June,  July,  August  and  September,  when 
milk  containing  less  than  twelve  per  cent,  of  milk  solids,  or  less  than  nine 
per  cent,  of  milk  solids  exclusive  of  fat,  or  less  than  three  per  cent,  of  fat, 
shall  be  deemed  to  be  not  of  good  standard  quality. 

The  two  following  laws  were  enacted  by  the  Legislature  of  1901, 
and  measures  were  taken  by  the  Board,  within  sixty  days  after  the 
passage  of  each  act,  which  the  Board  deemed  "  suflScient  to  make 
the  provisions  of  these  two  acts  known  to  the  persons  who  may  be 
aflbcted  thereby."  An  edition  of  15,000  copies  was  printed,  and 
these  were  sent  to  the  various  manufacturers  and  dealers  in  the 
articles  named  in  these  acts. 
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[Acts  of  1901,  Chapter  341.] 

Ax  Act  relative  to  the  Sale  of  Articles  of  Food  and  Drink  which 
CONTAIN  Antiseptic  or  Preservative  Substances. 

Section  1.  Every  article  sold  as  an  article  or  ingredient  of  food  or 
drink  that  contains  any  added  antiseptic  or  preservative  substance  except 
common  table  salt,  saltpetre,  cane  sugar,  alcohol,  vinegar,  spices,  and  in 
smoked  food  the  natural  products  of  the  smoking  process,  shall  be  deemed 
to  be  adulterated  within  the  meaning  of  chapter  three  hundred  and  forty- 
four  of  the  acts  of  the  year  eighteen  hundred  and  ninety-seven,  unless  every 
package  of  such  article  sold  or  offered  for  sale  bears  a  label  on  which  are 
clearly  indicated  the  presence  and  the  percentage  of  every  such  antiseptic 
or  preservative  substance. 

Section  2.  The  foregoing  provision  shall  not  apply  to  such  portions  of 
suitable  preservative  substances  as  are  employed  as  a  surface  application 
for  preserving  dried  fish  or  meat,  or  to  such  preservative  substances  as 
exist  in  animal  or  vegetable  tissues  as  a  natural  component  thereof,  but 
shall  apply  to  additional  quantities. 

Section  3.  This  act  shall  be  construed  as  in  addition  to  and  not  super- 
seding or  annulling  any  of  the  provisions  of  existing  laws. 

Section  4.  Within  sixty  days  after  the  passage  of  this  act  the  state 
board  of  health  shall  take  such  measures  as  the  board  may  deem  sufficient 
to  make  the  provisions  of  the  act  known  to  the  persons  who  may  be  affected 
thereby. 

Section  5.  Goods  held  in  stock  by  retail  dealers  prior  to  the  date  of  the 
taking  effect  of  this  act,  if  proved  to  have  been  so  held,  shall  be  exempt 
therefrom  during  the  first  year  of  the  operation  of  this  act. 

Section  6.  Section  four  of  this  act  shall  take  effect  upon  its  passage, 
and  the  remainder  of  the  act  shall  take  effect  on  the  first  day  of  January 
in  the  year  nineteen  hundred  and  two.     l^Aj^proved  May  i,  1901. 

[Acts  of  1901,  Cii after  39G.] 

An   Act   relative   to   the   Labelling   op   Certain   Articles  of   Food 

AND  Drink. 

Section  1.  In  every  case  where  a  statement  of  any  of  the  ingredients 
is  required  by  law  to  be  announced  upon  the  label  of  an  article  of  food 
or  drink,  or  of  an  article  entering  into  food  or  drink,  such  statement,  and 
the  name  and  address  of  tlie  manufacturer  or  vendor  of  tlie  article,  shall 
be  distinctly  and  conspicuously  printed  on  the  label,  in  straight,  parallel 
lines  of  plain,  uncondensed,  legible  type,  well  spaced  on  a  plain  ground. 
The  statement  of  ingredients  shall  be  clearly  separated  from  and  not  inter- 
spersed or  confused  with  other  matter,  sliall  specify  every  sucli  ingredient 
by  its  ordinary  name,  and  shall  be  in  the  English  language.  The  letters 
of  said  type  shall  be  not  less  than  one-twelfth  of  an  inch  long,  and  shall 
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be  larger  than  those  of  any  other  printed  matter  on  the  label  or  package, 
except  that  the  name  of  the  compound  or  chief  article  enclosed  therein  may 
be  in  larger  type.  The  required  label  shall  be  firmly  attached  to  or  printed 
on  the  exterior  of  the  package  or  envelope  of  the  said  article,  on  the  top 
or  side  thereof,  in  plain  sight. 

Section  2.  The  state  board  of  health  may  in  writing  approve  specific 
labels  not  strictly  in  accordance  with  the  provisions  of  section  one,  if  they 
deem  that  the  information  required  by  law  is  set  forth  thereon  clearly 
enough  for  the  reasonable  protection  of  the  purchaser. 

Skction  8.-  Except  as  otherwise  provided  in  section  two,  goods  labelled 
in  violation  of  section  one  hereof  shall  be  subject  to  the  same  provisions  of 
the  laws  relative  to  adulteration  of  food  which  would  apply  to  them  if  un- 
labelled. 

Section  4.  Within  sixty  days  after  the  passage  of  this  act  the  state  board 
of  health  shall  take  such  measures  as  the  board  may  deem  sufficient  to  make 
the  provisions  of  the  act  known  to  the  persons  who  may  be  affected  thereby. 

Section  5.  Goods  held  in  stock  by  retail  dealers  prior  to  the  date  of 
taking  effect  of  this  act,  if  proved  to  have  been  so  held,  shall  be  exempt 
therefrom  during  the  first  year  of  tlie  operation  of  this  act. 

Section  6.  This  act  shall  be  construed  as  in  addition  to  and  not  as 
superseding  or  annulling  any  of  the  provisions  of  existing  laws  relative  to 
the  labelling  of  articles  of  food  or  drink. 

Section  7.  Section  four  of  this  act  shall  take  effect  upon  its  passage, 
and  the  remainder  of  the  act  shall  take  effect  on  the  first  day  of  January  in 
the  year  nineteen  hundred  and  two.     [^^jjroved  May  16,  1901. 

The  whole  number  of  samples  of  food  and  drugs  examined  in  this 
department  since  the  beginning  of  work  in  1883  was  127,840,  and 
the  number  of  complaints  entered  in  court  was  1,571.  The  average 
cost  per  sample  for  collection,  analysis  and  other  work  has  been 
reduced  from  $2.26  in  1883  to  $1.19  in  1901. 

The  following  list  presents  the  total  solids  in  each  of  the  samples 
of  milk  upon  which  complaints  were  founded,  so  far  as  records  of 
the  same  were  kept :  — 

8.03  10.20  10.87  11.11  11.70 


8.45 

10.30 

10.88 

11.20 

11.70 

8.80 

10.40 

10.90 

11.24 

11.71 

9.07 

10.64 

10.92 

11.25 

11.71 

9.40 

10.64 

11.00 

11.80 

11.76 

9.60 

10.66 

11.05 

11.44 

11.80 

9.70 

10.80 

11.08 

11.50 

11.84 

9.71 

10.80 

11.08 

11.60 

11.90 

9.92 

10.80 

11.09 

11.60 

11.90 

9.99 

10.84 

11.10 

11.69 
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The  total  number  of  samples  of  food  and  drugs  examined  during 
the  year  was  as  follows  :  — 


Milk,  .  .  .  . 
Other  articles  of  food, 
Drugs,  .        .        .        . 


Total, 

Total  expenses  of  collection,  examination  and  prosecution. 
Average  expense  per  sample  collected,     .... 


6,247 

3,120 

958 

10^325 

$12,341  38 
1  19 


Fines. 
The  amount  of  fines  paid  into  the  treasuries  of  counties,  cities 
and  towns,  under  the  provisions  of  the  general  and  special  laws 
relative  to  the  inspection  of  food  ajid  drugs,  was  as  follows :  — 

Fines  paid  for  the  Violation  of  the  Food  and  Drug  Acts  u^wn  Cas.es  entered  for 

the  Year  ending  Sej^t.  30, 1901. 

Under  the  provisions  of  the  laws  relating  to  milk  and  milk  products,       $1,445  00 

Under  the  provisions  of  the  laws  relating  to  other  articles  of  food,    .  429  70 

Total, .'        .       |1,874  70 

The  total  amount  of  fines  imposed   since  the   beginning  of  the 

enforcement   of    the   general    food   acts    to    Sept.    30,    1901,    was 

$37,003.84. 

Expenditures 

Under  the  Provisions  of  the  Food  and  Drug  Acts  during  the  Year  ending  Sept.  30, 

1901. 


For  thk  Enporcbment  of  tub  Statutbs 

rklatino  to  food  and  drug 

Inspection. 


ilelBtlve  to  Milk 
and  Milk  Products. 


Relative  to  Other 

Kinds  of  Food  and 

Drugs. 


Salaries  of  analysts, 

Salaries  of  inspectors,    . 

Travelling  expenses  and  pui'chase  of  sampl 

Apparatus  and  chemicals. 

Printing,         .... 

Special  investigations,   . 

Services  (cleaning  laboratory), 

Express,  .... 

Sundry  laboratory  supplies,  . 

Books 

Extra'  services  (stenographer) , 


$2,895  00 

2,675  00 

1,140  00 

578  18 

4  00 

70  00 

30  00 

12  75 


f  1,930  00 

1,777  53 

755  11 

375  00 

3  01 

23  00 

34  00 

6  21 

14  85 

9  24 

8  50 


$7,404  93 


fi,936  45 
7,404  93 


Total, 


fl2,341  38 


SAMUEL   W.    ABBOTT,  Secretary. 
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EEPORT  OF  THE  ANALYST. 


By  Albert  E.  Leach. 


Dr.  S.  W.  Abbott,  Secretary  State  Board  of  Health. 

Dear  Shi  :  —  I  herewith  submit  my  report  on  tlie  analysis  of  food 
and  drugs  for  the  year  ending  Sept.  30,  1901. 

Milk. 

The  number  of  samples  of  milk  analyzed,  as  well  as  the  ratio  of 
adulteration,  do  not  difler  materially  from  the  figures  of  the  last 
three  years.  Additional  experience  has  tended  to  confirm  the  views 
expressed  in  the  analyst's  report  of  1899  relative  to  the  difference 
in  legal  standard  of  milk  solids  during  the  summer  and  the  winter, 
viz.,  that  there  would  seem  to  be  no  good  reason  for  a  difference  of 
1  per  cent,  in  the  total  solids  for  the  two  seasons  of  the  year  other 
than  the  question  of  demand  and  supply.  No  such  difference,  as  a 
matter  of  fact,  was  found  to  exist  in  the  large  number  of  samples 
tabulated  in  the  report  for  1899,  wherein  all  the  samples  of  milk 
brought  in  during  the  months  of  December  and  June  from  the 
various  cities  and  towns  throughout  the  State  were  analyzed  in  full, 
and  the  averages  of  total  solids,  fat  and  solids  not  fat  were  sum- 
marized.* 

It  would  seem  as  if  the  chief  reason  why  milk  is  of  a  lower 
standard  in  summer  than  in  winter  is  on  account  of  the  o;reater 
demand,  rather  than  the  difference  in  the  quality  of  the  feed.  For 
example,  at  some  of  the  summer  I'esorts  the  demand  for  milk  during 
the  hot  months  of  the  year  is  much  greater  than  that  of  the  winter 
months,  and  in  many  localities  the  numl)cr  of  cows  supplying  milk 
for  the  sununer  guests  is  not  materially  increased.  The  lower 
quality  of  the  milk  supply  under  these  conditions  is  very  marked, 

*  Thirty-first  Annnal  Report  Maeeacbueetta  State  Board  of  Ilealth  (1890),  p.  615. 
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especially  at  the  various  crowded  sea-shore  resorts.  It  would  seem 
as  if  a  uniform  standard  of  12y2  per  cent,  for  total  solids  for  the 
entire  year  would  be  more  equitable. 

The  usual  statistics  follow,  summarizing,  in  tabular  form,  the 
quality  of  the  milk  from  cities,  towns  and  suspected  producers, 
analyzed  during  the  year. 


Milk  from  Cities. 
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BOBtOD,     . 

375 

243 

120 

32.1 

8.80 

- 

7 

7 

- 

2 

2 

- 

Brockton, 

163 

125 

3S 

22.6 

U.30 

- 

- 

- 

- 

- 

- 

Cambridge, 

460 

305 

155 

33.7 

10.65 

- 

- 

- 

- 

- 

- 

- 

Chelsea, . 

190 

120 

70 

36.8 

10.20 

- 

- 

- 

- 

- 

- 

- 

Everett,  . 

150 

106 

44 

29.3 

10.40 

1 

- 

- 

- 

8 

8 

- 

Fall  River, 

168 

135 

33 

19.0 

10.10 

- 

- 

- 

- 

1 

1 

- 

Fitchburg, 

94 

76 

18 

19.1 

11.72 

5 

- 

- 

- 

- 

- 

- 

Gloucester, 

118 

91 

27 

22.9 

11.28 

~ 

7 

5 

2 

- 

- 

- 

Haverhill, 

272 

174 

98 

32.3 

8.95 

1 

- 

- 

- 

1 

1 

- 

Lawrence, 

141 

98 

43 

30.5 

8.90 

2 

2 

- 

2 

- 

- 

- 

Lowell,  . 

257 

161 

96 

87.4 

8.80 

4 

23 

- 

23 

- 

- 

- 

Maiden,  . 

181 

126 

55 

30.3 

11.00 

- 

- 

- 

- 

J 

- 

- 

Marlborough, 

49 

44 

5 

10.2 

9.73 

2 

- 

- 

- 

- 

- 

- 

Medford, 

121 

78 

43 

35.5 

10.45 

- 

- 

- 

- 

- 

- 

- 

New  Bedford, 

26 

18 

8 

30.8 

11.26 

- 

- 

- 

- 

- 

- 

- 

Newburyporl, 

105 

86 

19 

18.5 

11.50 

3 

- 

- 

- 

- 

- 

Newton, . 

217 

165 

52 

24.4 

8.99 

4 

3 

3 

- 

10 

10 

- 

Quincy,  . 

105 

80 

25 

23.8 

10.30 

4 

- 

- 

- 

- 

- 

- 

Salem,     . 

167 

120 

47 

28.1 

9.73 

- 

- 

- 

- 

10 

10 

- 

Somervllle, 

439 

270 

169 

36.5 

10.00 

- 

- 

- 

- 

3 

- 

3 

Tail  0  too, 

120 

110 

10 

8.3 

9.70 

2 

- 

- 

- 

- 

- 

- 

Wallbam, 

121 

79 

42 

34.1 

11.80 

1 

3 

- 

3 

2 

2 

- 

Woburn, 

66 

44 

22 

31.8 

10.09 

- 

1 

- 

1 

- 

- 

- 

Worceater, 

172 

188 

84 

19.8 

9.00 

6 

- 

- 

- 

2 

2 

- 

Snmmary 

4,275 

2,992 

1,283 

80.0 

8.80 

35 

46 

16 

81 

39 

86 

8 
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Milk  from  Towns. 


Towns. 
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Attleborough, 

137 

111 

26 

18.9 

10.00 

4 

. 

. 

_ 

9 

_ 

9 

Ayer, 

7 

5 

2 

28.5 

10.30 

- 

- 

- 

- 

- 

- 

- 

Bedford, 

25 

19 

6 

24.0 

11.20 

_ 

_ 

- 

- 

- 

- 

_ 

Beverly, . 

12 

3 

9 

75.0 

11.85 

- 

- 

- 

- 

_ 

- 

Billerlca, 

6 

6 

- 

0.0 

12.00 

- 

- 

- 

- 

- 

- 

- 

Brookline, 

134 

112 

22 

16.4 

11.57 

- 

_ 

_ 

. 

_ 

- 

. 

Canton,  . 

30 

29 

1 

3.3 

12.80 

1 

_ 

- 

- 

- 

_ 

_ 

Clinton,  . 

50 

41 

9 

18.0 

9.40 

8 

_ 

_ 

_ 

_ 

_ 

_ 

Concord, 

2 

_ 

2 

100.0    10.30 

_ 

_ 

_ 

_    * 

- 

- 

_ 

Dedbam, 

96 

82 

14 

14.6  (11.47 

_ 

_ 

- 

- 

- 

- 

- 

Baston,    . 

11 

9 

2 

18.1 

12.80 

- 

_ 

- 

- 

- 

- 

- 

Falmouth, 

4 

4 

_ 

0.0 

13.20 

_ 

_ 

_ 

_ 

- 

- 

- 

Framiogbttm, 

23 

21 

2 

8.7 

12.00 

_ 

_ 

_ 

_ 

- 

_ 

- 

Frankllu, 

4 

4 

- 

0.0 

12.10 

_ 

- 

- 

- 

- 

- 

- 

Hull, 

10 

9 

1 

10.0 

11.70 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

Hyde  Park,     . 

134 

100 

34     25.4  ;10.40 

- 

_ 

_ 

_ 

_ 

_ 

- 

Leominster,    . 

35 

23 

12 

34.3     8.45 

_ 

- 

- 

- 

- 

- 

Lexington, 

5 

- 

5 

100.0 

11.85 

_ 

- 

- 

- 

- 

- 

- 

Milford,  . 

37 

32 

5 

13.5 

10.20 

1 

_ 

_ 

_ 

- 

_ 

_ 

Katick,    . 

47 

37 

10 

21.3 

10.56 

3 

_ 

_ 

_ 

_ 

- 

- 

Nantucket, 

8 

8 

- 

0,0 

12.40 

_ 

_ 

- 

_ 

_ 

- 

- 

North  Attleboroug 

h,     . 

8 

7 

1 

12.5 

11.30 

_ 

_ 

_ 

_ 

- 

- 

_ 

Norwood, 

10 

10 

- 

0.0    12.06 

1 

- 

- 

- 

- 

- 

- 

Peabody, 

31 

21 

10 

32.2    10.20 

_ 

_ 

_ 

_ 

1 

1 

- 

Plymouth, 

54 

47 

7 

12.9    11.45 

2 

- 

- 

- 

- 

- 

- 

Provincetown, 

41 

38 

3 

7.3  ill. 11 

- 

- 

- 

- 

2 

2 

- 

Revere,   . 

119 

87 

32 

26.9  '  8.60 

_ 

_ 

_ 

_ 

1 

1 

- 

SaliBbury, 

30 

26 

4 

13.3  !n.40 

_ 

_ 

_ 

_ 

- 

. 

- 

Btonebam, 

45 

36 

9 

20.0  1  6.80 

_ 

_ 

_ 

- 

- 

- 

- 

Stoughton,      . 

71 

64 

7 

9.8  112.12 

_ 

_ 

- 

_ 

- 

- 

Watertown,    . 

87 

56 

31     34.3    11.03 

_ 

_ 

_ 

_ 

_ 

_ 

- 

"Webster, 

7 

7 

-  !     0.0  ,13.00 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

Wareham, 

19 

12 

7     36.9    10.64 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

Weetborougb, 

18 

17 

1 

5.6  111. 23 

1 

_ 

_ 

_ 

_ 

_ 

_ 

Weymouth,    . 

32 

31 

1 

3.1  111.84 

_ 

_ 

_ 

_ 

- 

_ 

- 

Whitman, 

31 

25 

6 

19.4    10.80 

_ 

_ 

_ 

_ 

2 

2 

- 

Winchegter,   . 

58 

35 

23 

39.7     9.60 

- 

_ 

- 

- 

- 

- 

- 

"Winthrop,      . 

58 

45 

13 

22.4    12.20 

- 

- 

- 

- 

- 

- 

- 

Summary, 

1,536 

1,220 

316  i  20.3 

6.80 

21 

- 

- 

- 

15 

6 

9 

Milk  from  Suspected  Producers. 


LoCALlTr. 


Total 
Samples 
collected. 


Number 

above 

Standard. 


Number 

below 

Standard. 


Per  Cent. 

below 
Standard. 


Total 
SolkU  In 
Lowest 
Sample. 


Barre,  . 
Bedford,      . 
Bellingham, 
Bolton, 
Ohiirlemont, 
Franklin,     . 
Harvard, 
Littleton,     . 
M  I'd  way, 
Nec'dh;im,    . 
ropiiorell,    . 
Soulhborough, 
Walpole, 
Wallham,    . 
Waylund,    . 


17 

- 

16 

4 

20 

20 

12 

6 

24 

13 

8 

1 

10 

10 

10 

10 

100.0 
65.0 
61.6 

0.0 
100.0 
40.0 
66.7 
100.0 
73.3 

0.0 
50.0 
45.0 
85.0 

0.0 

0.0 


10.66 
10.02 

9.99 
12.10 

7.91 
10.80 
10.90 

9.60 
10.87 
12.08 
10.80 

9.67 
11.10 
12.50 
12.40 
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Milk  from  Suspected  Producers  —  Concluded. 


Total 
Samples 
collected. 


Number 

above 

Standard. 


Number 
below- 
Standard. 


Per  Cent. 

below 
Standard. 


Total 
Solids  in 
Lowest 
Sample. 


Webeter, 
Westborough, 
West  Brooktield, 
Weeton, 
West  wood, . 

Summary,    . 


267 


134 


100.0 
0.0 

28.6 
0.0 

70.0 


49. S 


8.03 
13.03 
10.90 
12.21 
11.73 


7.91 


Summarij. 
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Cilies,      .... 

4,275 

2,992 

1,283 

30.0 

8.80 

35 

46 

15 

31 

39 

36 

3 

Towns 

1,536 

1,220 

316 

20.3 

6.80 

21 

- 

- 

- 

15 

0 

9 

Suspected  producers,    . 

267 

134 

133 

40.8 

7.91 

- 

- 

- 

- 

- 

- 

- 

Miscellaneous, 

31 

26 

5 

16.1 

10.60 

- 

- 

- 

- 

- 

- 

- 

Summary, 

6,109 

4,372 

1,737 

27.6 

6.80 

56 

46 

15 

31 

54 

42 

12 

Samples  of  colored  milk  were  collected  from  the  following  cities ; 
Boston,  Gloucester,  Lawrence,  Lowell,  Newton,  Walthara  and 
Woburn.  No  samples  of  artificially  colored  milk  were  this  year 
collected  from  towns. 

Milk  containing  added  preservative  was  collected  from  Boston, 
Everett,  Fall  River,  Haverhill,  Newton,  Salem,  Somerville,  Wal- 
tham,  Worcester,  Attleborough,  Pcal)ody,  Provincetown,  Revere 
and  Wiiitman.  As  a  rule,  milk  artiticiaily  colored  is  below  the  legal 
standard  of  solids  as  well,  but  this  year  4  samples  out  of  the  46  found 
colored  were  above  the  standard.  Of  the  milk  with  added  preserv- 
atives, 40  samples  were  above  the  standard,  so  that  44  samples  of 
milk  should  be  added  to  the  number  of  those  tabulated  as  adulter- 
ated by  being  below  the  standard.  The  last  two  annual  reports  of 
the  analyst  contained  most  of  the  methods  used  in  the  laboratory 
for  the  routine  analysis  of  milk. 

Method  Jor  determining  Milk  Sugar.  —  It  is  rarely  necessary  in 
our  work  to  make  this  determination,  exce[)ting  in  cases  of  milk  of 
known  purity,  in  which  it  is  customary  to  exjircss  in  full  the  total 
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solids,  fat,  ash,  milk  sugar  and  proteids.  Milk  sugar  is  determined 
by  means  of  the  polariscope,  and  65.36  grams  are  taken  for  analysis. 
The  volume  corresponding  to  this  weight  varies,  of  course,  with  the 
specific  gravity,  Ijut  in  practice  it  has  ])een  found  sufficiently  accu- 
rate to  employ  a  pipette,  graduated  to  deliver  64  cul)ic  centimeters. 
This  amount  is  measured  into  a  100  cubic  centimeter  graduated 
flask,  2  cubic  centimeters  of  a  concentrated  solution  of  acid  nitrate 
of  mercury  are  added  and  the  flask  is  then  filled  to  the  mark  with 
water.  Instead  of  the  nitrate  of  mercury,  10  cubic  centimeters  of 
sub-acetate  of  lead  solution  (United  States  Pharmacopoeia)  may  be 
employed  before  making  up  to  the  mark.  If  the  Ventzke  polari- 
scope is  used,  2.6  cubic  centimeters  of  water  are  added  by  means 
of  a  pipette  to  compensate  for  the  volume  of  precipitated  proteids. 
The  contents  of  the  flask  are  very  gently  shaken  and  poured  upon 
a  dry  filter.  The  filtrate,  which  should  be  perfectly  clear,  is  polar- 
ized in  a  200  millimeter  tulje,  and  the  scale  reading  of  the  instrument 
will  express  the  exact  percentage  of  milk  sugar. 

The  percentage  of  proteids,  as  expressed  in  analj'ses  of  samples 
of  milk  of  known  purity,  is  usually  determined  by  diflerence. 

Quick  Ajoproximate  Methods  of  testing  Milk. — It  is  no  longer 
necessary  for  milkmen  to  depend  on  the  very  rough  and  by  no 
means  accurate  results  hitherto  obtained  by  means  of  the  lactometer 
or  milk  hydrometer  alone  for  determining  the  quality  of  their  milk. 
The  widespread  use  of  the  Babcock  machine  among  milk  dealers 
and  creamery  men  has  brought  the  price  of  this  useful  apparatus 
within  the  means  of  most  dealers,  and  by  its  use  it  is  possible  to 
determine  the  pei-centage  of  fat  in  milk  with  accuracy.  The  per- 
centage of  total  solids  is,  however,  a  nuich  more  important  factor 
than  the  percentage  of  fat  from  the  point  of  view  of  the  milk  dealer, 
who  wishes  to  know  whether  he  can,  with  safet}',  sell  his  product. 
From  the  fixed  ratio  between  the  total  solids,  the  fiit  and  specific 
gravity,  if  any  two  of  these  constants  are  known,  the  third  may  be 
readily  calculated  by  means  of  formula;  worked  out  for  the  purpose 
or  by  the  use  of  tables.  In  addition  to  the  Babcock  fiit  apparatus, 
an  accurate  lactometer  and  a  thermometer  are  necessary.  The  most 
convenient  form  of  lactometer  is  the  Quevenne,  which  combines  both 
the  hydrometer  and  thermometer  scales  in  one  instrument.  In 
taking  the  specific  gravity,  or  lactometer  reading  of  milk,  it  is  very 
important  that  the  temperature  should  be  exactly  60^  Fahrenheit. 
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It  is  possible,  however,  to  take  the  specific  gravity  at  other  tem- 
peratures, and  make  the  proper  correction  by  means  of  tables  pre- 
pared for  this  purpose.  The  following  table  will  serve  to  correct 
the  lactometer  reading  according  to  temperature  :  — 

For  correcting  the  Specific  Gravity  of  Millx,  according  to  Temperature  (by  Dr. 

Paul  Vielh). 


Degrees  of  Thermometer 

(Fahrenheit). 

Degrees 

OF 

Lactometeb. 

45 

46 

47 

48 

49 

30 

51 

S3 

33 

54 

55 

36 

57 

5S 

59 

60 

20, 

19.0 

19.0 

19.1 

19.1 

19.2 

19.2 

1  19.3 

19.4 

19.4 

19.5 

19.6 

19.7 

19.8 

19.9 

19.9 

21, 

19.9 

20.0 

20.0 

20.1 

20.2 

20.2 

20.3 

20.3 

20.4 

20.5 

20.6 

20.7 

20.8 

20.9 

20.9 

- 

22, 

20.9 

21.0 

21.0 

21.1 

21.2 

21.2 

•21.3 

21.3 

21.4 

21.5 

21.6 

21.7 

21.8 

21.9 

21.9 

- 

23, 

21.9 

22.0 

22.0 

22.1 

22.2 

22.2 

22.3 

22.3 

•22.4 

22.5 

•22.6 

•22.7 

22.8 

22.8 

22.9 

24, 

22.9 

22.9 

23.0 

23.1 

23.2 

23.2 

23.3 

23.3 

23.4 

23.5 

•23.6 

23.6 

23.7 

23.8 

'23.9 

25, 

23.8 

23.9 

24.0 

24.0 

24.1 

24.] 

24.2 

24.3 

24.4 

24.5 

24.6 

•24.6 

•24.7 

24.8 

24.9 

- 

26, 

24.8 

24.9 

24.9 

25.0 

25.1 

25.1 

25.2 

•25.2 

25.3 

25.4 

25.5 

•25.6 

25.7 

25.8 

•25.9 

- 

27, 

25.8 

25.9 

25.9 

26.0 

26.1 

26.1 

26.2 

26.2 

•26.3 

26.4 

•26.5 

26.6 

26.7 

26.8 

•26.9 

- 

28, 

26.7 

26.8 

26.8 

26.9 

27.0 

•27.0 

•27.1 

•27.2 

27.3 

27.4 

27.5 

27.6 

27.7 

27.8 

27.9 

_ 

29, 

27.7 

27.8 

27.8 

27.9 

28.0 

28.0 

•28.1 

28.2 

28.3 

'28.4 

28.5 

28.6 

28.7 

•28.8 

•28.9 

- 

30, 

28.6 

28.7 

28.7 

28.8 

28.9 

29.  ( 

•29.1 

29.1 

29.2 

29.3 

•29.4 

29.6 

29.7 

'29.8 

'29.9 

- 

31, 

29.5 

29.6 

29.6 

29.7 

29.8 

V9.9 

30.0 

30.1 

30.2 

30.3 

30.4 

30.5 

30.6 

30.8 

30.9 

- 

32, 

30.4 

30.5 

30.5 

30. e 

30.7 

30.9 

1  31.0 

31.1 

31. -2 

31.3 

31.4 

31.5 

31.6 

31.7 

31.9 

- 

33, 

31.3 

31.4 

31.4 

31.5 

31.6 

31.8 

31.9 

32.0 

32.1 

32.3 

32.4 

32.5 

32.6 

32.7 

32.9 

- 

34, 

32.2 

32.3 

32.  S 

32.4 

32.0 

.•52.7 

32. E 

.33.0 

33.1 

33.2 

33.3 

33.5 

33.6 

33.7 

33.9 

- 

36, 

33.0 

33.1 

33.2 

33.4 

33.5 

33.6 

33.8 

33.9 

34.0 

34.2 

34.3 

34.5 

34.6 

34.7 

34.9 

- 

For  correcting  the  Specific  Gravity  of  Milk  according  to  Temperature  {by  Dr. 
Paul  Vieth)  —  Concluded. 


Degrees  of 

Thermometer  CFahrenheit). 

Dbgbkbb 

OF 

Lactometer. 

01 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

20 

'20.1 

20.2 

20.2 

20.3 

20.4 

20.5 

20.0 

20.7 

'20.9 

21.0 

21.1 

21.2 

21.3 

21.5 

21.6 

21, 

21.1 

21.2 

21.3 

21.4 

21.5 

21.6 

21.7 

21.8 

•22.0 

•22.1 

'22.2 

22.3 

22.4 

•22.5 

'22.6 

22, 

.  '  22.1 

22.2 

22.3 

22.4 

22.5 

'22.6 

22.7 

22.8 

•23.0 

•23.1 

•23.2    23.3 

'23.4 

23.5 

23.7 

23, 

.  1  '23.1 

'23.2 

23.3 

23.4 

•23.5 

'23.6 

23.7 

•23.8 

24.0 

24.1 

24.2   24.3 

24.4 

24.6 

•24.7 

24, 

.      24.1 

'24.2 

24.3 

24.4 

24.5 

24.0 

'24.7 

24.9 

•25.0 

•26.1 

25.2    25.3 

25.5 

'26.6 

•25.7 

25, 

.         .     25.1 

25.2 

25.3 

25.4 

25.5 

25.  C 

25.7 

25.9 

26.0 

•26.1 

26.2    ^26. 4 

26.5 

26.6 

26.8 

28, 

'26.1 

'26.2 

26.3 

26.5 

26.6 

'26.7 

'26.8 

27.0 

27.1 

27.2 

•27.3 

27.4 

•27.5 

'27.7 

27.8 

27, 

27.1 

27.3 

'27.4 

27.5 

27.6 

27.7 

27.8 

28.0 

28.1 

•28. '2 

28.3 

■28.4 

28.6 

28.7 

28.9 

28, 

'28.1 

28.: 

28.4 

'28.6 

28.  fl 

28.7 

28.8 

•29.0 

•29.1 

29.2 

29.4 

'29.5 

'29.7 

29.8 

29.9 

29, 

29.1 

'29.  £ 

29.4 

'29.5 

29.  e 

•29.8 

'29.9 

30.1 

30.2 

30.3 

30.4 

30.5 

30.7 

30.9 

31.0 

30, 

30.1 

30. J 

30.4 

30.5 

.30.7 

30. S 

.30.9 

31.1 

31.^2 

31.3 

31.5 

31.6 

31.8 

31.9 

32.1 

31, 

31.2 

31.  J 

31.4 

31.5 

31.7 

31.7 

31.8 

32.0 

32.2 

32.4 

32.5 

32.8 

32.8 

33.0 

33.1 

32, 

32.2 

32.' 

32.5 

32.  fl 

.'52.7 

32.9 

83.0 

■33.2 

.33.  a 

33.4 

33.6 

33.7 

33.9 

34.0 

34.2 

33, 

33.2 

33. J 

.'J3.5 

33.  fl 

33.8 

33.9 

34.0 

:!4.2 

34.3 

34.5 

34.8 

34.7 

34.9 

35.1 

35.2 

34, 

34.2 

34.3 

34.8 

34.6 

34.8 

34.9 

85.0 

35.2 

36.3 

.36.5 

35.6 

35.8 

36.0 

36.1 

36.3 

86, 

35.2 

36.3 

35.6 

36.6 

35.8 

35.9 

36.1 

36.2 

36.4 

38.6 

30.7 

36.8 

37.0 

37.2 

37.3 

Tlie  foHowing  tabic  is  introdiu^ed,  by  means  of  which  the  total 
solids  corrcs[)oiiding  to  any  given  lactometer  *  reading  and  p(U'cent- 
age  of  fat  may  be  readily  ascertained.     This  tal)le  has  been  rocom- 

*  The  "  lactometer  reading"  is  expressed  Id  whole  numbers  for  coDTeDlonco.  The  true  speclllc 
gravity  corrcspoDdlnK  to  a  given  lactometer  reading  Is  obtulned  by  writing  1.0  before  the  lactometer 
reading.     Thus,  1.026  is  the  BpecKlc  gravity  conoHiiondlng  to  luclomoter  reading  26,  etc. 
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puted  from  the  tiil)le  of  S.  M.  Babcock  *  so  as  to  express  results  in 
total  solids  rather  than  solids  not  fat. 


Table  shoiving  Per  Cent,  of  Total  Solids  in  Milk  corresponding  to  Qiievenne  Lac- 
tometer Readings  and  Per  Cent,  of  Fat. 


Per 

Lactometkr  Reading  at  60"  Fahrenheit. 

Cent. 

" 

of  Fat. 

22        23 

24 

2.5 

26       27 

28 

20 

30 

81 

32 

33 

34 

35 

36 

0.0 

5.50 

5.75 

6.00 

6.25 

6.50 

6.75 

7.00 

7.25 

7.50 

7.75 

8.00 

8.25 

8.50 

8.75 

9.00 

0.1 

6.62 

5.87 

6.12 

6.37 

6.62 

6.87 

7.12 

7.37 

7.62 

7.87 

8.12 

8.37 

8.62 

8.87 

9.12 

0.2 

5.74 

5.99 

6.24 

6.49 

6.74 

6.99 

7.24 

7.49 

7.74 

7.99 

8.24 

8.49 

8.74 

8.99 

9.24 

0.3 

5.86 

6.11 

6.36 

6.61 

6.86 

7.11 

7.36 

7.61 

7.86 

8.11 

8.36 

8.61 

8.86 

9.11 

9.36 

0.4 

6.98 

6.23 

6.48 

6.73 

6.98 

7.23 

7.48 

7.73 

7.98 

8.23 

8.48 

8.73 

8.99 

9.23 

9.48 

0.5 

6.10 

6.3.1 

6.60 

6.85 

7.10 

7.35 

7.60 

7.85 

8.10 

8.35 

8.60 

8.85 

9.10 

9.35 

9.60 

0.6 

6.22 

6.47 

6.72 

6.97 

7.22 

7.47 

7.72 

7.97 

8.22 

8.47 

8.72 

8.97 

9.22 

9.47 

9.72 

0.7 

6.34 

6.59 

6.84 

7.09 

7.34 

7.59 

7.84 

8.09 

8.34 

8.59 

8.84 

9.09 

9.34 

9.59 

g.84 

0.8 

6.46 

6.71 

6.96 

7.21 

7.46 

7.71 

7.96 

8.21 

8.46 

8.71 

8.96 

9.21 

9.46 

9.71 

9.96 

0.9 

6.58 

6.83 

7.08 

7.33 

7.58 

7.83 

8.08 

8.33 

8.58 

8.83 

9.08 

9.33 

9.58 

9.83 

10.08 

1.0 

6.70 

6.95 

7.20 

7.45 

7.70 

7.95 

8.20 

8.45 

8.70 

8.95 

9.20 

9.45 

9.70 

9.95 

10.20 

1.1 

6.82 

7.07 

7.32 

7.57     7.82 

8.07 

8.32 

8.57 

8.82 

9.07 

9.32 

9.57 

9.82 

10.07    10.32 

1.2 

6.94 

7.19 

7.44 

7.69 

7.94 

8.19 

8.44 

8.69 

8.94 

9.19 

9.44 

9.69 

9.94 

10.19    10.44 

1.3 

7.061     7.31 

7.56 

7.81 

8.06 

8.31 

8.66 

8.81 

9.06 

9.31 

9.56 

9.81 

10.06 

10.31    10.56 

1.4 

7.18 

7.4.^ 

7.68 

7.93 

8.18 

8.43 

8.68 

8.93 

9.18 

9.43 

9.68 

9.93 

10.18 

10.43   10.68 

\.f> 

7.30 

7.55 

7.80 

8.05 

8.30 

8.55 

8.80 

9.05 

9.30 

9.55 

9.80 

10.05 

10.30 

10.55 

10.80 

1.6 

7.42 

7.67 

7.92 

8.17 

8.42 

8.67 

8.92 

9.17 

9.42 

9.67 

9.82 

10.17 

10.42 

10.67 

10.92 

1.7 

7.54 

7.79 

8.04 

8.29 

8.54 

8.79 

9.04 

9.29 

9.54 

9.79 

10.04 

10.29 

10.54 

10.79 

11.04 

1.8 

7.66 

7.91 

8.16 

8.41 

8.66 

8.91 

9.16 

9.41 

9.66 

9.91 

10.16 

10.41 

10.66 

10.91 

11.17 

1.9 

7.7« 

8.03 

8.28 

8.53 

8.78 

9.03 

9.28 

9.53 

9.78 

10.03 

10.28 

10.55 

10.78    11.04 

11.29 

2.0 

7.90 

8.15 

8.40 

8.65 

8.90 

9.15 

9.40 

9.65 

9.90 

10.15 

10.40 

10.66 

10.91    11.16 

11.41 

2.1 

8.02 

8.27 

8.52 

8.77 

9.02 

9.27 

9.52 

9.77i  10.02 

10.27 

10.52 

10.78 

11.03   11.28 

11.53 

2.2 

8.14 

8.39 

8.6J 

8.89     9.14 

9.39 

9.64 

9.89 

10.14 

10.39 

10.64 

10.90 

11.15    11.40i  11.65 

2.3 

8.26 

8.51 

8.76 

9.01     9.26 

9.51 

9.76 

10.01 

10.26 

10.51 

10.76 

11.02 

11.27    11.52!  11.77 

2.4 

8.38 

8.63 

8.88 

9.13     9.38 

9.63 

9.88 

10.13 

10.38 

10.63 

10.88 

11.14 

11.39    11.64!  11.89 

2.5 

8.50 

8.75 

9.00 

9.25     9.50 

9.75 

10.00 

10.25 

10.50 

10.75 

11.00 

11.26 

11.51 

11.76]   12.01 

2.6 

8.60 

8.87 

9.12 

9.37     9.62 

9.87 

10.12 

10.37 

10.62 

10.87 

11.12 

11. 3S 

11.63 

11.881  12.13 

2.7 

8.74 

8.99 

9.24 

9.49     9.74 

9.99 

10.24 

10.49 

10.74 

10.99 

11.24 

11.50 

11.75 

12.00    12.26 

2.8 

8.86 

9.11 

9.36 

9.61     9.86 

10.11 

10.36 

10.61 

10.86 

11.11 

11.37 

11.62 

11.87 

12.121  12.37 

2.0 

8.98 

9.23 

9.48 

9.73     9.98 

10.23 

10.48 

10.73 

10.98 

11.23 

11.49 

11.74 

11.99 

12.24:  12.49 

3.0 

9.10 

9.35 

9.60 

9.85   10.10 

10.35 

10.60 

10.85 

11.10 

11.36 

11.61 

11.86 

12.11 

12.36 

12.61 

8.1 

9.22 

9.47 

9.72 

9.97|  10.22 

10.47 

10.72 

10.97 

11.23 

11.48 

11.73 

11.98 

12.23 

12.48 

12.74 

3.2 

9.34 

9.,i9 

9.84 

10.09    10.34 

10.59 

10.84 

11.09 

11.35 

11.60 

11.85 

12.10 

12.35    12.61 

12.86 

3.3 

9.46 

9.71 

9.96 

10.211  10.46 

10.71 

10.96 

11.22    11.47 

11.72 

11.97 

12.22 

12.48    12.73 

12.98 

3.4 

9.5K 

9.83 

10.08 

10.33    10.58 

10.83 

11.09 

11.34 

11. .59 

11.84 

12.09 

12.34 

12.60   12.85 

13.10 

3.5 

9.70 

9.95 

10.20 

10.45    10.70 

10.95 

11.21 

11.46 

11.71 

11.96 

12.21 

12.46 

12.72    12.97 

13.22 

3.6 

9.82 

10.07 

10.32 

10.67    10.82 

11.08 

11.33 

11.58 

11.83 

12.08 

12.33 

12.. 58 

12.84   13.09 

13. .34 

3.7 

9.94 

10.29 

10.44 

10.79    10.94 

11.20 

11.45 

11.70 

11.95 

12.20 

12.45 

12.70 

12.56    13.21 

13.46 

3.8 

10.06 

10.31 

10.56 

10.81    11.06 

11.32 

11.57 

11.82 

12.07 

12.32 

12.. 57 

12.82 

13.08 

13.33 

13.58 

3.9 

10.18 

10.43 

10.68 

10.93    11.18 

11.44 

11.69 

11.94 

12.19 

12.44 

12.69 

12.94 

13.20 

13.45 

13.70 

4.0 

10.30 

10..5.i 

10.80 

11.05    11.30 

11.56 

11.81 

12.06 

12.31 

12.56 

12.81 

13.06 

13.32 

13.57 

13.83 

4.1 

10.42'  10.67 

10.92 

11.17    11.42 

11.68 

11.93 

12.18 

12.43 

12.68 

12.93 

13.18 

13.44 

13.69 

13.95 

4.2 

10.541   10.79 

11.04 

11.20    11.54 

11.80 

12.05 

12.30 

12.55 

12.80 

13.05 

13.31 

13.. 56 

13.82 

14.07 

4.3 

10.66    10.91 

11.16 

11.41    11.66    11.92 

12.17 

12.42    12.67 

12.92 

13.18 

13.43 

13.68 

13.94;  14.19 

4.4 

10.78    11.03 

11.28 

11.53    11.78    12.04 

12.29 

12.54;  12.79 

13.04 

13.30 

13.55 

13.80 

14.06    14.31 

4.5 

10.90!   ll.l.T 

11.40 

11.65    11.90    12.16 

12.41 

12.66    12.91 

13.16 

13.42 

13.67 

13.92 

14.18    14.43 

4.6 

11.02 

11.27 

11.52 

11.78    12.03'  12.28 

12.53 

12.78 

13.03 

13. 28 

13.54 

13.79 

14.04 

14.30    14.55 

4.7 

11.14 

11.40 

11.6.-) 

11.90    12.15,   12.40 

12.65 

12.90 

13.15 

13.40 

13.66 

13.91 

14.16    14.42;  14.67 

4.8 

11.27 

11.52 

11.77 

12.02    12.27 

12.52 

12.77 

13.02 

13.27 

13.52 

13.78 

14.03 

14.28    14.54    14.79 

4.9 

11.39 

11.64 

11.89 

12.14,  12.39 

12.64 

12.89 

13.14 

13.30 

13.64, 

13.90 

14.15 

14.40   14.66   14.91 

6.0 

11.61 

11.76 

12.01 

12.261  12.51 

12.76 

13.01 

13.26 

13.51 

13.76 

14.02 

14.27 

14.52   14.78    15.03 

6.1 

11.63    11.83 

12.13 

12.38    12.63'  12.88 

13.13 

13.38 

13.63 

13.89 

14.14 

I4.39I  14.64!  14.90|  15.15 

6.2 

11.73    12.00 

12.25 

12.501  12.75;  13.00 

13.25 

13.50 

13.75 

14.01 

14.26 

14.51    14.76;  15.02    15.27 

5.3 

11.87    12.12 

12.37 

12.62    12.87    13.12 

13.37 

13.62 

13.87 

14.13 

14.38 

14.63    14.881  15.14    15.39 

6.4 

11. 9P 

12.24 

12.49 

12.74    12.99    13.24 

13.49 

13.71 

14.00 

14.25 

14.50 

14.76    15.01    15.26i  15.51 

6.5 

12.11 

12.3t5 

12.61 

12.86    13.111   13.36 

13.61 

13.86 

14.12 

14.37 

14.62 

14.88 

15.13    15.38    15.63 

5.6 

12.23 

12. -18 

12.73 

12. 9S    13.23    13. 4S 

13.73 

13.99 

14.24 

14.49 

14.75 

15.00 

15.25    15.50    15.75 

5.7 

12.35 

12.6(1 

12.85 

13.10    13.35    13.60 

13.85 

14.11 

14. .36 

14.61 

14.87 

15.12 

I5.37I  15.62    15.87 

6.8 

12.47 

12.72 

12.97 

13.22    13.47 

13.72 

13.97 

14.22 

14.48 

14.74 

14.99 

15.24 

15.49    15.74    15.99 

6.9 

12.59 

12.84 

13.09 

13.341  13.59 

13.84 

14.10| 

14.35 

14.60 

14.86 

15.11 

15.36 

16.61    15.86| 

16.12 

6.0 

12.71 

12.96 

13.21 

13.46 

13.71 

13.96 

14.22 

14.47 

14.72 

14.98 

15.23 

16.48 

16.73 

16.98 

16.24 

*  United  States  Department  of  Agricnlture,  Divleton  of  Chemistry,  Bulletin  47,  p.  124. 
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Artificial  Qoloring  Matter  in  Milk.  —  Where  formerly  annatto 
was  the  chief  coloring  matter  employed,  of  late  years  aniline  orange 
is  being  used  more  and  more  for  this  purpose,  as  being,  on  the 
whole,  a  better  counterfeit  of  the  cream  color  in  a  rich  Jersey  milk. 
The  following  table  has  been  introduced  showing  the  extent  to  which 
various  artificial  coloring  matters  have  been  discovered  during  the 
last  eight  years  in  Massachusetts  :  — 


Artificial  Color  in  Milk. 


Number  of 
Samples 

analyzed. 


Number  of 
Colored 
Samples. 


Number 
containing 
Annatto. 


Number 

containing 

Orange 

Aniline. 


Number 
containing 

Caramel. 


1894, 
189.5, 
1896, 
1897, 
1898, 
1899, 
1900, 
1901, 


Totals, 


3,.'J51 
3,794 
4,484 
6,046 
6,247 
6,186 
6,232 
6,109 


42,649 


326 


226 


Thus,  out  of  42,649  samples  of  milk  analyzed  during  these  years, 
326,  or  .76  per  cent.,  were  found  to  be  artificially  colored. 

Preservatives  in  MilJc. — During  the  last  four  years,  all  the 
samples  of  milk  collected  during  the  summer  months  have  been 
systematically  examined  for  preservatives,  and  the  results  arc  sum- 
marized in  the  following  tal)le  :  — 

Preservatives  in  Milk. 


YKAn. 

Samples 
examined. 

Number 

containing 

Formaldehyde. 

Per  Cent. 

containing 

Formaldehyde. 

Number 
containing 
Uoric  Acid. 

Percent, 
containing 
IJorIc  Acid. 

Number 
{■ontaining 
Carbonate. 

Total 

containing 

Preservative 

1898,  . 

1899,  . 

1900,  . 

1901,  . 

1,046 
2,105 
2,018 
2,164 

26 
66 
61 
42 

2.5 
2.6 
3.0 
1.9 

11 

13 

6 

12 

1.0 

.6 
.3 
.6 

4 
3 

41 
71 

67 
64 

Totals,  . 

7,823 

184 

2.6 

42 

.6 

7 

283 

In  1898,  samples  were  examined  foi'  preservatives  during  July  and 
August  only,  and  in  the  three  following  years  during  June,  July, 
August  and  September.  Out  of  7,323  samples  of  milk  examined, 
184,  or  3.2  per  cent.,  were  found  to  contain  added  preservatives. 
Formaldehyde  is  still  used  more  than  any  other  preservative. 
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Quick  Routine  Methods  for  detecting  Preservatives  in  3Iilk.* 
1.  Fornicddelnjde.  — After  having  Ijeen  examined  for  total  solids 
and  fat,  the  milk  samples  are  arranged  in  order  in  their  original  con- 
tainers, and  about  10  cubic  centimeters  of  each  sample  are  poured 
into  a  casserole  and  tested  in  succession  by  means  of  the  hydrochloric 
acid  and  ferric-chloride  test,f  holding  the  casserole  by  the  handle 
while  heating  nearly  to  the  ])oiling  point  and  giving  it  a  rotary 
motion  to  l)reak  up  the  curd.  The  well-known  violet  coloration 
shows  formaldehyde.  A  large  stock-bottle  is  kept  on  hand,  con- 
taining the  reagent  ready  for  use,  consisting  of  commercial  h^'dro- 
chloric  acid  (Sp.  Gr.  1.20)  containing  1  cubic  centimeter  of  10  per 
cent,  ferric  chloride  solution  to  each  500  cubic  centimeters  of  acid. 
Less  than  one  minute  is  required  in  making  the  formaldehyde  test 
for  each  sample. 

2.'  Carbonate  and  Boric  Acid.  — These  tests  have  been  so  simj)li- 
fied  as  to  be,  as  it  were,  a  side  issue  in  the  process  of  cleaning 
the  platinum  dishes  used  for  the  determination  of  total  solids.  The 
various  residues  from  the  total  solids  are  burnt  to  an  ash  in  the 
original  numbered  dishes  in  succession,  these  dishes  after  incinera- 
tion being  arranged  side  by  side  on  a  flat  tray.  By  means  of  a 
pipette,  one  or  two  drops  of  dilute  hydrochloric  acid  are  introduced 
into  each  dish  in  succession,  noting  at  the  time  an}'  eflervescence 
that  may  ensue,  which  is  in  itself  an  indication  of  sodium  carbonate. 
After  every  milk  ash  has  been  acidulated,  a  few  cubic  centimeters 
of  water  are  added  to  each  dish  by  means  of  a  Avash  bottle,  the  dis- 
solving of  the  ash  being  hastened  by  giving  a  rotary  motion  to  the 
tray  containing  the  dishes.  A  strip  of  turmeric  paper  is  then 
allowed  to  soak  for  a  minute  or  so  in  each  dish,  after  which  it  is 
withdrawn  from  contact  Avith  the  solution  and  allowed  to  adhere  to 
the  side  of  the  dish  above  the  liquid,  where  it  remains  until  dry.  If 
the  paper  when  dry  is  of  a  dee})  cherry-red  color,  turning  a  dark 
olive  when  treated  with  dilute  alkali,  the  presence  of  boric  acid  is 
assured.  These  methods  are,  of  course,  preliminary  tests  for  quickly 
singling  out  the  preserved  samples.  Such  contirmatory  tests  as  are 
desired  may  in  all  cases  be  employed. 

The  quality  of  the  milk  examined  by  months  during  the  year  is 
shown  in  the  following  table  :  — 

*  Leach.  Annlysl,  XXVI.  (1901),  p.  289. 

t  Thiriy-lirst  anDunI  report  MaBsncliusetts  State  Board  of  Health  (1899),  p.  608. 
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Quality  of  Milk  by  Months. 


;^ 

^ 

J3 

>. 

> 

g 

a 

3 

o 

"A 

Q 

C3 
•-5 

17 

14 

1 
36  i  19 

52 

44 

74     48 

191 

210 

223  ,212 

213 

129 

141  Il59 

31 

34 

25  j  59 

11 

19 

8     19 

4 

10 

5  !     6 

2 

- 

1 

2 

- 

2 

- 

- 

5 

4 

1 

1 

1 

2 

1 

2 

fe<     s 


Eh 

231 

531 

2,082 

2,476 

532 

157 

76 

20 

4 

43 

13 


Number  having  more  than  15  per  cent,  of 

total  solids. 
Number  having  between  14  and  15  per  cent. 

of  total  solids. 
Number  having  between  13  and  14  per  cent. 

of  total  solids. 
Number  having  between  12  and  13  per  cent. 

of  total  solids. 
Number  having  between  11  and  12  per  cent. 

of  total  solids. 
Number  having  between  10  and  11  per  cent. 

of  total  solids. 
Number  having  between  9  and  10  per  cent. 

of  total  solids 
Number  having  between  8  and  9  per  cent. 

of  total  solids. 
Number  having  less  than  8  per  cent,  of  total 

solids. 
Number  of  samples  of  skimmed  milk  above 

the  standard. 
Number  of  samples  of  skimmed  milk  below 

the  standard. 


14 

18 

42 

46 

130 

208 

155 

204 

29 

34 

8 

9 

6 

4 

2 

- 

- 

1 

3 

4 

1 

1 

Cream. 
Nine  samples  of  cream  were  examined,  2  of  which  were  found  to 
be  preserved  with  formaldehyde. 

Condensed  3Itlk. 
During  the  past  seven  years  nearly  100  brands  of  condensed  milk 
have  been  analyzed  in  full,  many  of  them  several  times,  and  the 
results  tabulated  in  the  analyst's  reports  for  these  years.  It  would 
therefore  be  unnecessary  to  duplicate  these  analyses,  and  in  the 
following  table  are  given  the  analyses  in  full  of  the  new  brands 
examined  during  the  year,  as  well  as  of  such  brands  as  have  run 
abnormally  low  in  fat,  even  though  analyzed  previously  :  — 


Brand. 

!2 

!S 

OS 

tD 

e 
eg 

0 

CO 

■  1 

1 

1 

B 

5 

■3 
1 

.c 
< 

Dixie, 

77.73 

22.27 

28.82 

48.91 

10.47 

8.41 

9.22 

1.72 

4.17 

Plume,     . 

73.49 

26..'il 

30.22 

43.27 

18.40 

6.55 

8.72 

1.56 

2.62 

BllvtrCord, 

74.37 

25.63 

29.24 

46.13 

10.16 

9.76 

7.83 

1.50 

3.30 

iJeHancf, 

73.12 

28.88 

32.20 

40.92 

13.40 

10.53 

6.84 

1.48 

2.48 

Stag, 

74.66 

25.34 

30.69 

43.97 

12.50 

10.35 

6.12 

1.62 

2.31 

Ri'Ktnt,    . 

75.43 

24.67 

29.45 

46.98 

11.55 

10.48 

6.94 

1.48 

2.37. 

Dot,  • 

72.86 

27.14 

29.0:i 

43.78 

11.17 

10.60 

6.85 

1.46 

2.. 34 

Arrow,    . 

71.32 

28.68 

23.46 

47.87 

9.75 

6.74 

5.40 

1,69 

2.78 
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In  the  case  of  brands  of  milk  collected  and  brought  in,  which  have 
been  analyzed  in  full  many  times  in  previous  reports,  the  determi- 
nation of  fat  alone  was  made  as  follows  :  — 


Fat. 


Grandmother's, 
EcllpBo  Junior, 
Tip  Top, 
Dixie,      . 
Tip  Top, 
nircs,      . 
Thistle,  . 
Dairy,     . 
Dairy,      . 
Jersey,    . 
Mill;  Maid,      . 
Pine  Tree, 
ChiiDiplain,     . 
Ensign,   . 
Hero, 


11.97 
10.98 
10.44 
9.7'2 
9.72 
9.72 
9.61 
9.18 
9.00 
9.00 
9.00 
9.00 
8.82 
8.82 
8.82 


Rose, 

Rustic,    . 

Gail  Borden  Eagle, 

J   B.  Smith,    . 

Moosehead,    . 

Silver  Cord,    . 

Pennant, 

Gail  Borden  Eagle, 

Grandmother's, 

Lion, 

Lion, 

Rustic,     . 

Lion, 

Dirigo,    . 

Lion, 


8.73 
8.64 


8.37 
8.37 
8.10 
7.80 
7.38 
7.35 
7.30 
7.02 
6.70 
6.12 
6.04 
5.40 


Food  exclusive  of  Milk. 

Artificial  Coloring  Matter  in  Food.  —  The  use  of  artificial  dye 
stuffs  in  food  })roducts  has  greatly  increased  of  late,  so  that  the  time 
would  seem  to  be  at  hand  when  a  special  law  should  be  framed, 
dcalino-  more  specifically  and  stringently  with  the  question  of  colors 
than  docs  the  present  general  food  law.  Artificial  dye  stufls  are 
added  to  foods  in  most  cases  to  conceal  inferiority  or  to  make  them 
more  attractive  in  appearance,  thus  tending  to  deceive  the  purchaser 
as  to  the  quality  of  the  goods.  It  would  seem  to  be  desirable  to 
directly  prohibit  the  use  of  coloring  matter  in  food,  unless  so 
marked,  with  the  possible  exception  of  confectionery,  certain  des- 
sert mixtures  and  perhaps  a  few  other  specified  articles,  wherein  the 
presence  of  color  cannot  possibly  deceive. 

Probably  the  general  public  has  become  so  accustomed  to  the  artifi- 
cial coloring  of  butter  as  to  prefer  it  to  the  uncolored  variety,  so  that 
butter  would  almost  of  necessity  have  to  be  included  under  the  excep- 
tional foods  wherein  added  color  could  be  used  unmarked.  As  to 
the  (lucstion  of  allowing  the  sale  of  colored  oleomargarine,  it  is  hard 
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to  see  why  the  hirge  number  of  people  who  desire  to  use  this  article 
on  account  of  its  cheapness  and  uniformly  wholesome  quality  should 
be  obliged  to  submit  to  so  much  difficulty  in  obtaining  it.  If  oleo- 
margarine is  honestly  sold,  not  for  butter  but  for  what  it  reall}''  is, 
the  argument  is  advanced,  with  considerable  reason,  that  yellow 
coloring  matter,  if  not  injurious  to  health,  should  be  just  as  permis- 
sible in  oleomargarine  as  in  butter,  for,  as  a  matter  of  fact,  the  rea- 
son for  the  use  of  foreign  coloring  matter  in  both  cases  is  to  make 
the  product  appear  of  better  value  than  it  really  is. 

In  the  food  and  drug  laboratory  of  the  Board  there  is  a  varied 
collection  of  strips  of  woollen  nun's  veiling  or  albatross  cloth  orig- 
inally white,  dj^ed  in  a  variety  of  fast  colors  by  boiling  up  the  pieces 
of  woollen  cloth  in  solutions  of  various  food  products  sold  commonly 
on  the  market,  illustrating  in  a  striking  manner  the  extent  to  which 
jellies,  jams,  ketchups,  fruit  syrups  and  cordials,  especially  of  the 
cheaper  variety,  are  so  frequently  colored.  Reds,  pinks  and  orange 
colors  were  dyed  from  preserved  fruits  and  ketchups,  a  deep  yellow 
from  lime  juice  and  a  brilliant  green  from  "  creme  de  menthe."  The 
latter  "  cordial"  consisted  of  sugar  syrup  slightly  flavored  with  pep- 
permint and  deeply  colored  with  the  aniline  dye.  It  was  conqoletely 
decolorized  by  boiling  with  the  wool  for  a  few  minutes.  Various 
fruit  syrups  are  also  commonly  found  with  artificial  color,  the  color- 
ing matters  being  in  nearly  all  cases  aniline  dyes.  The  exact  class 
to  which  the  dye  belongs  may  in  most  instances  be  identified  by 
experiments  with  various  reagents  on  the  dyed  fibre.  Azo-eosin 
has  been  found  in  raspberry  and  strawberry  preserve;  primulin 
orange  in  preserved  quince  ;  Bismarck  brown  in  apricot,  pineapple, 
etc.  ;  chrysamin  in  orange  fruit  syrup  ;  malachite  green  in  creme  de 
menthe ;  dinitrocresol  and  tropfcolin  in  lemon  extracts,  etc. 

MeUiod  of  determining  tlie  Preffence  of  Ooal-lar  Dye  in  Jellies, 
Jams,  etc.  —  A  good  quality  of  Avorsted  or  white  woollen  cloth 
should  be  selected,  taking  care  that  the  color  is  pure  white  and  not 
the  more  common  yellow-white.  Nun's  veiling  has  been  found  ad- 
mira])lc.  It  should  be  freed  from  grease  by  boiling  first  in  a  very 
dilute  soda  solution  and  finally  in  water. 

Strips  of  the  woollen  cloth  thus  prepared  are  boiled  in  diluted 
solutions  of  the  jam  or  jolly,  slightly  acidified  with  hydrochloric 
acid.      Arata*  rccommciiids  boiling  the  wool  in   a  dilute  solution  of 

•  ZiBchr.  Anal.  Ohem.,  28  (1889),  639. 
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the  material,  to  which  })otassiuin  l)i-.sulphjite  has  been  added.  After 
removing  the  wool  from  the  solution,  it  is  boiled  in  water  and  dried. 
The  natural  colors  from  fruit  will  make  very  little  impression  on 
the  wool  under  this  treatment,  the  cloth  being  usually  colored  only 
a  slight  muddy  or  brownish  hue.  The  azo-aniline  colors,  usually 
quite  brilliant,  are  so  firmly  fixed  on  the  wool  that  no  amount  of 
boiling  or  soaping  will  remove  them.  Tables  of  classified  colors 
are  given  in  various  text  books,  notably  Allen's  "Commercial  Or- 
ganic Analysis,"  for  the  identification  of  the  particular  dyes  by 
means  of  treatment  of  the  dyed  wool  with  various  reagents,  such  as 
concentrated  acids  and  alkalis. 

Arsenic  in  Food.  —  The  large  amount  of  arsenic  found  last  year 
in  English  beer,  which  caused  such  disastrous  results  in  Manchester, 
England,  has  led  to  an  investigation  as  to  whether  arsenic  is  present, 
accidentally  or  otherwise,  not  only  in  beer,  but  also  in  many  articles 
of  food  sold  in  this  part  of  the  world.  In  the  English  cases  re- 
ferred to  the  arsenic  was  traced  to  sulphuric  acid,  which  entered 
into  the  manufacture  of  commercial  glucose  used  in  the  beer.  Much 
of  the  acid  found  so  highly  arsenical  was  made  from  Swedish  pyrites, 
which  was  found  to  be  abnormally  high  in  arsenic. 

It  is  a  well-known  fact  that  arsenic  is  commonlj^  present  in  com- 
mercial sulphuric  acid,  and  would  also  naturally  occur  in  any  food 
product  into  the  manufacture  of  which  sulphuric  acid  had  entered. 
For  this  reason  various  food  products  have  been  examined  in  this 
laboratory  for  arsenic,  and  a  number  of  samples  of  commercial 
glucose  have  been  found  to  contain  it,  but  to  a  very  slight  extent 
only.  Arsenic  in  small  traces  has  also  been  found  and  would  nat- 
urally be  expected  in  food  compounds  wherein  commercial  glucose 
was  an  ingredient,  such,  for  example,  as  honey,  molasses  and 
maple  syrup  of  the  compound  or  adulterated  variety,  as  well  as 
confectionery. 

Traces  of  arsenic  have  also  been  found  in  salcratus  and  incident- 
ally in  baking-powder,  both  of  the  phosphate  and  tartrate  variety. 
It  should  be  said,  however,  that  the  arsenic  found  in  all  these  cases 
was  present  in  very  minute  traces  only,  so  small  as  to  occasion 
absQlutely  no  concern  as  an  element  of  danger. 

Desiccated  Foods.  — Various  brands  of  desiccated  milk  and  egp:^, 
as   Avell    as    some    other  foods,  are  (juite  common   in    our   markets. 
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Some  of  these  are  honestly'  labelled,  but  many  have  labels  which, 
to  say  the  least,  are  misleading-.  In  past  reports  of  the  Board  sev- 
eral entirely  factitious  egg  substitutes  have  been  described,  which 
in  most  cases,  though  purporting  to  resemble  pure  eggs  in  chemical 
composition,  were  found,  as  a  matter  of  fact,  to  resemble  them  in 
color  and  appearance  only.  One  brand,  typical  of  this  variety, 
consisted  almost  wholly  of  starch.  A  brand  of  desiccated  egg, 
known  as  "Egg  Flake,"  appears  to  be  really  a  form  of  desiccated 
whole  egg. 

Several  forms  of  desiccated  skimmed  milk  have  been  sold  as  sub- 
stitutes for  eggs,  and  these  indeed  do  possess  a  nitrogenous  value, 
which  is  not  true  of  the  starch  substitutes  above  referred  to,  though 
the  claim  commonly  made  that  they  replace  fresh  eggs  in  cooking 
at  a  fraction  of  the  cost  is  not  warranted. 

Many  brands  of  desiccated  milk  or  milk  powder  are  found,  most 
of  which  purport  to  contain  all  the  ingredients  of  milk,  excepting 
water,  but  no  samples  of  desiccated  loJiole  milk  have  yet  come  under 
the  notice  of  the  writer.  All  the  samples  analyzed  in  this  labora- 
tory have  proved  to  be  pulverized,  dried  skimmed  milk. 

Various  other  forms  of  desiccated  foods  are  found,  such,  for  ex- 
ample, as  "  prepared  pumpkin,"  which  contains,  in  powdered  form, 
all  the  necessary  ingredients  for  making  pumpkin  pie  by  simply 

adding  milk. 

Butte7\ 

Number  of  samples  examined,  116;  num])er  found  adulterated,  7. 
Two  samples  classed  as  adulterated  were  oleomargarine,  and  5  were 
renovated  or  process  butter.  Both  the  oleomargarine  and  the  reno- 
vated butter  were  sold  fraudulently  as  genuine  l)utter. 

MetJiods  of  detecting  lienovated  Butler. — The  most  distinctive 
chemical  constants  of  genuine  butter,  namely,  —  the  Reichert  num- 
ber, —  the  percentage  of  soluble  fat  acids,  the  saponification  equiva- 
lent and  the  refractometer  reading,  are  so  nearly  the  same  for  both 
the  genuine  and  the  renovated  variety  as  to  be  of  little  service  in  dis- 
tinguishing between  the  two.  It  is,  however,  as  a  rule,  a  very  simple 
matter  to  distinguish  renovated  from  fresh  pure  butter.  One  of  the 
best  i)reliniinary  tests  to  apply  is  the  so-called  "  si)oon  "  or  "  foam  " 
test.  A  small  luiui)  of  the  sample,  about  the  size  of  a  filbert,  is 
heated  over  a  low  Bunscn  flame  in  a  large  spoon,  while  l)eing 
atirrcd.     Geiminc   butter  under  these  conditions  will  boil  quietly 
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but  with  the  production  of  considerable  froth  or  foam,  leaving  com- 
paratively clear  fat  after  the  boiling.  Renovated  butter  or  oleomar- 
garine under  this  treatment  will  bump  and  sputter  like  hot  grease  con- 
taining water,  but  will  uot  foam,  and  after  removing  the  spoon  from 
the  flame,  masses  of  curd  will  usually  ])e  found  in  the  melted  fat. 

Having  distinguished  pure  1)utter  from  oleomargarine  or  process 
butter,  the  two  latter  may  readily  be  distinguished  from  each  other 
by  the  usual  chemical  tests  or  by  the  refractometer. 

Another  physical  difference  between  renovated  and  pure  butter  is 
the  appearance  of  the  melted  sample.  If  beakers  containing  pure 
and  renovated  l)utter  are  melted  on  a  water  l)ath,  the  curd  of  the 
pure  sample  will  settle  at  once  or  in  a  very  few  minutes  to  the  bottom 
after  melting,  leaving  a  comparatively  clear  supernatant  fat.  The 
renovated  sample  will  nearly  always  fail  to  settle  out  clear,  even 
after  standing  on  the  water  bath  for  half  an  hour  or  more,  but  will 
still  1)6  cloudy  throughout  the  mass,  due  to  particles  of  floating  curd. 

The  microscope  is  the  very  l)est  means  of  distinguishing  between 
the  two.  When  viewed  by  polarized  light  under  a  low  magnitica- 
tion,  pure  butter  not  previously  melted  should  show  theoretically 
no  crystalline  structure,  being  uniformly  bright  throughout,  and,  if 
the  selenitc  plate  be  used,  should  present  an  evenly  colored  field 
entirely  devoid  of  fat  crystals.  AVith  process  butter  or  oleomar- 
garine, both  of  Avhich  have  been  melted  and  subsequently  cooled,  the 
crystalline  structure  should  be  marked,  showing  with  polarized  light 
a  mottled  appearance  and  a  pla}'  of  colors  with  the  selenite. 

Various  conditions  enter  in  to  affect  the  reliability  of  the  polarized 
light  test.  It  is  nearly  always  possil)le  in  cold  winter  weather  to 
o])tain  these  tests  in  a  sharp  and  striking  manner,  but  in  the  sum- 
mer time,  when  pure  butter  melts  so  easily  at  ordinary  temi)era- 
turcs,  the  distinction  is  not  so  marked.  A  very  characteristic 
difference  under  the  microscope  l)etween  the  two  consists  in  the 
relative  opacity  of  the  fields.  The  fat  film  in  the  case  of  genuine 
butter  is  much  more  transparent  than  that  of  renovated.  Again, 
the  curd  is  so  finely  divided  throughout  the  mass  of  genuine  butter 
that  the  field  is  much  more  even  than  that  of  the  renovated,  AvluM-ein 
often  large  and  opaque  masses  of  curd  are  frequently  distriliuted 
throughout  the  field. 

Identification  of  Foreign  Colorinfj  ^fatter  in  Butter  and  Oleo- 
margarine. —  Where  formerly  annatto  was  used  almost  universally 
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for  coloring  these  products,  the  azo  dyes  have  now  ahnost  entirely 
displaced  it.  A  ready  method  of  detecting  this  azo  color  is  that  of 
Low.*  A  small  amount  of  material  to  be  tested  is  melted  in  a  test 
tube,  an  equal  volume  of  a  mixture  of  1  part  of  concentrated  sul- 
phuric acid  and  4  parts  of  glacial  acetic  acid  are  added,  and  the 
tube  is  heated  nearly  to  the  boiling  point,  the  contents  being 
thoroughly  mixed  by  shaking ;  the  tubes  are  set  aside,  and  after 
the  acid  solution  has  settled  out  it  will  have  been  colored  wine-red 
in  the  presence  of  azo  color,  while  with  pure  Initter-fat  compara- 
tively no  color  will  be  produced. 

Mitchell's  method  for  the  detection  of  annatto  and  azo  colors  in 
butter  is  very  satisfactory. I  The  melted  sample  is  first  filtered. 
Two  test  tubes  are  taken  and  into  each  are  poured  about  2  grams  of 
the  filtered  fat,  which  is  dissolved  in  ether.  Into  one  test  tube  are 
poured  1  or  2  cubic  centimeters  of  dilute  hydrochloric  acid,  and 
into  the  other  al)out  the  same  volume  of  dilute  potassium  hydroxide 
solution.  Both  tubes  are  well  shaken  and  allowed  to  stand.  In  the 
presence  of  azo  dye,  the  test  tube  to  which  the  acid  has  been  added 
will  show  a  pink  to  wine-red  coloration,  while  the  potash  solution 
in  the  other  tube  will  show  no  color.  If  annatto  has  been  used,  on 
the  other  hand,  the  i)otash  solution  will  be  colored  yellow,  while  no 
color  will  be  apparent  in  the  acid  solution.  Further  confirmatory 
tests  may  be  made  in  both  cases,  if  desired. 

Canned  Goods. 
Only  3  samples  were  examined  under  this  heading,  these  being 
canned  fruits  or  vegetaljles,  one  of  which  was  classed  as  adulterated. 
This  was  a  sample  of  canned  pear,  which  had  become  badly  decom- 
posed. 

Cheese. 

One  sample  out  of  the  49  examined  was  found  to  contain  ])oric 
acid.  This  was  labelled,  "  Iloyal  Lunch  Cheese,"  Horton,  Cato 
Manufacturing  Company,  Detroit,  Mich. 

Cocoa  and  Chocolate. 
Seventy-three  sam|)les  weic  examined,  mainly  cocoa.     Of  these, 
34  were  adulterated,  the  connnon  adulterants  l)eing  corn  and  wheat. 

*  .Journal  American  Chemical  Society,  20,  p.  889. 

t  United  Btuteit  Department  of  Agriculture,  Bureau  of  UhemlBtry,  Bulletin  66,  p.  162. 
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One  sample  contained  50  per  cent,  of  corn  starch,  another  40  per 
cent,  of  arrowroot  and  sugar.  Still  another  sample,  purporting  to 
be  pure  breakfast  cocoa,  consisted  almost  entirely  of  cocoa  shells. 
The  foilowino-  l)rauds  of  cocoa  have  l)een  found  to  contain  foreis^n 
inii'redients  :  — 


Brand. 


Adulterant. 


Manufacturer. 


A.  A.  Cooper  &  Co.,  New  York, 
Union  Grocery  Company,     . 

FanchoD,  

Webb's  Compound, 

Shield 

IIooteu'B 

Ader'e 

Elite 

Mi-tropolitan 

Brewster's  Royal,  .        .        .        , 

Scott  &  Co  , 

Champion, 

Sparrow, 

Loudon,  

JuMtlce, 

Sovereign 

Commonwealth,      .         .        .        . 
Compound  Crown, 

Imperial, 

Admiral, 

Phillips, 

Fry's 

Epps',* 

Bterry  &  Slerry,  N.  Y., 


Corn  starch. 
Corn  starch, 
Corn  starcli. 
Corn  starch. 
Corn  starch. 
Corn  starch. 
Corn  starch. 
Corn  starch. 
Corn  starch. 
Wheat  starch. 
Wheat  starch. 
Wheat  starch. 
Wheat  starch. 
Wheat  starch, 
Wheat  starch, 
Wheat  starch, 
Wheat  starch, 
Wheat  starch, 
Wheat  starch. 
Sugar,  . 
Sugar,  . 
Arrowroot  and  sugar, 
Arrowroot  and  sugar, 
Cocoa  shells. 


C.  ir.  Russell,  Fall  River. 


J.  H.  Folkins  &  Co.,  Chelsea. 


W.  H.  Baker,  Syracuse,  N.  Y. 
Union  Pacific  Tea  Company. 

Hub  Cocoa  Works,  Boston. 


*  Label  on  can  plainly  states  admixture  of  arrowroot  and  sugar. 


Coffee. 
One  hundred  and  forty-three  samples  were  examined,  10  of  which 
were  adulterated.  One  sample  contained  70  per  cent,  of  added 
l)eas  and  pea  hulls,  another  75  per  cent,  of  peas,  pea  hulls  and 
chicory.  A  number  of  samples  were  Ibiuul  with  chicory  alone,  and 
some  with  added  wheat. 
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Confectionery . 
Only  1  sample  out  of  the  56  examined  was  classed  as  adulterated. 
This  was  a  chocolate  candy  containing  a  large  admixture  of  iron 

oxide. 

Cream  of  Tartar. 

Three  hundred  and  forty-three  samples  were  analyzed,  5  of  which 
were  found  adulterated.  The  ratio  of  adulteration  of  cream  of 
tartar  this  year  is  the  lowest  in  the  history  of  the  examination  of 
foods  by  the  Board.  The  usual  adulterants  were  found,  namely, 
corn  starch,  alum,  acid  phosi)hate  of  lime  and  calcium  sulphate. 
One  sample  was  found  with  at  least  80  per  cent,  of  a  mixture  of 
these  adulterants. 

Wolff's  Test  for  Tartaric  Acid  both  Free  and  Combined  in  Cream 
of  Tartar.*  (Applicable  in  presence  of  phosphates.)  —  About  5 
grams  of  the  sample  are  repeatedly  shaken  in  a  flask  with  about  250 
cubic  centimeters  of  cold  water  and  the  insoluble  portion  allowed  to 
subside.  The  solution  is  decanted  through  a  filter  and  the  filtrate 
evaporated  to  dryness.  To  the  dry  powdered  residue  a  few  drops 
of  a  1  per  cent,  solution  of  resorcin  and  about  3  cubic  centimeters 
of  strong  sulphuric  acid  are  added  and  the  mixture  is  heated  slowly. 
A  rose-red  indicates  tartaric  acid,  the  color  being  discharged  on  di- 
lution with  water. 

Flavoring  Extracts. 

Lemon  Extract.  —  Nearly  all  the  brands  of  extract  of  lemon  sold 
in  the  Massachusetts  market  were  collected  during  the  year  and 
analyzed.  One  hundred  and  sixty-seven  samples  were  examined, 
of  which  139  were  classed  as  adulterated.  The  sami)les  collected 
represent  about  100  brands.  AVc  have  adopted  as  a  standard  of 
purity  for  lemon  extract  or  essence  of  lemon  the  requirements  of  the 
United  States  Pharmacopana,  in  accordance  with  which  oil  of  lemon 
should  be  present  to  the  amount  of  5  per  cent.  An  extract  of  lemon 
to  contain  5  })er  cent,  of  lemon  oil  must  contain  at  least  80  per  cent, 
by  weight  of  alcohol,  lemon  oil  hoing  insoluble  in  dilute  alcohol. 

A  very  large  variety  of  ten-cent  brands  of  lemon  extract  are  in 
the  market,  most  of  which  contain  no  oil  of  lemon.  Many  of  these 
purport  to  be  pure,  others  have  formula}  with  the  name  and  per- 

•  Rev.  Chlm.  anal,  appl.,  1899,  4,  263.  United  Btates  Department  Agriculture,  Bureau  of  Chemistry 
Bulletin  66,  p.  104. 
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centage  of  the  ingredients,  but  in  many  cases  these   forimiliv   arc 
entirely  deccj)tive  and  misleading. 

In  making  a  cheap  extract  of  lemon,  the  cost  of  the  lemon  oil  is 
not  so  important  an  item  as  that  of  the  alcohol.  The  manufacturer 
may  and  fre(|uently  does  use  sufficient  oil  of  lemon  to  produce  a 
good  extract,  but  on  account  of  the  high  price  of  alcohol  he  under- 
takes to  get  along  with  a  very  small  amount  of  the  latter.  Having 
mixed  his  ingredients,  namely  lemon  oil,  dilute  alcohol  and,  as  a 
rule,  coloring  matter  together,  he  usually  percolates  through  mag- 
nesia, not  realizing  that  all  the  oil  stays  behind  on  the  filter,  and 
that  it  is  absolutely  necessary  to  use  strong  alcohol  in  order  to 
dissolve  it.  The  resulting  product  is  bottled  as  "Pure  Extract 
of  Lemon,"  but  it  contains  none  of  the  lemon  oil.  Time  and 
again  manufacturers  have  protested  that  the  purest  lemon  oil  was 
used  ]>y  them,  when  notified  that  their  brand  contained  no  oil  or 
when  prosecuted  in  court,  and  were  with  difficulty  convinced  that 
the  trouble  with  their  goods  was  that  on  account  of  weak  alcohol 
employed  the  lemon  oil  used  failed  to  get  into  the  final  product.  It 
is  true  that  a  certain  taste  or  odor  of  the  lemon  is  present,  even  in 
the  cheap  varieties  wherein  no  oil  is  found,  due  to  the  fact  that  even 
dilute  alcohol,  when  slowly  percolating  through  the  magnesia  in 
which  the  oil  is  finely  distributed,  does  abstract  therefrom  a  sug- 
gestion of  the  flavor,  which  is,  however,  but  a  mere  shadow  of  the 
su])stance  and  body  possessed  by  a  strong  alcoholic  solution  of  oil 
of  lemon. 

Method  of  determining  Oil  of  Lemon. — If  in  adding  a  large 
excess  of  water  to  a  little  of  the  extract  in  a  test  tube  no  cloudiness 
occurs,  the  oil  may  fairly  be  inferred  to  be  absent.  The  degree  of 
cloudiness  produced  is  proportional  to  the  amount  of  lemon  oil 
present. 

If  a  polariscope  is  available,  the  most  ready  means  of  determining 
lemon  oil  is  by  its  use.  The  extract  is  polarized,  without  being  di- 
luted, in  a  200  millimeter  tube  and  the  reading  on  the  cane  sugar  scale 
is  noted.  This  reading  divided  by  3.4  gives  directly  the  percentage 
of  lemon  oil  in  the  sample.  If  one  has  no  polariscope,  but  has  at 
hand  Babcock's  milk  ai)i)arntus,  lemon  oil  niav  be  determined  hy 
transferring  20  cubic  centimeters  of  the  extract  into  an  ordinary 
Babcock  milk  bottle,  to  which  is  first  added  1  cubic  centimeter  of 
dilute  hydrochloric  acid  (1:1),  and  then  from  25  to  28  culiic  ccnti- 
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meters  of  warm  Avater.  The  mixture  is  well  shaken  aud  allowed  to 
stand  in  water  at  a  temperature  of  60°  C.  for  live  minutes.  The 
bottle  is  then  whirled  in  the  centrifuge  for  about  five  minutes,  and 
by  the  addition  of  warm  water  the  oil  is  run  into  the  neck  of  the 
bottle,  Avhere  the  percentage  is  read  directly  in  the  usual  manner. 
The  reading  should  be  taken  at  60°,  for  which  purpose  the  bottle 
should  be  l^rought  to  that  temperature  by  standing  in  warm  water. 
A  correction  for  solubility  must  be  made,  varying  with  the  amount 
of  oil.  When  the  lemon  oil  is  present  to  the  extent  of  more  than 
2  per  cent.,  .4  is  added  to  the  reading  as  a  solubility  correction,  and 
in  case  less  than  two  per  cent,  is  present  or  more  than  1  per  cent., 
.3  per  cent,  is  added.  The  Babcock  centrifuge  method  last  described 
is  by  no  means  as  accurate  as  the  former  method,  involving  the  use 
of  the  polariscope.     Both  methods  are  due  to  A.  S.  Mitchell.* 

For  examination  as  to  the  purity  of  lemon  oil,  the  oil  as  sepa- 
rated by  the  Babcock  process  should  be  reserved  for  examination,  as 
described  under  "  oleum  limonis  "  in  the  drug  portion  of  the  present 
report. 

Determination  of  Alcohol.  —  Mitchell  has  pointed  out  that  the 
difference  in  specific  gravity  between  oil  of  lemon  and  stronger 
alcohol  is  not  so  great  but  that  a  very  close  approximation  to  the 
true  percentage  of  alcohol  in  lemon  extracts  may  be  obtained  from 
the  specific  gravity  of  the  extract  itself,  assuming,  of  course,  that 
foreign  substances,  such  as  sugar,  glycerine,  etc.,  are  absent.  By 
thus  determining  the  specific  gravity  and  ascertaining  from  the  alco- 
hol tables  the  per  cent,  of  alcohol  corresponding,  the  latter  may  be 
assumed  to  be  at  least  within  1  per  cent,  of  the  true  result,  i)ro- 
viding  no  more  than  6  per  cent,  of  lemon  oil  is  present. 

In  the  absence  of  oil  of  lemon,  a  measured  portion  of  the  original 
sample  may  be  distilled  and  the  percentage  of  alcohol  determined 
fr(jm  the  distillate  in  the  usual  manner,  but  when  lemon  oil  is  present 
this  should  first  be  removed  by  diluting  50  cubic  centimeters  of  the 
extract  to  200  with  water  and  shaking  the  mixture  with  5  grams  of 
magnesium  carbonate  in  a  ilask,  filtering  through  a  dry  filter  and 
determining  the  alcohol  by  distillation  in  an  aliquot  part  of  the 
filtrate.     The  result  is  multiplied  by  4  to  correct  for  the  dilution. 

In  the  following  table  are  given  the  results  of  the  analyses  of  the 

*  Journal  Americnn  Chemical  Society,  21  (1899),  p.  1132.  United  HtatcH  Dopartraent  Agriculture, 
Bureau  Cheonl«try,  Kullelln  65,  pp.  73,  74. 
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various  brands  of  lemon  extract  examined.     In  some  cases  formula} 

have  appeared  on  the  bottles,  but  very  often  these  formulae  have 

been  misleading,  or  were  not  found  to  be  in  accordance  with  the 

result  of  the  analysis. 

Lemon  Extracts. 


Address  of  Manufacturer. 


=  a 


B5 


< 


A.  &P., 
A.  85  P., 

Acme 

Advanced, 

Arlington  Cooperative  As 

BOCilltiOD. 

Baker's  Best  CoDcentrated 

Baker's  Pure, 

Baker's  Superior, . 

Baker's  "William's  Brand,' 

Bennett's, 

BoBtOD,  "Lemon  Flavor," 

Barnett's, 

Brunswick  Concentrated 

"  Double  Strengtli  " 
Brunswick  Concentrated, 

Carter's, 

Celebrated  Champion, 

Challenge,* 

Choice,  . 

Charlton's, 

Collet's, . 

Colton's, 

Concentrated 

Concentrated 

Concentrated,! 

Concentrated 

Concentrated 

Concentrated 

Concentrated 

Coiidcll's  Kxtra  Fine, 


Great  Atlnntin    and    Pacific    Tea 

Company,  New  York 
Grciit   Atlantic   and    Pacific    Tea 

Company,  New  York. 
Acrae    Extract    Company,    Bing- 

hamton,  N.  Y. 
Advanced     Grocer's     Company, 

New  York. 


W.  P.  Baker,  New  York, 

Baker  Extract  Company,  Portland, 

Me. 
W.  S.  Baker,  Springfield,  Mass., 

W.  P.  Baker,  New  York, 

Bennett  &  Co.,  Philadelphia,  Pa. 

M.  O'Kee/o,  Boston,  Mass.,  . 

Joseph  Burnett    &  Co.,  Boston 

Mass. 
Brunswick    Manufacturing   Com 

pany,  New  York. 
Brunswick    M.inufacturing  Com 

pany,  New  York. 
No  address. 

No  address, 

J.  T.  Connor,  Boston,    . 

Bram  &  Co.,  New  Haven, 

No  address. 

No  address, 

J.  W.  Colton,  New  York, 

F.  L.  Carter,  Georgetown, 

No  address. 

No  address, 

L    W.   Gaving,   North    Reading 

Mass. 
Elms  Extract  Company,  Bomer 

ville,  Mass. 
Slater    Extract    Company,    Paw 

tucket,  R.  I. 
No  address, 

II.  W.  Spurr  Specialty  Company, 
Boston. 


0.0 

0.0 

2.0 

0.6 

0.2 

0.03 

0.0 

0.0 

0.0 

.0.0 

0.0 

0.0 

14.0 

4.1 

2.0 

0.6 

0.0 

0.0 

0.0 

0.0 

0.8 

0.2 

30.8 

9.0 

0.4 

0.1 

0.0 

0.0 

9.9 

2.9 

0.3 

0.1 

5.0 

0.9 

0.0 

0.0 

0.0 

0.0 

13.0 

S.9 

18.0 

6.3 

10.0 

2.0 

4.0 

1.2 

0.0 

0.0 

•20.0 

6.9 

0.4 

0.1 

0.0 

0.0 

1.4 

0.4 

-^8.0 

0.0 

Dinitrocresol. 


22.15 

68.82 
I 
35.90  Dinitrocresol. 

47.32 

26.93 


Tropceolin. 
Dinitrocresol. 

Dinitrocresol. 


Tropseolin. 
Tropaeolin. 


39.60 

75.50 

38.94 

21,92 

19.42 

58.77 

90.29 

45.14 

45.27 

'4.45 

63.78 

56.50  Dinitrocresol. 

25.29  Dinitrocresol. 

43.48  Tropaaolin. 

86.82 

88.44 

74.461  None. 

69.45|  Tropaeolin. 

20. Oo!  Dinitrocresol. 

86.65 

38.11]  Uncolored. 

19.00|  Tropfflolln. 

61.96  NItro  dyestuff. 


*  Formula:  oil  of  lemon,  .030;  oil  of  lemon  grass,  .001;  grain  alcohol,  .660;  distilled  water,  .300; 
coloring,  .000=:  1.000. 

t  Formula:  oil  of  lemon,  .35;  aqua,  6.00;  alcohol,  3.15;  fruit  acid,  .55. 
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Lemoti  Extracts  —  Continued. 


Bkand. 

Address  of  Manufacturer. 

c  J; 

Color. 

1^ 

o  c 

1* 

o  c 
o  » 

< 

Connor's,*     .... 

J.  T.  Connor,  Boston,     . 

2.8 

0.82 

58.27 

Dinltrocresol. 

Connor's, t      .... 

J.  T.  Connor,  Boston,     . 

0.0 

0.0 

41.80 

Dinitrocreeol. 

Crescent,        .... 
Dalton's 

Crescent  Extract  Company,  Phila- 
delphia, Pa. 
J.  H.  Dalton  &  Co  ,  Boston,  Maes  , 

0.0 
0.0 

0.0 
0.0 

34.86 
18.62 

Dinitrocresol. 

Delicious 

Hannan  &  Tierney,  Boston,  . 

2.2 

0.6 

60.62 

Dinltrocresol. 

Dr.  Price's 

Edgerley's    Pure     Concen- 
trated. 
Empress,        .... 

Price  Flavoring  Extract  Company, 
New  York. 

Edgerley  Extract  Company,  Bos- 
ton. 

No  address, 

21.0 
18.0 
0.0 

6.2 
5.3 
0.0 

82.31 
87.65 
40.60 

Uncolored. 
Uncolored. 

Eareka, 

Folkine' 

Folkios'  Concentrated, 

Forest  City 

Foes  Pure 

Eureka  Manufacturing  Company, 

Hartford,  Conn. 
J.    H.    Folklns    &    Co  ,   Chelsea, 

Mass. 
J.   H.    Folkins    &    Co.,    Chelsea, 

Ma«s. 
Forest    City     Extract    Company, 

Portland,  Me. 
Schloiterbeck   &  Foes,  Portland, 

Me. 
R    T.  French  &  Co.,  Rochester, 

N.  Y. 
No  address, 

0.0 
8.8 
5.0 
8.0 
21.8 

0.0 
2.6 
1.5 
2.3 
6.4 

68.17 
65.33 
78.08 

83.46 

TropsBolin. 
Tropaeolin. 
Dinitrocresol. 

French's  Genuine, 
Ferguson  &  Co.,   . 

0.3 

10.5 

0.1 
3.1 

39.40 
74.23 

Dinitrocresol. 
Orange  dycstuff. 

Gardner's  Pure,    . 

No  address 

18.0 

5.2 

83.69 

- 

Globe, 

Potter  &  Wrlgbtlngton,  Boston,   . 

22.0 

6.4 

79.64 

- 

GJnter 

Ginter  Grocery  Company,     . 

0.0 

0.0 

35.20 

Dinitrocresol. 

GInter's  High   Proof  Com- 
pound. 
Golden  Rod 

Golden  Cup 

Gintor  Grocery  Company,  Boston, 

Miami   Manufacturing   Company, 

New  York. 
Tremont  Extract  Company,  . 

0.0 
0.0 
1.1 

0.0 
0.0 
0.31 

20.83 
4.00 
50.26 

Tropaeolin. 
TropKolin. 

Good  Value 

Gray's  High  Proof, 

Good    Value    Extract    Company, 

Hinghamton,  N.  Y. 
E.  E.  Gray  &  Co.,  Boston,    . 

0.4 
4.3 

0.12 
1.3 

44.40 
69.08 

- 

Grand  Union  Ten  Connpany 

Concentrated. 
Iladley's 

G  rand  Union  Tea  Company ,  Brook 

lyn. 
G.  H.  Hadley,  Lawrence, 

2.0 
0.0 

0.6 
0.0 

52.14 

45.27 

~ 

IlarrlH  Pure 

F.  E.  Harris,  Blnghamton,  N.  Y., 

0.8 

2.0 

82.69 

- 

Hamljlon,       .... 

E.  H.  Hamblen  &  Co.  (no  address) , 

12.2 

3.8 

73.17 

Dinitrocresol. 

Harrifon's  Highly   Coiiccn- 

irated. 
Uarthhorn,     .... 

K.  Harrison,  Glens  Falls,  N.  Y.,  . 
E.  Hartshorn  &  Sons,  Boston, 

0.0 
23.5 

0.0 
6.9 

40.45 
85.19 

Dinitrocresol. 

Highly  Conceritrutfd,  . 

E.  P.  Charlton,  Fall  River,    . 

0.8 

0.1 

43.48 

Troi)ajolin. 

Irvine's  Pore, 

1 
Wm.  Irvine,  New  York, 

0.0 

0.0 

32.87 

Tropajolin. 

Keen's, 

-Jos.  Keen,  Boston, .... 

13.2 

4.0 

76.88 

DiuitrocrcBol. 

Eellog's  I'll  re, 

F.  P   Adams  &  Co  ,  Boston,  . 

26.0 

7.7 

87.81 

- 

*  Formula:  alcohol,  800;  dlsttlled  water,  100;  oil  of  lemon,  10. 

f  Formula:  alcohol,  653;  aqua,  450;  oil  of  lemon,  15;  naphlhiil  color,  very  Bliglit. 


No.  34.] 


FOOD   AND   DRUG   INSPECTION 


461 


Lemon  Extracts  —  Continued. 


Address  of  Manufacturer. 


=  B 

5^ 

c  c 

|3 

3.5 

1.0 

0.0 

0.0 

21.0 

6.2 

19.0 

5.6 

27.0 

0.0 

26.0 

7.6 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

11.0 

3.1 

0.0 

0.0 

0.0 

0.0 

31.0 

9.1 

17.0 

5.0 

2.0 

0.6 

1.6 

0.5 

15.0 

4.4 

4.5 

1.3 

0.0 

0.0 

1.4 

0.4 

2.5 

0.7 

0.0 

0.0 

30.0 

9.1 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.3 

0.1 

0,0 

0.0 

0.0 

0.0 

0.0 

0.0 

8.0 

2.3 

7.0 

2.0 

-o 


Kidder's  Concentrated, 

Keystone, 

Kline's 

Leigbton's  Pure,   . 

Lion,*     .... 

Mrs.  Bradford's,    . 

Maple  Leaf,    . 

Nickel   Extract    with    a 

"  Lemon  Flavor." 
Pansy,    .... 


Pure 

Pure  Concentrated, 

Pure  Concentrated, 

Pure  Concentrated, 

Pure  Concentrated, 

Pure  Concentrated  Imperial, 

Pure  Concentrated  Peerless, 

Pure  Concentrated, 

Pure  Sovereign,     . 

Puritan, t 

Parker's  10  Cent,  . 

Qulnslgamond  Mills,     . 

Strictly  Pure  Red  Cross, 

Royal  Worcester, . 

Sargetit's  Pure  Concentrated 

Sage  Bro's,    . 

Standard, 

Standard,       ... 

Standard, 

Special  Concentrated,  . 

Stirling  Pure  Concentrated 

St.  John's, 

Spurr's  Absolutely  Pure, 

Superior  Quality, . 


Kidder  &  Co.,  Boston,    . 

No  address 

Kline    Extract   Company,    Plain- 
Held,  N.J. 
R.  8.  Leigbton,  Portland, 


Highland  Extract  Company,  Bos- 
ton. 

Mrs.  M.  J.  Bradford,  Claremont, 
N.  H. 

Maple  Leaf  Chemical  Company, 
New  York. 

N.  S.  Nickel  Company,  Phlladel- 
pbia. 

Punsy  Extract  Company,  Philadel- 
phia. 

N.  8.  Nickel  Company,  Philadel- 
phia. 

Ferguson  &  Co.,  Haverhill,    . 

Royal   Worcester    Manufacturing 

Company,  Boston. 
No  address, 

S.  M.  Sargent,  Worcester, 

Lowell  Pharmacy,  Lowell,    . 

No  address 

Superior  Extract  Company,  De- 
troit, Mich. 

Union  Pacific  Tea  Company,  New 
York. 

W.  E.  Farrington  &  Co.,  Boston,  . 

Parker  Specialty  Company,   Mel- 
rose. 
No  address 

Red    Cross    Extract    and    Baking 

Powder  Company,  Franklin. 
Royal  Worcester  Extract  Company, 

S.  M.  Sargent,  Worcester, 

Boston 

Standard  Bottling  Company,  Low- 
ell, Mass. 

Sani'l  Stuart  &  Co.,  Hartford, 
Conn. 

Standard  Extract  Company,  New 
York. 

No  address 

Stirling  Extract  Company,  Cam- 

bridgeport,  Mass. 
No  address, 

n   W.  Spurr  Specialty  Company, 

Boston. 
No  address, 


61.04 
6.21 
81.44 
83.62 
22.50 
83.23 
3.69 
20.00 
31.56 
19.92 


Orange  color. 

Aniline. 

Tropaeolln. 

Dinitrocreeol. 
Tropajolin. 


Colored. 

Dinitrocresol. 

Dinitrocreeol. 


74.23 

20.00 

22.85 

90.54 

73.88 

52.14  Dinitrocresol. 

52.32 

89.73  Aniline. 

64.84 

17.67 

44.64  Dinitrocresol. 

65.17  Tropwolin. 

22.85! 

90.60| 

19.67  TropsBolin. 

33.41 

34.71 

44.77 

10.38 

Dinitrocresol. 
26.40  Tropoeolin. 
69.71   Dinitrocresol. 
68.25 


*  Containing  cane  sugar. 

t  Formula:  oil  of  lemon,  1.50;  alcohol  (94  per  cent.),  80.00;  coloring,  9.50;  water,  18.50=100.00. 
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Lemon  Extracts —  Concluded. 


1 

h 
^ 

Brasd. 

Address  of  Manufacturer. 

1- 

o  c 

o  c 

Color. 

Thorpe's,*     .... 

T.  D.  Thorpe  Company,  Chelsea, 

Mass. 
Van  Duzer  &  Co.,  New  York, 

0.0 

0.0 

40.00 

- 

Van  Dnzer'e  Highly  Concen- 
trated. 
Trumbull's 

14.0 

4.1 

84.72 

Tropaeolin. 

Trumbull  &  Co.,  Hartford,  Conn., 

0.0 

0.0 

34.67 

Dlnitrocresol. 

Waldorf,        .... 

J.  J.  Kgan,  Holyoke, 

0.0 

0.0 

11.08 

Dlnitrocresol. 

Webb's  XX,  .        .        .     •  . 

Webb  8s  Co., 

0.0 

0.0 

28.93 

- 

William's  Choice, 
Winner,          .... 

Williams   &  Charlton,  Hartford, 

Conn. 
J.F.  Nickerson  Company,  Boston, 

20.0 
0.4 

5.9 
Trace 

87.81 
39.80 

Dlnitrocresol. 
Dinitrocresol. 

*  Containing  oil  other  than  lemon  oil. 

Vanilla  Extract.  —  Seventy-three  samples  were  examined,  of 
which  54  were  adulterated.  In  the  adulterated  class  have  ])een 
included  (1)  such  extracts  as  were  found  to  contain  coumarin,  (2) 
those  which  were  found  to  contain  less  than  .05  per  cent,  of  vanillin 
and  (3)  those  which,  though  containing  sufficient  vanillin,  M'ere  en- 
tirely artificial  and  not  true  extracts  of  the  vanilla  bean.  If  they 
were  found  to  conform  strictly  to  an  honestly  printed  formula,  they 
were  not  classed  as  adulterated.  Here,  as  in  the  case  of  lemon  ex- 
tracts, there  have  been  many  examples  of  deceptive  formulas,  as,  for 
instance,  the  following :  — 

In  10,000  parts :  h)'dro-a]coholic  solution,  extract  of  Mexican  vanilla  beans, 
synthetically  prepared,  7,000  parts;  hydro-alcoholic  solution  angostura  tonka 
beans,  2,000  parts  ;  hydro-saccharated  solution,  1,000  parts  ;  caramel  trace. 

Much  information  may  be  gained  as  to  the  genuine  character  of 
an  extract  by  an  examination  of  the  extracted  matters.  This  is 
especially  true  of  the  resins  and  gums  according  to  methods  recom- 
mended l)y  Hess.*  If  no  precipitate  is  [)roduced  when  a  few  drops 
of  acetate  of  lead  solution  are  added  to  a  little  of  the  extract  in  a 
test  tube,  the  tincture  may  be  pronounced  entirely  artificial.  The 
presence  of  a  preci[)itatc,  however,  is  l)y  no  means  a  guarantee  of 
the  purity.  Methods  for  determining  vanillin  and  coumarin  were 
given  in  the  analyst's  rei)ort  for  1899. f 


*  Journal  American  (.'hemlcal  Society,  21  (1899),  p.  719.    Also  United  StatoB  Department  of  Agri- 
culture, Bureau  of  CbcmiHtry,  Mullctin  65,  p.  70. 

t  Thirty-first  annual  report  of  Massacbuaetts  State  Board  of  Health  (1899),  pp.  629,  630. 
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The  various  brands  examined  during  tiic  year  and  the  results  of 
analyses  are  given  in  the  following  table  :  — 


Vanilla  Exlracls. 


Address  of  Manufiicturer. 


l*er  Cent. 

of 
Vanillin. 


Per  Cent,  of 
Coumarin. 


A.  &  P.,* 

AdTBDced, 

Challenge, 

Choice,    . 

Climax  Vanilla  Flavor, 

Climax,  . 

"Compound," 

Concentrated  Extra, 

Colton's, 

Concentrated, t 

Condell'e  Extra  Fine, 

Connor.t 

Connor's, § 

Dolton'B  Flavoring  Ex( 

a  Vanilla  Flavor. 
Double  Extract,    . 

Empire  State, 

Forest  City,    . 

Folkins'  Concentrated,! 

French's  Genuine, || 

Ginter.ll . 

Good  Value,  . 

Gray's, II . 

Harris  Pure,  . 

Highly  Concentrated, 

Holbrook's,    . 

Kidder's  Concentrated 

Lion, 

Morse's  Pure, 

Pansy,     . 

Parker's  10  Cent,  . 

Perfection, 


with 


Great  Atlantic  and  Pacific  Tea  Company 

New  York. 
Advanced  Grocer's  Company,  New  York 

J.  T.  Connor,  Boston,  .... 


New  York, 
New  York, 


Walker  Chemical  and  Extract  Company 

Chelsea. 
SLCR  Extract  Company,  Chelsea,    . 

.1.  W.  Colton,  New  York,    . 


H.  W.  Spurr  Specialty  Company,  Boston 

J.  T.  Connor,  Boston,  Mass., 

J.  T.  Connor,  Boston,  .... 


C.  B.  Woodworth  Company,  Rochester, 
N.  Y. 


Forest  City  Extract  Company,  Portland, 
J.  T.  Folkins  &  Co.,  Chelsea,      . 
R.  T.  French  Company,  Rochester,  N.  Y 
Ginter  Grocery  Company,  Boston,    . 
Good  Value  Extract  Company,  New  York 


F.  E.  Harris,  Binghamton,  X.  Y., 

E.  P.  Charlton,  Fall  River,  . 

Holbrook  &  Co.,  Lynn, 

Kidder  &  Co.,  Boston, 

Highland  Extract  Company,  Boston, 

C.   n.    Morse    Manufacturing  Company 

Providence. 
Pansy  Extract  Company,  Philadelphia, 

Parker  Specialty  Company,  Melrose, 

Perfection  Extract  Company,  New  York 


.0125 
.0375 
.0812 
None. 
.0125 
.0187 
.1500 
.0500 
.0375 
.0187 
.0250 
None. 
.0125 
.0250 
.0375 
None. 
.0187 
.0625 
.0250 
.0760 
.0125 
.0875 
.0500 
.1750 
.1750 
.0250 
.0500 
.1250 
Trace. 
.1250 
None. 


Present. 

Present. 

Present. 

Considerable. 

Present. 

Considerable. 

Present. 


Present. 

.1100 
Present. 

.0120 
Present. 

Considerable. 

.0325 
Present. 

.0200 
.0500 
.0450 


Present. 


Considerable. 
Considerable. 


*  Formula:  containing  vanilla,  tonka,  spirits,  aqua,  sugar. 

t  Formula:  compound  vanilla,  1.00;  aqua,  4.84;  tonka,  2.72;  8ni;ar,  1.44. 

I  Formula:  vanilla  beans,  75;  alcohol,  150;  syrup,  200;  cochineal,  15;  aqua,  555. 

§  Formula:   vanilla  beans,  75;   alcohol,  150;   syrup,  200;    caramel,  15;   tonka  beans,  5;   distillrd 
water,  556  =  1,000. 

II  Package  provided  with  a  formula. 
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Vanilla  Extracts —  Concluded. 


Address  of  Manufacturer. 


Ver  Cent. 

of 
Vanillin. 


I'er  Cent,  of 
Coumarin. 


Pure, 

Pure  Concentrated, 

Purity  Preserving  Company's, 

Royal  Compound  Flavoring, 

Royal  Worcester, , 

Sage  Bros'  Pure, 

Sargent's, 

Sovereign, 

Special,  . 

Standard  Quality, 

St.  John's, 

Taunion  Cash  Grocery, 

Waldorf, 

"Williams'  Choice, . 


Sage  Bros.,  Portland,  . 
Park  Drug  Store,  Fall  River, 
Worcester,     .... 


Royal     Worcester    Extract    Company, 

Worcester. 
Sage  Bros.,  Portland, 


8.  M.  Sargent,  Worcester 

Union  Pacific  Tea  Company,  New  York,  . 

Sam'l  Stuart  &  Co  ,  Hartford,  Conn., 

No  address 

Taunton  Cash  Grocery,  Taunton,  Mass.,  . 
John  .J.  Eagan,  llolyoke,  Mass., 
Williams  &  Carlton  Co.,  Hartford,  Conn., 


.0750 

.0750 

.1750 

.0125 

.0750 

.0500 

.0750 

.0250 

None. 

.1875 

.0375 

.0150 

.0250 

.2000 


Considerable. 

.0250 
Considerable. 
Considerable. 
Present. 

.0250 
Considerable. 
Considerable. 


Considerable. 


It  should  1)6  said  with  reference  to  the  above  table  that  the  quality 
of  the  extract  should  not  be  judged  from  the  amount  of  vanillin  alone, 
since  it  is  possible  to  reinforce  a  true  vanilla  extract  with  artificial 
vanillin,  or  an  extract  may  be  high  in  vanillin  and  yet  be  entirely 
artificial  and  in  no  sense  an  extract  of  the  vanilla  bean,  Avhich,  as  is 
well  known,  depends  nearly  as  much  for  its  virtue  as  a  flavor  upon 
its  various  extractive  matters  as  upon  its  vanillin. 

Miscellaneous  Flavoring  Extracts.  —  0)ie  sample  each  of  rasp- 
l)erry,  checkerberry  and  Jamaica  ginger  extract  was  analyzed.  The 
raspberry  was  a  .synthetic  preparation  made  up  of  artificial  fruit  ethers, 
and  the  Jamaica  ginger  extract  contained  no  oil  of  ginger. 


Honey. 

Fifty-throe  samples  were  analyzed,  17  of  which  were  adulterated 
by  the  presence  of  commercial  glucose,  cane  sugar  or  both.  The 
most  adulterated  sample  contained  80  per  cent,  of  commercial  glu- 
cose. 

Method  of  determiniufj  Comrneixial  (Jlncose  in  Honey.  —  Owing 
1o  the  large  amount  of  invert  sugar  which  honey  contains,  the  method 
of  determining  glucose  in  nioiasscs  and  maple  ,^yrup  as  given  in  the 
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analyst's  report  for  1900*  is  not  sufficiently  accurate  for  honey. 
Much  closer  results  ma}'  l)e  attained  by  dissolvinir  the  normal  weight 
of  the  sample  (26.048  grams  for  the  Schmidt  &  Haensch  i)oIariscope) 
in  water  in  a  100  cubic  centimeter  graduated  flask,  adding  alumina 
cream  for  the  clarifier  and  making  up  to  the  mark  with  water.  The 
solution  is  shaken,  tiltered  and  polarized  in  the  usual  manner  in  a 
100  millimeter  tube,  the  true  direct  reading  being  twice  the  scale 
reading.  The  filtered  normal  solution  is  then  subjected  to  inversion 
(see  thirty-second  annual  report,  p.  658)  and  the  polariscopic  read- 
ing obtained  at  87"^  in  a  hot- water  jacketed  tube,  making  the  neces- 
sary correction  due  to  any  dilution  of  the  sample  by  the  addition  of 
acid  for  the  inversion.  The  true  reading  at  87°  divided  by  175 
gives  the  approximate  percentage  of  commercial  glucose  in  the 
sample. 

Lard. 

Twenty-three  samples  were  examined,  2  of  which  contained  ad- 
mixtures of  cotton-seed  oil.  One  sample  was  found  with  50  per 
cent,  of  the  foreign  oil. 

IMplien's  Test  for  Cotton-seed  Oil. — This  test  is  very  satisfac- 
tory and  will  detect  at  least  1  per  cent,  of  the  adulterant.  A  mix- 
ture is  made  of  equal  volumes  of  amyl  alcohol  and  carbon  bisulphide 
in  which  1  per  cent,  of  sulphur  has  been  dissolved.  From  3  to  5 
cubic  centimeters  of  melted  fat  is  mixed  with  an  equal  volume  of 
the  above  reagent  in  a  test  tube,  loosely  stoppered  with  cotton  and 
heated  in  a  bath  of  boiling  water  for  fifteen  minutes.  If  cotton- 
seed oil  is  present,  a  deep  red  or  orange  color  is  })roduced.  If  the 
lard  is  pure,  little  or  no  color  is  developed. 

Mcqde  Sugar. 

Two  samples  out  of  the  20  collected  ami  examined  were  found  to 
contain  l)rown  or  molasses  sui>ar. 

Maple  Sf/nip. 
Forty-one  samples  were  analyzed,  5  of  which  contained  conmier- 
cial  glucose,  1  sample  being  found  with  95  per  cent,  of  this  adul- 
terant. 

Jlol  asses. 

Of  93  samples  -vaniincd,  22  were  found  adulterated  by  the  ad- 
mixture of  commercial  glucose. 

*  Thirty-Becond  annual  report  of  State  Board  of  Health  (1900),  p.  658. 
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Spices. 

Allspice.  —  Six  out  of  151  samples  analyzed  were  found  to  be 
adulterated.  The  worst  specimen  contained  60  percent,  of  cocoanut 
shells.     Other  adulterants  found  were  wheat  and  exhausted  ginger. 

Cassia. — Two  hundred  and  three  samples  were  analyzed,  6  of 
which  were  adulterated.  One  sample  contained  20  per  cent,  of 
roasted  wheat.  Others  were  found  with  admixtures  of  wheat  and 
exhausted  ginger. 

Cayenne.  —  Thirty-nine  samples  were  examined,  9  of  which  were 
classed  as  adulterated.  One  sample  was  found  to  contain  25  per 
cent,  of  wheat. 

Cloves.  —  One  hundred  and  sixty-three  samples  Avere  examined  ; 

19  w^ere  found  adulterated,  containing  allspice,  clove  stems,  wheat, 
ginger  and  millet.  The  worst  specimen  contained  60  per  cent,  of 
clove  stems  and  millet ;  another,  30  per  cent,  of  roasted  wheat. 

Ginger. — Two  hundred  and  fifty-three  samples  were  examined, 

20  of  which  were  adulterated.  One  was  found  to  contain  70  per 
cent,  of  wheat  bran  and  turmeric ;  another,  70  per  cent,  of  corn 
starch.  Other  adulterants  found  were  millet,  exhausted  ginger  and 
an  aniline  dye. 

Mace.  —  Of  52  samples  analyzed,  19  were  adulterated,  the  adul- 
terants found  being  corn  starch  and  wild  mace.  One  sample  was 
found  to  contain  75  per  cent,  of  corn  starch. 

Nutmeg.  —  Fifteen  samples  were  examined,  all  of  which  were  pure. 

Mustard.  — Eighty-four  out  of  297  samples  examined  were  adul- 
terated with  such  substances  as  mustard  hulls,  aniline  dyes,  turmeric 
and  cayenne.  The  worst  specimen  contained  80  per  cent,  of  wheat 
and  turmeric.  One  sample,  laljellcd  "  Sadtlcr's  Celebrated  Old  Eng- 
lish Mustard,  Double  Superfine,"  was  found  to  contain  50  per  cent, 
of  roasted  wheat,  charcoal  and  turmeric. 

Pej>per.  —  Four  hundred  and  nineteen  samples  were  examined, 
of  which  b'6  were  poor.  One  sani))lc  contained  40  per  cent,  of  olive 
stones,  another,  20  per  cent,  of  roasted  wheat.  Other  adulterants 
met  with  were  exhausted  ginger,  pepper  shells  and  millet. 

Syrup. 
Under  this  heading  are  included  sam])les  of  table  syrup  sold  under 
the  name  "(jroidcn"  or  "Golden  Drip  Syrup."     Thirteen  samples 
were  examined,  7  of  which  are  classed  as  adulterated  by  the  addition 
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of  commercial  glucose  without  being  properly  labelled,  the  label 
stating  the  name  and  percentage  of  the  ingredients  being  either 
entirely  lacking  or  containing  statements  which  were  not  found  to 
agree  with  the  analysis. 

Tea. 

Forty-nine  samples  were  analyzed,  all  of  which  were  found  to 
conform  to  the  law  as  to  purity,  though  in  many  instances  inferior 
grades  were  evidently  substituted  for  the  higher  priced  varieties. 

Vinegar. 
Twenty-three  of  the  40  samples  examined  were  found  adulterated. 
In  the  following  table,  which  summarizes  the  results  of  the  samples 


Cider  Vinegar. 


Polarization  In 

Acid 
(Per  Cent.). 

Solids. 
(Per  Cent.). 

200  Milli- 
meter Tube. 

Lead  Acetate. 

5.00 

2.39 

—1.2 

Precipitate, 

_                   _ 

5.00 

l.JH) 

—1.6 

Precipitate, 

Low  in  solids. 

4.98 

2.13 

+0.6 

Precipitate, 

Adulterated. 

4.98 

1.85 

—1.2 

r-'recipitate, 

Low  in  solids. 

4.96 

2.00 

—3.0 

Precipitate, 

_                   _ 

4.88 

1.60 

+0.4 

Precipitate, 

Adulterated. 

4.80 

1.43 

—1.2 

Precipitate, 

Low  in  solids. 

4.76 

2.61 

+7.4 

Precipitate, 

Entirely  artilicial. 

4.74 

0.29 

+0.4 

No  precipitate, 

Entirely  artificial. 

4.74 

2.20 

—  1.8 

Precipitate, 

- 

4.72 

1.80 

—2.6 

Precipitate, 

Low  in  solids. 

4.70 

2.33 

-3.0 

Precipitate, 

_                  _ 

4.68 

1.85 

—2.6 

Precipitate, 

Low  in  solids. 

4.66 

2.00 

— U.8 

Precipitate, 

_                   _ 

4.66 

2.40 

—3.8 

Precipitate, 

_                   _ 

4.64 

2.43 

-1.2 

Precipitate, 

_                   _ 

4.62 

2.78 

—1.2 

Precipitate, 

_                   _ 

4.60 

2.17 

—2.2 

Precipitate, 

_ 

4.60 

2.00 

—1.6 

Precipitate, 

-                   - 

4.56 

2.55 

—3.0 

Precipitate, 

_                   _ 

4.54 

2.20 

—2.4 

Precipitate, 

_                   _ 

4.54 

3.03 

—3.6 

Precipitate, 

_                   _ 

4.50 

1.46 

—1.4 

Precipitate, 

Low  in  solids. 

4.50 

1.60 

—0.2 

Precipitate, 

Low  in  solids. 

4.60 

3.20 

—4.2 

Precipitate, 

-                   _ 

4.40 

2.32 

—  1.0 

Precipitate, 

Low  in  acid. 

4.40 

1.99 

—1.6 

Precii)itate, 

Low  in  acid  and  solids. 

4.36 

2 .  25 

—1.2 

Precipitate, 

Low  in  acid. 

4.20 

o!27 

+1.0 

No  precipitate. 

Entirely  artiticial. 

3.84 

2.53 

—0.8 

Precipitate, 

Low  in  acid. 

3^j 

2.76 

—2.6 

Precipitate, 

Low  in  acid. 

2.68 

2.60 

—1.4 

Precipitate, 

Low  in  acid. 

2.56 

2.17 

—3.3 

Precipitate, 

Low  in  acid. 

2.44 

4.46 

—0.5 

Precipitate, 

Low  in  acid. 

2.36 

2.17 

—3.5 

Precipitate, 

Low  in  acid. 
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examined,  it  is  seen  that  19  of  the  samples  (those  printed  in  full- 
faced  type)  are  adulterated  b}^  reason  of  being  below  the  legal 
standard  of  solids  or  acidity  or  both.  The  rest  were  classed  as 
adulterated,  because,  though  being  above  the  legal  standard  of 
solids  and  acidity,  they  proved  on  analysis  not  to  be  the  exclusive 
product  of  pure  cider,  though  sold  for  cider  vinegar. 

Recent  strongly  contested  court  cases  have  brought  out  the  value 
of  the  polariscope  as  an  index  to  the  purity  of  cider  vinegar.  The 
chemical  constants  of  an  artificial  cider  vinegar  may,  by  skilful 
manipulation,  l)e  made  to  come  within  the  limits  of  the  pure  article 
in  many  cases,  but  it  is  ver}^  difficult  to  "  doctor"  a  spurious  cider 
vinegar  in  such  a  manner  that  its  dishonest  character  will  not  be 
rendered  apparent  by  means  of  the  polariscope,  taken  in  connection 
with  a  chemical  analysis.  The  direct  polarization  alone  will  often 
be  sufficient  to  indicate  adulteration.  It  is  a  characteristic  of  pure 
apple  juice  that  it  ahoays  polarizes  to  the  left,  whether  the  sample 
be  a  freshl}^  expressed  juice,  or  a  juice  having  undergone  alcoholic 
fermentation  so  that  it  becomes  cider,  or  after  it  has  undergone 
acetic  fermentation  and  formed  vinegar.  This  being  the  case,  it  is 
readily  seen  that  distinct  right-handed  polarization  in  a  vinegar 
sample  may  be  regarded  as  absolute  evidence  that  it  is  not  pure 
cider  vinegar.  Figures  for  polarization  in  the  above  table  are  given 
in  terms  of  undiluted  vinegar.  Subacetate  of  lead  solution  was  used 
to  clarify,  but  correction  was  made  for  the  dilution. 

The  hevo-rotation  of  apple  juice  and  its  products  has  been  con- 
firmed many  times  in  this  laboratory.  C.  A.  Browne,  Jr.,*  has  shown 
that  the  polarization  of  freshly  expressed  juice  from  11  varieties  of 
apple  varies  from  19.24  to  49.00,  these  figures  expressing  the  rota- 
tion to  the  left  of  the  clarified  juice  in  a  400  millimeter  tube  on  the 
Ventzke  scale.  He  has  further  shown  that  the  left-handed  rotation 
under  the  same  conditions  of  fermented  cider  varies  from  1.76  to 
5.28,  and  in  the  case  of  cider  vinegar  the  left-handed  rotation  varies 
from  .96  to  2.94. 

Approximate  Determination  of  Vinegar  Acidity  by  Lime  Water. 
—  It  has  generally  been  considered  difficult  for  vinegar  dealers  and 
others  who  desire  to  estimate  the  acidity  of  their  vinegar  to  do  this 
themselves,  in  that  it  has  been  necessary  to  obtain  for  the  purpose  a 

*  I'uDDBylvanIa  Dopurtmont  of  Agriculture,  Bulletin  68. 
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carefully  standardized  alkaline  solution,  the  exact  strength  of  which 
it  is  impossible  for  them  to  determine. 

It  has  been  found  that  very  satisfactory,  though  of  course  not 
absolutely  accurate,  results  may  be  obtained  l)y  the  use  of  ordinary 
lime  water,  which  any  one  may  easily  prepare  by  making  a  satu- 
rated solution  of  ordinary  air-slaked  lime.  The  strength  of  such  a 
solution  is  very  nearly  constant,  and  has  been  found  to  be  about  ^ 
of  the  normal.  If,  therefore,  it  is  not  easy  to  obtain  exactly  normal 
or  tenth  normal  alkali,  approximate  figures  may  be  obtained  by  em- 
ploying such  a  saturated  lime  water.  If  2.75  cubic  centimeters  of 
vinegar  are  titrated  with  lime  water  contained  in  a  burette,  using 
phenol  phthalein  as  an  indicator,  the  number  of  cubic  centimeters 
of  the  lime  water  necessary  to  neutralize  the  vinegar,  divided  by  10, 
gives  the  percentage  of  acetic  acid  in  the  vinegar.  To  make  sure 
that  the  lime  water  is  saturated,  an  excess  of  lime  should  always  be 
present  in  the  reagent  bottle. 

The  acidity  of  cider  vinegar  is  by  no  means  an  indication  of  the 
ago  of  the  sample.  Six  samples  of  cider  vinegar  of  known  ])urity 
of  the  same  age  have  been  examined  in  this  laboratory  and  found  to 
vary  from  .7  per  cent,  to  5  per  cent,  in  acetic  acid. 

jSIiscellaneous  Foods. 

Under  this  heading  are  included  samples  of  the  following  foods 
which  were  examined  and  found  pure :  apple  jelly,  baking  powder, 
cake  frosting,  celery  salt,  cider  jelly,  "  cocoa-coftee,"  cocoanut 
(shredded),  cod  fish,  corn  meal,  gelatine,  ginger  ale,  glucose,  grape 
nuts,  "  konut,"  "  lemonine  "  (a  lemonade  mixture),  poultry  season- 
ing, "prune  coffee,"  saleratus,  sweet  pepper  or  "pepper  dulce," 
"tryphosa"  (a  quick  jelly  preparation)  and  yellow  sugar. 

"  Aiitifermentinf,'"  —  for  preserving  all  kinds  of  fruits,  ciders,  etc. 
This  preparation,  put  up  by  W.  W.  Chase  of  Xewburg,  X.  Y.,  was 
in  the  form  of  tablets  and  consisted  of  salicylic  acid  and  salt. 

Beer  and  Ale. — Thirty-one  samples  of  various  brands  of  beer 
and  ale  on  sale  in  Massachusetts  have  been  examined,  principally 
foi-  arsenic  and  incidental!}^  for  preservatives.  Arsenic  has  been 
found  only  in  very  minute  traces,  so  that  no  danger  from  this  source 
is  to  be  apprehended.  Salicylic  acid  has  been  found  in  the  following 
brands  of  beer  and  ale  as  well  as  in  several  unbrandcd  samples  : 
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Standard  Lager,  Providence  Brewing  Compan}^ ;  McCormick's  Stock 
Ale,  Boston;  Sterling  Ale,  Eueter  &  Co.,  Boston;  P.  B.  Stock 
Ale,  A.  G.  Van  Nostraud,  Boston ;  XXX  India  Pale  Ale,  Burke, 
Marlborough;  W.  E.  B.  Co.,  Boston. 

Jaras  and  Jellies.  — A  large  number  of  samples  of  these  prepara- 
tions have  been  examined  during  the  year,  especially  of  the  cheaper 
variety.  In  this,  as  in  other  similar  classes  of  goods,  which  from 
their  character  would  be  classed  as  adulterated  but  for  the  use  of  the 
formula  stipulating  the  name  and  percentage  of  ingredients  employed, 
the  use  of  such  a  laljel  is  on  the  increase.  Where  formerly  such  a 
label  was  looked  at  askance  by  the  average  manufocturer  and  dealer, 
it  is  encouraging  to  note  that  the  formula,  especially  when  an  honest 
one,  is  growing  to  be  regarded  not  only  as  a  safeguard  to  the  manu- 
facturer himself,  but  is  actually  getting  to  be  demanded  by  the 
trade,  especially  since  the  enactment  of  the  new  law  regarding  such 
forraulfe.  The  local  dealer  who  handles  the  cheaper  varieties  of 
jellies  and  jams  knows  full  well  that  the  low  price  indicates  in  most 
cases  the  admixture  of  cheaper  or  inferior  substances,  which,  in  the 
absence  of  a  formula,  would  be  regarded  as  adulterants,  and  views 
with  suspicion  the  cheap  brands  offered  which  do  not  contain  such 
a  formula,  fearing  he  may  get  into  trouble  by  selling  the  unmarked 
goods.  Preservatives  in  jellies  and  jams  of  the  cheaper  variety  are 
almost  always  found,  in  some  cases  salicylic,  in  others  benzoic,  and 
sometimes  sulphurous  acid  or  salts  of  these  acids.  In  view  of  the 
conflict  of  authority  regarding  the  wholesomcness  of  these  antiseptic 
substances,  it  is  no  more  than  right  that  the  public  should  know,  by 
a  plainly  printed  label,  just  what  is  being  purchased. 

Ketchup. — What  was  said  in  the  previous  paragraph  as  regards 
the  employment  of  formulfc  in  the  cheaper  jellies  and  jams  applies 
with  equal  force  to  the  many  brands  of  tomato  and  other  ketchups 
now  ill  the  market  that  contain  not  only  preservative  but  also 
coloring  matter,  and  the  manufacturers  of  these  goods  should  realize 
the  im};ortance  of  having  an  honest  label  thereon  in  compliance  with 
the  new  law. 

Lime  Juice.  —  Nine  samples  of  this  preparation  were  examined, 
representing  8  different  ]>rands,  and  the  results  as  to  pei'centage  of 
citric  acid  and  character  of  the  preservative  used  are  given  below  :  — 
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Lime  Juice. 


Bband. 

citric  Acid 
(rerCent.). 

Preservative, 

Montego,     . 
Sovereign,  .  , 
Princess, 
London, 
Superior,     . 
Ashniont,     , 
Geer's, 
Princess, 

3.01 
3.20 
2.87 
2.62 
2.58 
2.57 
1.76 
1.58 

Sulphurous  and  salicylic  acids. 

Sulphurous  and  salicylic  acids. 

Salicylic  acid. 

Sulphurous  acid. 

Sulphurous  and  salicylic  acids. 

Salicylic  acid. 

Sulphurous  acid. 

Sulphurous  and  salicylic  acids. 

Pkldefi.  — Five  samples  were  examined,  all  of  which  were  found 
to  1)6  put  up  in  a  vinegar  preparation  which  contained  added  sul- 
phuric acid. 

The  u.sual  summaiy  of  foods  examined  follows. 

Summary  of  Statistics  of  Food,  ezchisive  of  Milk. 


Per  Cent. 

Genuine, 

Adulterated. 

Total. 

of 
Adalteratlon. 

145' 

6 

151 

3.9 

109 

7 

116 

6.0 

3 

1 

4 

25.0 

197 

6 

203 

2.9 

30 

9 

39 

28.1 

48 

1 

49 

2.0 

39 

34 

73 

46.6 

144 

19 

163 

11.6 

133 

10 

143 

6.9 

28 

12 

40 

80.0 

55 

1 

56 

1.8 

338 

5 

343 

1.5 

28 

189 

167 

83.2 

19 

54 

73 

74.0 

1 

2 

3 

66.6 

233 

20 

263 

7.9 

36 

17 

53 

82.1 

21 

2 

23 

8,7 

33 

19 

62 

26.6 

18 

2 

20 

10.0 

86 

5 

41 

12.2 

100 

80 

130 

28.1 

71 

22 

93 

23.7 

213 

84 

297 

28,3 

15 

_ 

15 

_ 

366 

53 

419 

12.6 

6 

7 

18 

63.8 

49 

- 

49 

- 

17 

23 

40 

57.5 

2,630 

690 

8,120 

18.9 

Allspice,  . 
Butter,  . 
Canned  goods. 
Cassia,  . 
Cayenne, 
Cheesfi,  . 
Chocolate, 
Cloves,  . 
Coftee, 

Condensed  milk. 
Confectionery, 
Cream  of  tartar, 
Flavoring  extracts 

Lemon, 

Vanilla, 

]\liscellaneou3. 
Ginger,    . 
Honey,     . 
Lard, 
Mace, 

]\Iaple  sugar,  . 
]\Iaple  syrup,  , 
Miscellaneous, 
Molasses, 
Mustard, , 
Nutmeg,  . 
Popper,    , 
Syrup, 
Tea, 
Vinegar,  . 

Summary, 
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Drugs. 
Xine  hundred  and  fifty-eight  samples  of  drugs  have  been  examined 
during  the  year,  or  200  more  than  for  any  previous  year.  The  ratio 
of  adulteration,  which  was  51.3  per  cent.,  is  the  highest  on  record, 
with  one  exception.  The  regular  summary  of  drug  statistics  at  the 
end  of  this  report  shows  in  detail  the  general  character  of  the  sam- 
ples examined,  and  such  individual  drugs  only  as  are  especially 
liable  to  adulteration  are  referred  to  in  the  following  comments. 

Acidum  Tannicum. — More  than  half  the  samples  of  tannic  acid 
collected  have  been  classed  as  adulterated  on  account  of  the  presence 
of  gums  and  resins.  An  additional  recrystallization  would  in  most 
instances  have  sufficiently  purified  these  samples. 

Aqua  Destillata.  —  The  following  figures  express  in  terms  of 
parts  per  100,000  the  residues  of  the  8  samples  of  distilled  water 
that  were  not  pure:  0.6,  2.0,  2.2,  6.8,  7.8,  8.2  and  26.0.  Only 
one  sample  was  absolutely  pure.  When  distilled  water  is  so  easily 
prepared  there  is  no  excuse  for  furnishing  in  drug  stores  such  im- 
pure samples  as  the  above. 

Calx  Cldorata.  —  Only  3  samples,  all  far  below  the  standard, 
were  examined,  2  of  which  were  of  the  "Acme"  brand,  containing, 
respectively,  0.1  and  6.4  per  cent,  of  available  chlorine.  The  third 
sample,  put  out  by  the  Walker  Chemical  Company,  contained  21.2 
per  cent,  of  available  chlorine.  The  standard  of  the  Pharmacopoeia 
is  35  per  cent. 

CaryopJiyllus.  —  Four  samples  of  powdered  cloves  were  this  year 
collected  from  drug  stores,  1  of  which  was  found  to  contain  50  per 
cent,  of  corn  starch. 

(ja/pKiram.  —  Forty-nine  samples  were  examined,  12  of  which 
were  adulterated.  The  fact  that  the  ratio  of  adulteration  of  capsicum 
purchased  in  the  drug  stores  is  so  much  higher  than  that  of  the 
grocery  store  .samples  is  one  which  should  be  carefully  pondered  ])y 
druggists.  Twenty-eight  per  cent,  of  the  samples  of  ca])sicum  pur- 
chased as  drugs  were  found  to  be  adulterated,  as  against  23  per 
cent,  purchased  from  groceiy  stores.     According  to  the  preceding 
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analyst's  report  (for  1900),  drug-store  capsicum  showed  a  ratio  of 
adulteration  of  over  30  per  cent.,  as  compared  with  14  per  cent,  as 
the  adulteration  of  the  samples  Ijought  from  grocers  in  1900.  There 
would  seem  to  be  no  good  reason  why  a  druggist,  especially  when 
charging  a  higher  j)rice  than  the  grocer,  should  not  furnish  at 
least  as  pure  an  article,  especially  when  this  spice  is  in  most  cases 
wanted  for  medicinal  pur})oses.  Drug-store  capsicums  examined 
this  year  have  been  found  adulterated  with  millet,  exhausted  ginger, 
wheat,  corn,  redwood,  turmeric  and  aniline  dye  stuffs.  One  sample 
was  found  containing  over  ()0  per  cent,  of  corn  starch,  turmeric  and 
ground  redwood.  Aside  from  actually  containmg  foreign  adulter- 
ants, a  number  of  samples  showed  evidence  of  having  been  kept  on 
hand  for  a  long  period,  by  their  lack  of  strength  and  pungency. 
These,  however,  were  not  included  in  the  adulterated  class. 

Cera  Alba  and  Cera  FJava. — Considerably  more  than  half  of 
the  samples  of  both  white  and  yellow  wax  analyzed  were  found, to 
be  adulterated  with  paraffin.  Three  constants  that  differ  the  most 
widely  from  each  other  in  pure  beeswax  and  paraffin  are  the  specific 
gravity,  the  saponification  value  and  the  refractometer  reading. 
These  three  determinations  are  therefore  of  most  value  in  judging 
the  purity  of  the  wax,  and  the  correct  constants  for  both  Ijeeswax 
and  paraffin  are  as  follows  :  — 


Specific  Oravity 
at  10'  C. 


Saponification 
Value. 


Hutyro- 
Refractometer 
Heading  Mt  66". 


Beeswax, 
Paraffin, 


0.964-0.970 
0.868-0.915 


90-98 
0 


30-31.5 
11-U.5 


The  Use  of  the  Butyro-Refradometer  for  Beeswax.  —  If  this  in- 
strument is  available,  it  furnishes  a  most  ready  preliminary  means 
of  judging  the  purity  of  beeswax.  Much  care  should  be  taken,  iiow- 
ever,  in  using  it  for  this  purpose,  since  it  is  necessary  to  employ  as 
high  a  temperature  as  65°  C.  to  be  well  above  the  melting  point  of 
the  beeswax,  and,  as  a  matter  of  fact,  the  instrument,  primarily  in- 
tended as  it  is  for  use  with  butter  and  lard,  was  not  made  with  a 
view  to  being  heated  to  this  high  temperature.  A  letter  from  Zeiss 
of  Jena,  the  manufiicturcr  of  the  instrument,  has  assured  us,  in  re- 
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sponse  to  an  inquiry,  that  while  its  use  at  so  high  a  temperature  was 
not  intended,  if  great  care  is  taken  to  raise  the  temperature  in  the 
water  jacket  to  the  required  point  (65°  C.)  very  slowly,  and  to  ex- 
ercise as  great  care  in  cooling  gradually,  the  instrument  could  safely 
be  used.  Otherwise,  by  sudden  changes  of  temperature  the  cement 
used  in  securing  the  prisms  in  place  would  be  in  danger  of  being 
loosened,  if  often  heated  so  high.  Experience  in  the  laboratory  has 
shown  that  with  this  precaution,  and  by  taking  care  that  the  tem- 
perature does  not  exceed  65°,  no  material  injury  to  the  refractometer 
is  apparent. 

Extractmn  Glycyrrhizce. — Ten  samples  out  of  the  16  examined 
were  found  to  be  adulterated  with  corn  or  wheat.  One  sample  con- 
tained 25  per  cent,  of  corn  starch. 

Glycerinum.  —  The  presence  of  arsenic  in  glycerine  is  distinctly 
less  prevalent  now  than  formerly.  Less  than  half  the  samples  ex- 
arnined  during  the  year  were  found  to  be  arsenical.  One  sample 
was  found  with  3.9  parts  of  arsenic  per  100,000.  Nearly  all  the 
samples  classed  as  adulterated  were  so  regarded  by  reason  of  being 
distinctly  arsenical,  but  a  few  were  found  below  the  standard  on 
account  of  containing  carbonizable  impurities. 

lodoformum.  —  The  single  sample  of  this  drug  found  to  be  adul- 
terated contained  38  per  cent,  of  borax. 

Liquor  Calcis. — Only  2  samples  of  the  9  examined  were  found 
to  be  pure.  The  rest  were  weak  in  strength,  being  unsaturated 
solutions.  The  weakest  sample  was  found  to  be  67  per  cent,  of  the 
strength  required. 

Oleum  Limonis.  —  Seven  samples  out  of  17  analyzed  were  classed 
as  adulterated  by  reason  of  the  presence  of  foreign  oil  or  alcohol,  or 
because  they  had  undergone  decomposition.  The  Zeiss  refractometer 
is  very  useful  in  determining  the  purity  of  lemon  oil,  but  when  used 
with  ordinary  wliitc  light,  the  dispersion  is  considerable.  It  is 
therefore  preferable  to  employ  the  sodium  light,  with  which  a  clear 
sharp  reading  may  l)e  obtained.  The  following  tal>le  shows  the 
refractometer  reading  of  pure  lemon  oil  at  various  temperatures, 
using  the  sodium  light:  — 
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Readings  on  Zeiss  Buiyro-Refraelometer  of  Lemon  Oil. 


Tkmpkratdbe,  Centigrade. 


40.0, 
89.5, 
39.0, 
38.5, 
88.0, 
87.5, 
37.0, 
86.5, 
36.0, 
85.5, 
35.0, 
84.5, 
84.0, 
83.5, 
83.0, 
82.5, 
32.0, 
81.5, 
31.0, 
80.5, 
80.0, 


Scale  Reading. 


59.4 
59.7 
60.1 
60.4 
60.8 
61.0 
61.5 
61.8 
62.1 
62.4 
62.8 
63.1 
63.5 
63.8 
64.2 
64.5 
64.9 
65.1 
65.6 
65.9 
66.3 


Temperature,  Centigrade. 


29.5, 
29.0, 
28.5, 
28.0, 
27.5, 
27.0, 
26.5, 
26.0, 
25.5, 
25.0, 
24.5, 
24.0, 
23.5, 
23.0, 
22.5, 
22.0, 
21.5, 
21.0, 
20.5, 
20.0, 


Scale  Keadlng. 


66.6 
67.0 
67.3 
67.7 
68.0 
68.4 
68.7 
69.0 
69.3 
69.7 
70.0 
70.4 
70.7 
71.1 
71.4 
71.8 
72.1 
72.5 
72.8 
73.2 


The  polariscope  is  useful  for  the  examination  of  lemon  oil.  The 
right-handed  rotation  of  undiluted  oil  of  lemon  on  the  cane  sugar 
scale,  corresponding  to  a  tube-length  of  100  millimeters,  varies 
from  173  to  184. 5*^.  For  the  purpose  of  examining  essential  oils 
on  the  polariscope  we  have  found  it  convenient  in  this  laboratory  to 
employ  a  tube  50  millimeters  in  length,  thus  enabling  us  to  get 
readings  well  within  the  limits  of  the  scale  in  the  case  of  many  oils, 


476 


STATE   BOARD    OF   HEALTH.  [Pub.  Doc, 


the  readings  of  wliich  it  would  be  otherwise  impossible  to  obtain 
without  dilution. 

In  the  following  table  are  shown  the  refractometer  reading,  rota- 
tion and  specific  gravity  of  oil  of  lemon,  as  well  as  of  various  oils 
used  as  adulterants  of  lemon  oil.  The  same  constants  are  inciden- 
tally given  for  a  few  other  essential  oils. 

Constants  of  Some  Essential  Oils. 


Oil. 

Buttro-Refractom  kter 
(SODI0M  Light)  at— 

Rotation 

In  100 

Millimeter 

Tube, 

Ventzke 
Scale. 

Specific 
Gravity  at 

25  0°. 

40.0°. 

1&°  V. 

Oil  of  lemon  (lowest),        .... 

69.6 

57.5 

173.0 

0.8580 

Oil  of  lemon  (highest),       .... 

71.2 

61.0 

184.5 

0.8610 

Oil  of  lemon  grass  (A.  Giese),  . 

95.4 

86.4 

—10.8 

0.9309 

Oil  of  citronella  (A.  Giese), 

85.6 

76.6 

—10.2 

0.9437 

Terpeneless  oil  of  lemon  (Hansers), 

86.7 

77.7 

—22.0 

0.9463 

Terpeneless  oil  of  lemon  grass  (Hansel's), 

89.8 

80.8 

—5.6 

0.9232 

Citral  (A.  Giese), 

93.5 

84.5 

—3.6 

0.9296 

Oil  of  bergamot  (Schimmel  &  Co  ),  . 

56.7 

46.6 

49.9 

0.8817 

Oil  of  lavender  (Schimmel  &  Co  ),    . 

61.1 

51.0 

-17.3 

0.8919 

Oil  of  cloves, 

- 

146.1* 

—2.9 

1.0470 

*  Calculated  by  dilution. 

One  sample  of  lejnon  oil  was  found  with  50  per  cent,  of  added 
alcohol.  On  account  of  the  presence  of  a  little  water  the  character 
of  the  adulteration  in  this  case  was  rendered  apparent  from  the  mere 
appearance  of  the  sample. 

Determination  oj  Alcohol  in  Oil  of  Lemon  and  Other  Essential 
Oils. — The  presence  of  alcohol  in  an  essential  oil  is  best  detected 
by  adding  a  drop  of  fuchsine  to  a  few  cubic  centimeters  of  oil  in  a 
test  tube.  A  deep  red  coloration  indicates  alcohol.  To  dclorminc 
the  amount,  2  cubic  centimeters  of  oil  are  measured  into  a  liabcock 
milk  })ottle,  from  30  to  40  cubic  centimeters  of  water  are  added  and 
the  mixture  is  vigorously  shaken.  Then  by  the  addition  of  more 
water  the  lifjuid  is  run   up  into  the  graduated  neck  of  the  l)ottle, 
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which  is  then  whirled  in  the  centrifuge  for  about  five  minutes.  The 
reading  is  then  taken,  which,  multiplied  by  10,  gives  the  percentage 
of  oil  in  the  mixture.  The  ditference  between  this  and  100  corre- 
sponds to  the  percentage  of  alcohol. 

Oleum  Olivce. — Eighteen  samples  of  olive  oil  out  of  61  collected 
and  examined  were  found  to  consist  entirely  of,  or  to  contain,  cotton- 
seed oil.  Here,  as  in  lard,  the  Halphen  test  for  cotton-seed  oil  is 
useful  (see  page  465). 

Potass ii  et  Sodii  Tartras.  —  Two  samples  of  Rochelle  salts  were 
found  to  consist  entirely  of  borax. 

Piper.  —  Only  one  sample  of  pepper  was  this  year  purchased  from 
a  druggist,  and  this  proved  to  contain  60  per  cent,  of  ground  olive 
stones. 

Sodii  Boras.  —  One  hundred  and  sixty-nine  samples  were  ana- 
lyzed, 100  of  Avhich  were  found  to  contain  sodium  bicarbonate. 
The  amount  of  adulterant  found  varied  from  15  to  73  per  cent. 

Spiritiis  Frumenti.  —  Nine  samples  were  purchased  from  drug 
stores,  all  of  which  were  Ijclow  the  standard  of  the  Pharma<;opoeia, 
though  2  of  them  were  nearly  up  to  that  standard.  All  had  resi- 
dues insoluble  in  the  amount  of  water  specified  in  the  PharmacopaMa. 
The  solids  and  alcohol  content  Avere  as  follows  :  — 

Spirihis  Frumenti. 


Solids 
(Percent.)- 

Alcohol 
(I'erCent.). 

Solids 
(Percent.). 

Alcohol 
(Percent.). 

Solids 
(Per  Cent.). 

Alcohol 
(Percent.). 

0.17 
0.20 
0.90 

43.86 
43.76 
41.86 

0.35 
0.60 
0.46 

40.20 

39.00 
37.64 

0.40 
0.74 

0.43 

37.39 

36.22 
84.90 

Sodii  Phosphas.  —  Twcnt^'-onc  samples  out  of  the  Q>Q  analyzed 
were  found  to  be  distinctly  arsenical.  One  sample  was  found  to 
contain  40.4  parts  of  arsenic  per  100,000. 

Tindura  Opii.  —  Of  11  .>^am))lcs  examined,  only  1  was  found  to 
be  of  standard  strength.  The  others  varied  from  0.3  per  cent, 
to  1.0  per  cent,  of  morphine. 
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Tinctura  lodi.  — One  hundred  and  thirty-four  samples  were  ex- 
amined, 123  of  which  were  below  strength.  It  is  our  custom  to 
record  the  results  of  tincture  of  iodin  in  terms  of  percentage  of  the 
strength  required  b}'  the  Pharmacopoeia,  which  calls  for  7  grams  of 
iodin  in  100  cubic  centimeters.  One  sample  contained  much  more 
iodin  than  the  required  amount,  being  113  per  cent.,  United  States 
Pharmacopoeia  strength.  Eleven  samples  were  of  the  exact  strength 
required,  those  below  the  standard  were  as  follows  :  — 

7  samples  were  between  90  and  95  per  cent,  of  the  U.  S.  Pharmacoposia  strength. 
37  samples  were  between  80  and  90  per  cent,  of  the  U.  S.  Pharmacopoeia  strength. 
39  samples  were  between  70  and  80  per  cent,  of  the  U.  S.  Pharmacopoeia  strength. 
16  samples  were  between  60  and  70  per  cent,  of  the  U.  S.  Pharmacopoeia  strength. 
10  samples  were  between  50  and  60  per  cent,  of  the  U.  S.  Pharmacopoeia  strength. 


The  lowest  sample  contained  35  per  cent,  of  the  strength  called 
for. 

Summary  of  Drug  Statistics. 


Genuine. 

Adulterated. 

Total. 

Per  Cent,  of 
Adulteration. 

Acidum  tannicuni,  .... 

13 

17 

30 

56.6 

^ther,     .... 

1 

2 

3 

66.6 

Alcohol,  .... 

1 

- 

1 

- 

Aqua  ammonise, 

1 

1 

2 

50.0 

Aqua  destillata, 

1 

8 

9 

88.8 

Calx  chlorata, 

- 

3 

3 

100.0 

Capsicum, 

36 

13 

49 

28.3 

Caryophyllus, 

3 

1 

4 

25.0 

Cera  alba, 

2 

4 

6 

66.6 

Cera  flava, 

6 

10 

16 

62.5 

Cbloroformum, 

3 

2 

5 

40.0 

Cinnamomum  cassia, 

3 

_ 

3 

- 

Extractum  glycyrrhizos, 

6 

10 

16 

62.5 

Extractum  glycyrihizjc  fluidum,    . 

3 

- 

3 

-■ 

Extractum  zingiberis  fluidum, 

- 

1 

1 

- 

Ferri  et  quinina;  citras,    . 

7 

1 

8 

12.5 

Ferri  et  strychnina^  citras, 

2 

- 

9 

- 

Glycerinum,     . 

78 

69 

147 

47.0 

Iodoform ura,  . 

1 

1 

2 

50.0 

Liquor  calcis,  . 

2 

7 

9 

77.8 

Maranta 

29 

_ 

29 

_ 

Miscellaneous, 

3 

2 

5 

40.0 

Oleum  limonis, 

10 

7 

17 

41.2 

Oleum  oliva3,  .... 

43 

18 

Gl 

29.5 

Oleum  menthie  piperltae, 

- 

1 

1 

- 

Opii  i>ulvis,      .... 

3 

1 

4 

26.0 

Piper, 

- 

1 

1 

- 

Potass! i  bitartras,    . 

13 

- 

13 

- 

Potassii  et  sodii  tartras,  . 

- 

2 

2 

- 

Pulvis  glycyrrhizjc  compositus, 

9 

— 

9 

' 
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Szimmary  of  Drug  Statisiics —  Concluded. 


Genuine. 

Adulterated. 

Total. 

Per  Cent,  of 
Adulteration. 

Quinina, 

_ 

1 

1 

_ 

Quininae  sulphas,     . 

21 

- 

21 

- 

Sapo, 

1 

- 

- 

Sodii  boras, 

67 

102 

169 

60.4 

Sodii  phosphas, 

45 

21 

66 

31.8 

Spiritus  ajtheris  nitrosi. 

3 

23 

26 

88.4 

Spiritus  frumenti,    . 

- 

9 

9 

100.0 

Spiritus  myrciie, 

- 

2 

3 

66.6 

Spiritus  vini  gallici. 

- 

1 

1 

100.0 

Sulphur  lotura, 

3 

4 

7 

57.1 

Sulphur  pr.-Bcipitatum, 

2 

16 

18 

88.8 

Syrupus,  . 

2 

2 

4 

50.0 

Syrupus  acidi  hydriodiei. 

2 

- 

2 

- 

Tinctura  capsici, 

2 

— 

2 

_ 

Tinctura  ferri  chloridi. 

2 

1 

3 

33.3 

Tinctura  iodi,  . 

11 

123 

134 

91.8 

Tinctura  opii,  . 

1 

10 

11 

90.9 

Zingiber, . 

18 

1 

19 

5.2 

Summary, 

468 

490 

958 

51.3 

General  Summary. 


Genuine. 

Adulterated. 

Total. 

Per  Cent,  of 
Adulteration. 

Milk 

Foods  not  milk,       .... 
Drugs, 

4,372 

2,530 
468 

1,737              6,109 
590              8,120 
490                 958 

28.4 
18.9 
51.3 

Totals, 

7,370 

2,817            10,187 

27.6 

Respectfully  submitted, 


ALBERT   E.    LEACH, 

Analyst. 
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R.EPORT 


UPON  TUB 


Production,  Distribution  and  Use  of  Diphtheria 

Antitoxin 


FOR  THE 


Year  ended  March  31,  1902. 


The  work  of  producing  diphtheria  aDtitoxin  was  undertaken  by 
the  State  Board  of  Health  in  the  fall  of  1894,  but  the  distribution 
of  the  product  for  general  use  in  the  State  was  not  begun  until  the 
last  week  of  March,  1895,  and  for  this  reason  the  difierent  annual 
reports  pertaining  to  this  work  have,  as  a  matter  of  convenience, 
ended  with  the  month  of  March  in  each  year,  and  embraced  the 
previous  twelve  months  in  each  instance.  During  the  first  two 
years  of  this  period  the  city  of  Boston  produced  its  own  sup})ly  of 
antitoxin.  A  favorable  opportunity  is  now  offered  of  reviewing  the 
seven  years'  work  of  the  Board  in  this  direction,  in  producing  a  gra- 
tuitous supply  of  antitoxin  for  a  State  of  nearly  three  million  inhab- 
itants, with  reference  to  the  general  results  obtained,  whether  of 
success  or  of  failure. 

Fortunately,  we  now  have  in  Massachusetts  the  proj^er  data  from 
which  conclusions  may  l)c  drawn  with  reference  to  the  character  of 
the  Avork  in  question.  These  data  consist  of  the  records  of  deaths 
from  diphtheria,  covering  a  period  of  over  forty  years.  This  disease 
first  appears  in  the  registration  reports  of  the  State  in  1858,  in 
which  year  18  deaths  were  recorded  as  having  been  due  to  this 
cause.  Undoubtedly  the  disease  had  existed  previously  under  dif- 
ferent names.* 

In  addition  to  the  data  relating  to  deaths,  records  have  also  been 
kept  by  local  boards  of  health  during  the  })ast  eleven  years  of  all 

*  For  the  piirposea  of  this  report  all  coses  of  membranous  croup  are  considered  under  the  title  of 
diphtheria. 
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the  cases  of  diphtheria  which  have  been  reported  to  such  boards 
by  practising  physicians  in  the  cities  and  towns.  Since  the  statute 
requiring  such  reports  is  compulsory,  and  since,  by  an  additional 
statute  of  1893,  it  was  also  required  that  these  reports  should  be 
transmitted  to  the  State  Board  of  Health  as  well  as  to  the  local 
board,  we  may  reasonably  regard  these  two  sources  of  information 
as  a  reliable  basis  from  which  to  draw  conclusions  as  to  the  fatality 
of  diphtheria. 

The  records  relating  to  the  reporting  of  contagious  diseases  em- 
brace a  period  of  eleven  years  (1891-1901).  The  following  table 
and  diagram  show  the  course  of  diphtheria  during  the  period    of 


DIAGRAM    ILLUSTRATING  THE  MORTALITY    FROM    DIPHTHERIA   IN    MASSACHUSETTS 

DURING    THr    F-OI?TY    ONE     rEARS,    IS61   -  190I 

AND   THE    ESTIMATED  SAVING  Of  LIFE   BY  THE   FREE   DISTRIBLTTION    OF  ANTITOXIN 

IN    THE     SEVEN    -TEAryS.   IS9S  -  I90I 


'  ~"^'  iilil^IXX^l 


ffiffl&iixi:  i:i . ,  .i..li:i,.i  j  J..J:J..x;tij..li±tiii:. 


csTiMA-rcD     excess    or    ocatm   watcs.  WITHOCTT  ANTrXOXIN. 


forty-one  years  (1861-1901).  The  whole  number  of  deaths  from 
this  disease  which  were  registered  during  this  period  was  63,038, 
and  the  mean  death-rate  from  diphtheria  i)er  10,000  of  the  popula- 
tion for  the  whole  time  was  8.1.  Certain  prominent  points  in  this 
ta})le  and  diagram  are  worthy  of  notice.  Two  epidemics  appear 
during  the  first  half  of  the  period,  in  which  the  death-rate  from 
diphtheria  rose  to  18.2  per  10,000  in  1863  and  to  19.6  in  1876. 
In  one  of  these  epidemics  the  dcatii-ratc  also  remained  above  the 
mean  for  a  period  of  seven  years. 
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Death-rate  from  Diphtheria  in  Massachusetts,  Forty-one  Years  (1861-1901). 


Tears. 

3  S  « 

Years. 

as. 
<»~  o 

Years. 

""as. 
oi:  o 

Years. 

ate    from 
leria    per 
Top  u  la- 

Hi 

—  ox 

,£2 

Death-r 

10,000 
tlon. 

Dcath-r 
Dlpht 
10,000 
tlon. 

ifi'l 

u_  - 

fill 

a 

Kstlniat 
rate  \% 
of  Ant 

1861,    . 

8.9 

1872,     . 

4.9 

1882 

9.6 

1892, 

6.2 

_ 

1862,    . 

9.2 

1873,     . 

4.7 

1883 

8.6 

1893 

5.8 

- 

1863,     . 

18.2 

1874,     . 

5.7 

1884 

8.6 

1894 

7.4 

- 

1864,     . 

15.9 

1875,     . 

11.4 

1885 

7.8 

1895 

7.1 

10.6 

1865,     . 

9.3 

1876,     . 

19.6 

1886 

7.8 

1896 

6.6 

12.4 

1866,     . 

6.4 

1877,     . 

18.7 

1887 

7.9 

1897 

5.5 

11.0 

1867,     . 

4.5 

1878,     . 

14.6 

1888 

8.7 

1898 

2.6 

6.6 

1868,     . 

5.7 

1879,     . 

13.1 

1889 

10.2 

1899 

3.7 

9.0 

1869,     . 

5.4 

1880,     . 

13.4 

1890 

7.3 

1900 

5.3 

14.7 

1870,     . 

4.6 

1881,     . 

13.1 

1891 

5.3 

1901 

4.1 

10.9 

1871,     . 

5.0 

- 

- 

- 

- 

- 

- 

- 

FATALiry   OF   DiPHTHEtPIA     (N    MASSACHUSETTS. 

RATIO  or  ALU  DEATHS  TO  ALL  RCPOPTED    CASES. 

Before   Introduction         After   Introduction 
of  Antitoxin  Treatment,  of  Antitoxin  Treatment 


30 


ZO 


1831  -  94 
eSJ  per  cant 


1895-1901 


In  the  latter  half  of  the  period,  however,  no  epidemics  have  oc- 
curred in  which  the  death-rate  from  this  cause  attained  a  higher  rate 
than  10.2  per  10,000. 
Unfortunately,  for  the 
tirst  thirty  years  of  this 
period  there  are  no  defi- 
nite existing  records  in 
the  possession  of  the 
State  which  show  the  fa- 
tality of  diphtheria  (ratio 
of  deaths  to  cases). 
From  such  hospital  rec- 
ords as  exist,  and  from 
the  recorded  experience 
of  a  few  physicians,  it 
appears  that  the  fatality 
was  as  high  as  30  per 
cent. 


10  — 


Beginning  with  1891,  however,  the  records  of  cases  and  deaths 
may  be  regarded  as  fairly  complete,  and  for  the  four  years  1891  to 
1894  inclusive  the  fatality  was  28.3,  this  being  the  mean  or  averaire 
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Fatality  of  Diphtheria  in  Massachusetts 

AS    BELATED  TO  THE    PROMPTNESS   OF  TREATMENT  WITH  ANTITOXIN 


Serum  Administered 

during  f\rs^  tiuo  days 

of  illness. 


20 


C" 


Serum  Tr«jt7nent 

delayed  till  sixth  doy 

or   loter. 

17.8  percent 


6.6  percent 


of  the  four  years,  since  there  were  in  this  time  13,332  reported  cases 
of  diphtheria  and  3,768  registered  deaths  in  those  cities  and  towns 
from  which  full  reports  of  cases  were  received. 

But  beginning  with  1895,  the  year  in  which  antitoxin  treatment 
was  introduced  throughout  the  State,  the  fatality  fell  at  once  to  18.9 
per  cent,    of  all  reported  cases,   and  thereafter  continiied  to  fall 

as  its  use  became  more 
general,  the  fatalit}"  of 
the  next  six  years  being 
successively  15.1,  14.1, 
13.2,  11.6,  10.2  and 
10.5,  and  if  it  were 
practicable  to  treat  every 
reported  case  at  the  out- 
set, on  the  first  day  of 
illness,  the  fatality  would 
undoul)tedly  have  been 
diminished  still  further, 
since  the  records  in  the 
possession  of  the  Board  show  that  the  deaths  of  those  among  whom 
antitoxin  treatment  was  begun  during  the  first  three  days  of  illness 
were,  relatively,  but  little  more  than  half  as  many  as  Avere  those  of 
the  several  thousand  among  whom  antitoxin  treatment  was  delayed 
until  the  fourth  day  or  later.  If  the  experience  shown  by  treatment 
on  the  first  two  days  of  illness  be  compared  with  that  in  which  it  is 
delayed  till  the  sixth  day  or  later,  the  distinction  is  still  more 
sharply  defined,  the  fatality  of  the  former  group  being  only  <o.^  per 
cent,  and  that  of  the  latter  17.8  per  cent. 

We  may  now  inquire  what  these  figures  mean  in  absolute  num- 
bers. An  approximate  answer  may  be  obtained  by  aj)plying  the 
mean  fatality-rate  ol)served  in  the  period  of  four  years,  1891-94,  in 
the  re,porting  cities  and  towns,  to  the  actual  number  of  registered 
deaths  in  the  succeeding  periods  1895-1901,  in  the  whole  State,  or, 
still  ni(;i-c  accurately,  by  applying  this  mean  fatality-rate  of  the 
earlier  period  to  each  successive  year  of  the  later  period.  The  dif- 
ference between  the  sum  thus  obtained  and  the  actual  immber  of 
deaths  would  represent  the  saving  of  life  in  absolute  numbers. 

The  actual  number  of  registered  deaths  from  diphtheria  in  Massa- 
chusetts in  the  seven  years  1895-1901  was  9,281.  But  the  esti- 
mated number  obtained  by  aj)i)lying  the  mean  fatality-rate  of  the 


Ko.  34.] 


DIPHTHERIA   AXTITOXIX. 


487 


four  years  1891-94,  which  was  28.3,  to  the  actual  fatality-rate  of 
each  successive  year  of  the  later  period,  1895-1901,  makes  a  total 
of  19,978  deaths  in  the  seven  years.  The  diiierence  between  the 
actual  number  which  occurred  and  the  estimated  numljer  which 
would  have  occurred  had  no  antitoxin  been  used  is  10,697,  which 
represents  the  saving  of  life  in  these  seven  years.* 

These  estimated  results  of  the  gratuitous  distribution  of  antitoxin 
throughout  the  entire  State  for  a  period  of  seven  years  are  subject 
to  certain  indeterminate  limitations  and  possible  errors  in  the  method 
of  computation,  which  are  due  to  the  variability,  l)oth  in  the  death- 
rate  and  the  fatality  from  diphtheria  from  year  to  year,  as  well  as  to 
the  fact  that  both  the  death-rate  and. the  fatality  of  infectious  dis- 
eases generally  have  diminished  perceptibly,  comparing  early  periods 
with  later.  Added  to  this  is  the  probal)ility  that  in  1891  and  1892  a 
small  proportion  of  the  cases  of  diphtheria  were  not  reported  to  the 
local  boards  of  health  in  the  cities  and  towns  embraced  in  the  report 
from  which  this  conclusion  is  formed  relative  to  the  pre-antitoxin 
fatality  of  diphtheria.  (See  thirty-second  annual  report  of  the 
Board,  1900,  p.  768.)  There  has  also  been  a  constant  improvement 
in  the  ratio  of  the  reporting  poi)ulation,  as  the  laws  relating  to  the 
reporting  of  disease  and  mortality  have  become  operative  in  cities 
and  towns.     But  even  if  these  indeterminate  limitations  and  sources 

*  The  method  of  estimation  is  as  follows :  — 
Let  X  equni  the  estimated  number  of  deaths  for  any  given  year,  provided  that  no  antitoxin  is  used  in 
Uie  treatment  of  diphtheria. 
Then  x  =  approximately, 
Actual  deaths  from  diphtheria  In  a  given  year  X  the  mean  fatality-rate  for  the  pre-antitoxin  period. 


So,  for  the  year  1895,  x^ 
bad  been  used. 


The  observed  fatality-rate  of  the  year  in  question. 
1784X28.3. 


=  2,671,  the  estimated  namber  of  deaths  in  1895,  if  no  antitoxin 


By  treating  each  separate  year's  deaths  in  the  same  manner  we  have  the  following  table:  — 


Estimated  Deaths 

from  Diplithcrid 

witliout  Antitoxin. 


1895,  . 

1896,  . 

1897,  . 

1898,  . 

1899,  . 

1900,  . 

1901,  . 

Total, 


10,697  =  Lives  saved. 
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of  error  were  to  cut  down  the  estimated  saving  of  life  by  one-half, 
the  result  would  still  be  more  than  5,000  lives  saved  by  the  use  of 
antitoxin  in  the  course  of  the  past  seven  years.  This  satisfactory 
result  has  been  made  possible  by  the  production  of  antitoxin  by  the 
State  Board  of  Health,  and  its  free  distribution  through  the  agency 
of  local  boards  of  health  throughout  the  State. 

Another  point  worthy  of  consideration  is  the  economy  of  produc- 
tion, as  well  as  the  great  saving  to  the  people  of  the  State,  and 
especially  to  the  poor,  who  can  ill  afford  to  purchase  antitoxin  at  the 
retail  price  which  is  charged  for  it.  This  is  especially  true  in  severe 
cases,  where  several  packages  are  required  before  favorable  results 
are  secured. 

During  the  past  tAvo  years  the  number  of  bottles  of  antitoxin 
issued  by  the  Board  for  use  in  the  State  was  93,600,  and  the  actual 
cost  of  these,  if  the  people  had  been  obliged  to  buy  them  at  the 
retail  price,  would  have  been,  at  the  least  calculation,  $1.50  per 
bottle,  or  §140,000  for  the  two  years'  supply.  The  actual  cost  of 
producing  this  amount  of  antitoxin,  of  the  highest  degree  of  strength 
and  purity,  was  not  over  $14,000  for  the  two  years,  so  that  the  sav- 
ing to  the  consumers  or  users  of  the  product  was  at  least  $126,000. 

Another  interesting  question  which  presents  itself  is  that  of  the 
effect  of  gratuitous  supply  of  antitoxin  as  compared  with  a  supply 
which  is  furnished  only  by  private  sale.  It  is  manifestly  impossible 
to  arrive  at  conclusions  upon  this  point  with  mathematical  exactness, 
since  they  must  be  derived  from  the  varied  observations  of  a  consid- 
erable number  of  distributers  of  antitoxin  in  different  parts  of  the 
State,  who  furnish  the  supply  to  persons  living  under  widely  differ- 
ent social  conditions.  In  order  to  o1)tain  an  approximate  answer  to 
this  question,  copies  of  the  following  circular  were  sent  to  the  prin- 
cipal parties  in  the  State  who  were  charged  with  the  duty  of  issuing 
the  antitoxin  furnished  by  the  Board  :  — 

Office  of  the  State  Boakd  of  Health,  August,  1902. 
To 

Will  you  kindly  answer  the  following  question  and  oblige, 

Yours  respectfully, 

Samukl  W.  AiniOTT,  Secretary, 

In  your  opinion,  what  jiroportion  of  the  cases  of  diphtheria  which  have  re- 
ceived antitoxin  treatment  by  means  of  scrum  obtained  throuj^Ii  your  l)oard  (and 
furnished  by  the  State  IJoard  of  Health)  would  have  been  conii)elled  to  jjo  without 
antitoxin  if  the  antitoxin  had  not  been  gratuitously  furnished  by  the  State  ? 
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Circulars  of  this  description  were  sent  to  the  lifty  distril>uters 
issuing  antitoxin  in  the  largest  quantities  throughout  the  State,  in- 
cluding the  local  boards  of  health  and  proprietors  of  drug  stores 
where  deposits  had  been  made.  Replies  were  made  by  nearly  all 
the  parties  to  whom  the  circulars  were  sent,  and  in  most  instances 
were  stated  in  the  most  convincing  language.  In  the  majority  of 
instances  the  authorities  answering  the  circulars  replied  that  a  very 
large  proportion  of  the  cases  treated  (in  some  cities  as  high  as  90 
or  95  per  cent.)  would,  in  the  opinion  of  the  authorities  making  the 
replies,  have  been  deprived  of  the  use  of  antitoxin  if  the  families  in 
which  it  was  administered  had  been  compelled  to  purchase  it. 

Extracts  from  Replies  to  the  Foregoing  Circular. 
From  the  board  of  health  of  a  small  city  :  "In  my  opinion,  after  care- 
fully looking  over  the  names  of  those  to  whom  it  was  furnished  by  our 
board,  I  would  say  fully  90  per  cent,  would  have  been  compelled  to  go 
without  it." 

From  the  superintendent  of  a  large  hospital :  "  About  70  per  cent.,  and 
in  cases  of  immigration,  100  per  cent." 

From  the  health  officer  of  a  large  town  :  "I  regret  that  you  do  not  give 
us  space  enough  on  the  enclosed  sheet  to  express  our  convictions  as  to  the 
wise  and  most  beneficent  action  of  the  State  Board  of  Health  in  providing 
the  citizens  of  Massachusetts  free  and  reliable  and  pure  antitoxin ;  not 
only  are  the  citizens  saved  many  thousands  of  dollars  annually  by  State 
production,  but  the  fact  that  it  is  prepared  by  a  State  Board  in  which  we 
have  the  fullest  confidence  is  a  guarantee  that  removes  all  doubt  from  the 
minds  of  physicians  and  parents  as  to  perfect  safety  and  success  in  its 
use.  .  .  .  The  State  Board  has  saved  the  cities  and  towns  thousands  of 
dollars,  and  what  is  more  important,  thousands  of  lives  by  its  free,  pure 
and  effective  antitoxin." 

From  the  board  of  health  of  a  large  city:  "I  think  that  25  per  cent, 
would  have  received  none,  and  that  50  per  cent,  more  would  have  received 
an  amount  inadequate  to  accomplish  the  results  which  can  be  accomplished 
by  sufficient  doses.  This  opinion  is  based  on  the  supposition  that  the 
patients  will  be  treated  at  home." 

From  the  board  of  health  of  a  large  city  :  "  I  do  not  think  75  per  cent, 
an  excessive  estimate." 

From  the  board  of  health  of  a  large  city:  "  Practically  all  the  cases. 
.  .  .  Nearly  all  the  persons  here  who  have  had  the  benefit  of  it  were  very 
poor." 
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From  the  board  of  health  of  a  large  city  :  "  About  one-third." 

From  the  board  of  health  of  a  large  manufacturing  city:  "I  think 
75  per  cent." 

From  the  board  of  health  of  another  large  manufacturing  city  :  "  In  my 
opinion  from  60  to  80  per  cent." 

From  another  large  city  :  "  Fiftj^  per  cent." 

From  a  small  city:  "Eighty  to  eighty-five  per  cent,  would  have  to  go 
without  or  call  on  the  city." 

From  a  large  manufacturing  city :  "  In  my  opinion  a  little  over  one- 
half." 

From  a  small  city  :  "  All  of  them." 

From  a  residential  city  :  "  I  think  it  is  safe  to  say  that  between  50  and 
60  per  cent,  of  our  cases  which  have  received  antitoxin  would  have  found 
it  a  great  hardship  to  have  had  to  purchase  antitoxin.  Fully  that  propor- 
tion of  cases  were  from  the  laboring  classes." 

From  a  manufacturing  city  :  "  My  opinion,  reinforced  by  those  of  lead- 
ing practitioners  in  our  city,  is  that  to  50  to  90  per  cent,  of  diphtheria 
patients  the  commercial  price  of  diphtheria  antitoxin  would  be  prohibitive." 

From  a  large  city :  "  I  am  of  opinion  that  at  least  50  per  cent,  would  be 
a  low  estimate." 

From  the  board  of  health  of  a  large  city :  "  I  doubt  if  10  per  cent,  of 
the  cases  would  have  had  antitoxin,  and  those  only  one  dose.  Conse- 
quently, many  would  have  died  and  the  whole  history  of  antitoxin  treat- 
ment would  have  been  changed." 

From  druggists  in  large  cities,  who  distribute  antitoxin  furnished  by  the 
State  Board  of  Health  :  — 

"  In  our  opinion  90  per  cent,  would  have  been  compelled  to  go  without 
it." 

"  More  than  75  per  cent."  , 

"  About  50  per  cent." 

"  Fifty  per  cent." 

"I  feel  quite  sure  that  fully  90  per  cent,  of  the  cases  supplied  by  us 
would  have  had  to  do  without  antitoxin  if  they  had  to  pay  for  it.  In  my 
opinion  free  antitoxin  is  a  Godsend,  and  one  of  the  best  things  the  State 
does." 

"  Practically  all  the  antitoxin  whicli  I  distribute  goes  to  people  who  can- 
not afford  to  pay  for  it." 

" 'I'aking  as  a  basis  the  experience  of  the  pliysicians  having  tlic  largest 
practice  here,  we  should  say,  in  answer  to  your  question,  about  90  per 
cent." 
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"I  think  at  least  one-half." 

"According  to  the  statement  of  physicians,  I  should  judge  about  75  per 
cent.". 

"  We  think  that  in  a  very  large  majority  of  the  cases  the  patient  would 
be  sent  to  the  hospital  for  serum  treatment,  thereby  causing  delay  and 
additional  expense  to  the  city  if  not  to  the  State.  In  many  other  cases  an 
insufficient  amount  would  be  used." 

"  I  learn  from  physicians  that  about  60  per  cent,  of  the  cases  would 
have  had  to  go  without.  The  rest  was  furnished  to  poor  people  who  could 
have  paid,  but  with  great  sacrifice." 


The  following  sumniaiy  relates  to  the  operations  of  the  Board  re- 
garding the  production,  distribution  and  use  of  diphtheria  antitoxin 
for  the  twelve  months  ended  March  31,  1902.  The  work  of  the 
Board  in  this  direction  has  rapidly  increased  from  the  time  when  it 
was  begun  in  the  spring  of  1895.  As  a  condition  of  tlie  use  of  anti- 
toxin by  boards  of  health,  physicians,  hospitals  and  others,  it  was 
required  that  a  return  should  be  made  in  each  case  where  antitoxin 
was  used  upon  blank  forms  furnished  by  the  Board,  upon  which  the 
details  of  each  case  were  to  be  recorded.  Since  returns  have  not 
been  made  in  all  cases,  the  report  must  be  deemed  to  be  incomplete 
so  far  as  the  use  of  antitoxin  is  concerned. 

The  returns  contributed  from  the  Boston  City  Hospital  and  the 
Worcester,  Cambridge,  Waltham,  Lynn  and  Lowell  isolation  hos- 
pitals form  a  large  share  of  the  report,  since  these  are  more  complete 
than  those  received  from  other  parts  of  the  State. 

The  supervision  of  antitoxin  production  has  been  carried  on,  as  in 
former  years,  under  the  charge  of  Dr.  Theobald  Smith,  at  the  Bus- 
sey  Institute,  near  the  Forest  Hills  Station  of  the  New  York,  New 
Haven  &  Hartford  Railroad  in  Roxl)ury.  The  distribution  has  been 
conducted  at  the  State  House,  from  the  office  of  the  Board. 

The  strength  of  the  serum  employed  has  varied  from  300  to  450 
units  i)er  cubic  centimeter,  and  the  scrum  has  usually  been  issued  in 
a  5  cubic  centimeter  vial,  containing  1,500  units.  For  convenience, 
a  vial  containing  20  cubic  centimeters  has  also  been  employed  for 
use  where  several  patients  are  to  be  treated  at  once,  or  where  un- 
usually large  doses  are  used.  The  serum  has  been  distributed 
throughout  the  whole  State,  wherever  it  has  been  called  for,  to  local 
boards  of  health,  to  contagious  disease  hospitals  and  to  physicians  in 
private  practice.  Hie  latter  being  usually  supplied  through  the  local 
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boards  of  health.  In  many  instances  the  local  board  of  health  has 
placed  it  in  charge  of  a  druggist,  where  it  could  be  obtained  at  any 
time  during  the  day  or  night. 

The  confidence  wliich  has  been  expressed  quite  generally  by  phy- 
sicians with  reference  to  the  value  of  antitoxin  in  diminishing  the 
fatality  from  diphtheria  has  become  so  firmly  established  that  few 
practitioners  would  be  willing  to  undertake  the  treatment  of  the 
disease  without  this  important  remedy.  Expressions  of  doubt  as  to 
its  efficacy  are  now  rarely  heard  and  among  the  few  physicians  who 
decidedly  opposed  its  use  in  1895  and  1896  are  now  to  be  found 
some  of  the  enthusiastic  advocates  of  serum  treatment. 

The  total  number  of  packages  issued  by  the  Board  during  the 
seven  years  ending  with  March  31,  1902,  was  as  follows  :  — 


In  1895- 
In  189G- 
In  1897- 
In  1898- 
In  1899- 
In  1900- 
In  1901- 


•1896 
1897 
1898 
1899 
1900 
1901 
1902 


(year 
(year 
(year 
(year 
(year 
(year 
(year 


ending 
ending 
ending 
ending 
ending 
ending 
ending 


March  31), 
March  31), 
March  31), 
March  31), 
March  31), 
March  31), 
March  31), 


1,724 
3,219 
4,668 
12,491 
31,997 
53,389 
40,211 


bottles. 

bottles. 

bottles. 

bottles. 

bottles.* 

bottles.* 

bottles. 


Total, 147,699  bottles. 

In  consequence  of  the  variable  strength  of  the  product,  it  would 
be  difficult  to  present  an  exact  numerical  statement,  in  units,  of  the 
antitoxin  issued  in  these  packages,  the  tendency  having  been  to 
increase  its  strength  from  year  to  year.  The  total  amount  thus  far 
issued  is  prol)ably  about  200,000,000  units. 

An  account  was  kept  during  the  year  of  the  amount  of  antitoxin 
employed  in  each  case,  with  few  exceptions,  the  result  of  which  is 
shoAvn  ill  the  following?  table  :  — 


Amount  op  Antitoxin 

USKIJ. 

Number  of 
Caocs. 

Dcatlis. 

Amount  of  Antitoxin 

USBD. 

Number  of 
Cases. 

Deaths. 

LesH  than  1,000  tinlls,    . 
1,000  to  1,. 500  unltH, 
I.-VJO  to  2,000  iinltM, 
2,000  to  ;j,000  urillH, 
3,000  to  4,000  unit», 
4,000  to  6,000  uDltH, 

37 
387 
V2l 
514 
410 
185 

6 
17 

9 
35 
18 
20 

5,000  to  10,000  unite,  . 
10,000  to  15,000  units,  . 
16,000  to  20,000  unltB,  . 
20,000  and  more  uuIih, 
UllkDOWD 

604 
202 
228 
330 
16 

49 
24 
36 
82 
2 

♦  The«e  numberB  have  reforenco  to  tho  actual  number  of  bottlca  lasued  In  packages  of  about  1,600  unite 
each.  In  order  to  moke  this  comparable  with  tho  iiKurcB  of  tho  first  three  years  (1896-98),  a  package 
of  1,000  udUb  Hhould  be  employed  as  a  Htandard,  ho  that  the  125,097  bottl6H  diHtrlbutod  duUni,' the  last 
three  years  would  be  equivalent  to  about  188,000  of  ihe  strength  at  first  employed. 
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There  were  2,158  cases  in  which  the  amount  of  antitoxin  admin- 
istered did  not  exceed  10,000  units  in  each  case,  and  there  were 
760  cases  in  which  the  dose  exceeded  10,000  units,  and  of  these 
latter  there  were  330  in  which  the  dose  exceeded  20,000  units  in 
each  case. 

The  whole  number  of  cities  and  towns  to  which  antitoxin  was 
distributed  was  158,  or  14  more  than  those  which  were  published  in 
the  report  of  1900.  Among  these  are  included  31  public  and  pri- 
vate institutions  to  which  distril)ution  of  antitoxin  was  made.  The 
actual  number  in  each  year  was  probably  somewhat  larger  than  these 
figures,  since  a  few  of  the  more  distant  cities  acted  as  distributing 
centres  for  small  towns  in  their  neighborhood,  and  in  some  in- 
stances no  returns  were  made  from  these  towns.  This  serum  was 
distributed  to  local  boards  of  health  and  to  physicians  in  the  follow- 
ing cities  and  towns  :  — 


Number  of  Bottles  of  Diphtheria  Antitoxin  distributed  from  April  1, 1901,  to 

March  31, 1902. 


CiTT  OR  Town. 


Boston : 

City  Hospital 

ChildreD'B  Hospital,      .... 

8t.  Mary's  Hospital,     .... 

Maesacbusetts    Charitable    Eye    and 

Ear  Infirmary. 
West  End  Xursery 

MaasBchusetts  General  Hospital, 

Long  Island  Hospital,  .... 

Massacbusetts  Homccopatbic  Hospital, 

Parental  School, 

Deer  Island  Hospital 

Gwynne  Home  for  Children, 

Little  Wanderers'  Home,    . 

New  England  Hospital, 

General  supply 

Lowell, 

Cambridge 

Cambridge  Hospital 

Worcester, 

Bomerville 

Marlborough, 


Number  of 
Bottles 


15,957 

600 

287 

208 

84 

60 

31 

26 

25 

23 

19 

12 

6 

4,225 

2,008 

1,687 

300 

1,150 

824 

740 


City  or  Towk. 


Salem, 
Brookline, 
Lynn, 
Waltham, . 
Chelsea,     . 
Newton,     . 
Lawrence, 
Miiford,     . 
Holyoke,    . 
Hyde  Park, 
Springfield, 
Haverhill,  . 
Leominster, 
Quincy, 
Everett,     . 
Brockton, . 
New  Bedford, 
Fltchburg, 
Fait  River, 
Heading,    . 
Maiden, 


Number  of 
Bottles. 


604 
596 
530 
477 
412 
400 
337 
336 
321 
319 
312 
311 
272 
261 
246 
245 
222 
184 
177 
172 
170 
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Number  of  Bottles  of  Di2yhtheria  Antitoxin  distributed  from  April  1,  1901,  to 
March  31, 1902 —  Continued. 


CiTT  OR  Town 

Pittsfield 

Weymouth,       .        .        , 

Peabody 

Amesbury, 

Medford 

Dauvere 

Insane  Hospital,    . 

Easton 

Melrose,     .... 

Wakefield, 

Gloucester, 

Scitnate,     .... 

Arlington, 

Bellingbam, 

Plymouth, 

Winchester, 

Wobnrn 

Ifedfield,   .... 

Insane  IIoBpital,    . 

Milton 

Stoneham, 

Chlcopee 

Marblehead, 
North  Adams,  . 

Hopedale 

Revere 

Watertown, 

Clinton 

CohasBct 

Lexington, 
MiddleboroDgh, 
Oroton,      .... 
Winthrop 

Fort  Bankfi,    . 
Digbton,    .... 


Number  of 
Bottles. 


149 

138 

132 

128 

127 

126 

14 

121 

107 

98 

94 

92 

90 

78 

78 

78 

78 

46 

22 


60 
60 
60 
54 
54 
54 
48 
48 
48 
48 
46 
43 
2 
41 


CiTT  OR  Town. 

Taunton 

Adams, 

West  Springfield, 

Belmont, 

Westborough,  ...... 

Lyman  School, 

Concord 

Massachusetts  Reformatory, 

Mansfield 

Attleborotigh, 

Dedham 

Medway 

Wellesley, 

Maynard, 

Merrimac 

Natlck 

South  Iladley 

Swampscott, 

Foxborough, 

State  Hospital, 

Randolph 

Rockland 

Acton 

East  Bridgewater 

Framingham, 

Oreenfleld 

Needham, 

Palmer, 

Massachusetts  Hospital  for  Epileptics 

Templeton, 

Wllbraham 

Hudson, 

Aycr 

Whitman, 

Metbuen, 


Jsumber  of 
Bottles. 
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Number  of  Bottles  of  Diphtheria  Antitoxin  distribiUed  from  April  1,  1901,  to 
March  31, 1902  —  Concluded. 


City  or  Town. 

Newburyport,  . 

Ashby 

Bedford 

Lenox 

Lndlow 

MonsoD 

Tewksbury : 

State  Hospital, 
Princeton, .... 
Beverly,     .... 

Sangus 

Shirley 

Townaend, 

Canton 

Agawam 

Athol 

Falmouth, .... 

ningham 

Kingston,  .... 
MiUbury,    .... 

Millie 

North  Attleboroagh, 
North  Brookfield,     . 

Norwood 

Stoughton, 
WlUiamstown,  . 
Uanover,    .... 

Westford 

Avon,         .... 
North  Andover, 
Leicester,  .... 
North  Abington, 
Sharon,       .... 
West  BrookBeld, 
Andover 


Number  of 
Bottles 


City  or  Tows. 


Barnstable, 
Bridgewater,     . 
Cheshire,   . 
Gardner,    . 
Holliston,  . 
Ipswich,     . 
Marshfield, 
Nantucket, 
Northampton,    . 
Nor  well,    . 
Provlncetown,  . 
Bouthboroagfa,  . 
Southampton,    . 
Ware, 
Wareham, 
Warren,     . 
Wayland,  . 
West  Medway, . 
Bralntree,  . 
Georgetown, 
Lincoln,     . 
Southbridge,      . 
Walpole,    . 
West  Bridgewater, 
Blandford, 
Cummington,    . 
North  Reading, 
Norton, 
Pepperell, . 
Hull,  . 
Marion, 
Wales, 
Wrenlham, 
Littleton,   . 
Total,  . 


Number  of 
Bottles. 


40,2U 
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Su^niARY   Observations    upon    the   Use   of  Diphtheria   Anti- 
toxin  IN  Massachusetts  during  the  Year  ended  March 
31,  1902. 
The  whole  number  of  returns  of  cases  treated  with  diphtheria 
antitoxin  furnished  by  the  State  Board  of  Health  during  the  year 
ended  March  31,  1902,  to  hospitals  and  to  local  boards  of  health  for 
use  in  general  practice  was  3,033.     Of  this  number,  2,933  were 
returns  of  cases  of  diphtheria  treated  with  antitoxin,  and  100  were 
returns  of  well  persons  who  had  been   exposed  to  infection  and 
were  treated  for  the  purpose  of  immunization.     These  cases  con- 
stitute only  a  fraction  of  those  which  were  treated  during  the  year 
in  the  State  with  antitoxin  furnished  by  the  Board,  since  very  many 
physicians  failed  to  make  returns  to  the  Board. 

Cases  in  which  a  Bacterial  Examination  loas  made. 

The  same  methods  of  classification  are  continued  in  this  report  as 
were  adopted  in  the  reports  of  the  previous  six  years.  The  cases 
in  which  cultures  were  made  are  classified  into  positive  and  negative 
cases.  Diagnostic  examinations  were  made  in  2,482  cases  reported 
to  the  Board  as  having  been  treated  with  antitoxin,  and  of  these, 
2,278  proved  to  be  genuine  cases  of  diphtheria  and  204  gave  a 
negative  result. 

Positive  Cases. 

Of  the  2,278  positive  cases,  or  those  in  which  a  diagnosis  of  diph- 
theria was  made  by  bacterial  cultures  from  the  throat  of  the  patient, 
there  were  2,047  recoveries  and  231  deaths,  or  10,1  per  cent.,  the 
results  of  the  previous  years  having  been,  respectively,  13.7,  11.6, 
8.2,  7.9,  11.4  and  9.4  per  cent. 

Sex.  — The  number  of  males  was  1,052,  and  the  deaths  of  these 
were  110,  or  10.5  per  cent.  The  females  were  1,220,  and  the 
dcatlis  of  these  were  120,  or  9.8  per  cent.  The  sex  of  6  was  not 
stated;  of  those  there  was  1  death. 

Afjes.  —  The  following  tal>lc  shows  the  cases  and  deaths  by  ages  :  — 
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Year  ended  March  31, 1902. 


Cases. 

Deaths. 

Fatalitt  (Pbb  Cknt.). 

AGE   PEBIODS. 

1901. 

1900. 

From  0  to    2  years. 

From  2  to    5  years. 

From  5  to  10  years. 

Over  10  years,         .... 

Age  unknown,         .... 

263 
673 
637 
599 
106 

53 

94 
bb 
16 

13      : 

20.2 

14.0 

8.6 

2.7 

12.3 

21.7 

12.4 

5.3 

4.6 

11.7 

2,278 

231 

10.1 

9.4 

Day  of  Illness  ichen  Antitoxin  ivas  first  administered. — The 
following  table  presents  the  fatality,  according  to  the  day  of  illness 
on  which  the  antitoxin  was  first  administered  :  — 


Cases. 

Deaths. 

Fatality  (Per  Cent.). 

Day. 

1 1901. 

1900. 

1899. 

1898. 

1897. 

1896. 

1895. 

First,  . 

263 

25 

9.5 

6.4 

9.8 

8.2 

8.0 

0.0 

0.0 

Second, 

653 

44 

6.7 

6.0 

5.6 

1.8 

8.9 

9.5 

9.7 

Third, 

520 

49 

9.4 

7.7 

12.8 

6.2 

7.0 

8.3 

8.7 

Fourth, 

304 

38 

12.5 

11.3 

14.1 

13.2 

3.0 

22.7 

15.4 

Fifth,  . 

147 

25 

17.0 

14.8 

15.6 

11.8 

11.8 

0.0 

22.2 

Sixth,  . 

75 

12 

16.0 

21.1 

17.9 

20.0 

0.0 

14.3 

20.0 

Seventh, 

38 

7 

18.4 

13.7 

27.1 

9.5 

30.0 

25.0 

33.3* 

Eighth  and  later, 
Unknown,  . 

81 

15 

18.5 

16.8 

14.7 

10.4 

13.6 

16.6 

_ 

197 

16 

— 

— 

- 

— 

- 

- 

- 

*  Seventh  day  and  later. 

The  value  of  the  foregoing  table  consists  mainly  in  the  definite 
statement  of  the  fatality  of  cases  according  to  the  day  of  illness  at 
which  antitoxin  treatment  was  begun.  In  general,  it  shows  that 
the  ratio  of  success  in  treatment  depends  largely  upon  the  early 
date  at  wliicli  antitoxin  is  first  administered.  A  fuller  and  more 
conclusive  .summary  cml)racing  the  whole  period  of  seven  years  and 
containing  greater  numbers,  may  l)e  found  on  a  later  page. 

The  ca.ses  in  which  antitoxin  treatment  was  begun  either  upon 
the  fir.st,  second  or  third  days  of  illness  constituted  63  per  cent,  of 
the  wluile  numl)er  of  positive  cases  reported  to  the  Board  to  which 
antitoxin  was  administered  during  the  vear  under  consideration. 
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Hospitals  and  Private  Practice. 

Cases. 

Deaths. 

Fatality 
(Percent.). 

In  hospitals, 

In  private  practice, 

1,412 

866 

160 
71 

11.3* 

8.2* 

*  This  apparent  difEerence  in  the  fatality  of  hospital  and  of  general  or  outside  treatment  with  anti- 
toxin  is  accounted  for  by  the  fact  that  a  considerable  number  of  severe  and  fatal  cases  of  diphtheria, 
■which  were  treated  by  physicians  in  general  practice,  were  transferred  to  a  hospital  after  one  or  more 
days  of  home  treatment  and  died  at  the  hospital. 

Seasons  oj  the  Year.  —  The  cases  embraced  in  the  foregoing 
enumeration  occurred  in  the  following  order :  — 


Months. 

Cases. 

Deaths. 

Months. 

Cases. 

Deaths. 

1901. 

April,        .... 
May,         .... 
June,        .... 
July,         .... 
August,    .... 
September, 

255 
260 
211 
167 
131 
133 

37 
25 

22 
13 

7 
16 

1901. 

October, 
November,     . 
Decembei", 

1902. 

January, 

February, 

March,   .... 

Total  six  months,  . 

189 
251 
206 

231 
134 
106 

14 
24 

26 

26 

12 

9 

Total  six  months,     . 

1,157 

120 

1,117 

110 

By  the  foregoing  table  it  appears  that  there  were  1,157  positive 
cases  reported  in  the  wanner  months,  with  120  deaths,  and  1,117 
cases  in  the  colder  months,  with  110  deaths.  In  4  cases  and  1 
death  the  date  was  not  given. 

Negative  Cases. 

The  reported  cases  in  which  a  negative  result  was  obtained  were 
204  ;  and  the  deaths  of  these  were  18,  or  8.8  per  cent. 

,Sex. — The  males  were  104,  with  10  deaths,  or  9.6  per  cent., 
and  the  females  98,  with  8  deaths,  or  8.2  per  cent. ;  and  there  were. 
2  cases  in  which  the  sex  was  not  stated. 

jfifje.  —  The  percentage  of  fatality  by  ages  was  as  follows  :  0  to  2 
years,  7.3  per  cent.  ;  2  to  5  years,  22.0  per  cent.  ;  5  to  10  years, 
2.3  per  cent.  ;  and  none  over  10  years. 


No.  34.] 


DIPHTHERIA   ANTITOXIN. 


499 


Summary  of  the  Seven  Yeaks  ended  March  31,   1902. 
Positive  Cases  treated  ivith  Antitoxin. 
"Whole  number  of  cases  for  the  seven  years,    10,154;   deaths, 
1,010;  fatality,  9.9  percent. 

Sex.  —  The  fatality  by  sexes  was  as  follows  :  — 


Cases. 


Fatality 
(Per  Cent.). 


Males, 
Females, 


4,774 
5,290 


508 
486 


10.6 
9.2 


The  sex  of  90  was  not  stated;   16  deaths. 
Ages.  — The  fatality  by  ages  was  as  follows 


Age  Periods. 

Cases. 

Deaths. 

Fatality 
(Per  Cent). 

0  to    2  years, 

2  to    5  years, 

5  to  10  years, 

Over  10  years, 

Age  unknown, 

1,169 
3,315 
2,963 
2,396 
311 

254 
423 
209 

84 
40 

21.7 

12.8 

7.1 

3.5 

~ 

Hospitals  arid  Private  Practice. 


Cases. 


Fatality 
(Per  Cent.). 


In  hospitals. 

In  private  practice. 


7,128 
3,026 


781 
229 


11.0 
7.6 


Cases  in  which  no  Bacteriological  Examination  teas  made  during 
the  Year  ended  March  31,  1902. 

Reports  were  received  of  451  cases  where  antitoxin  was  employed 
in  which  no  cultures  were  taken.  Of  this  number,  432,  or  nearly 
96  per  cent.,  occurred  in  general  practice  and  the  remainder  wore 
reported  from  hospitals.  Of  the  whole  number,  47  proved  fatal,  or 
10.4  per  cent. 

Sex.  — The  number  of  males  in  this  class  was  193,  and  the  deaths  of 
these  were  19,  or  9.8  per  cent.     The  number  of  females  was  256,  and 
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the  deaths  of  these  were  28,  or  10.9  per  cent.     The  number  of  those 
whose  sex  was  unknown  or  not  stated  was  2,  none  of  whom  died. 

Age.  —  The  following  table  presents  the   cases   and  fatality  by 
affes  amono^  this  class  :  — 


Age  Periods.                                                  Cases. 

Deaths. 

Fatality 
(Percent.). 

From    0  to    2  years, 

From    2  to    5  years, 

From    5  to  10  years, 

Over  10  years, 

Age  unknown,  ....... 

53 
134 
125 
127 

12 

12 
12 
15 

7 
1 

22.6 
9.0 

12.0 
5.5 

Sequels. 

Temporar}^  skin  eruptions,  usually  of  brief  duration,  are  of  very 
common  occurrence  after  the  administration  of  antitoxin.  Fre- 
quently these  eruptions  are  quite  mild  and  confined  to  a  small  area 
adjoining  the  place  of  injection,  while  occasional  instances  occur  in 
which  the  eruption  spreads  throughout  the  entire  surface  of  the 
body,  or  at  least  a  portion  of  its  area. 

During  the  year  under  consideration  such  eruptions  or  rashes 
are  reported  as  occurring  in  864  instances,  or  29.5  per  cent,  of  the 
whole  number  reported  upon.  Of  this  number,  91  per  cent,  were 
mild  in  character  and  the  remainder  severe  or'extensive. 

Albuminuria  was  reported  in  338  instances,  of  which  91.7  per 
cent,  were  slight,  or  consisted  of  a  trace  only.  The  presence  of 
albuminuria,  however,  has  no  significance  as  relating  to  the  admin- 
istration of  antitoxin,  since  albuminuria  is  present  according  to 
good  authorities  in  the  majority  of  severe  cases  of  diphtheria.* 

Operations. 

Tracheotomy,  an  operation  which  was  once  quite  commonly  re- 
sorted to  in  severe  cases  of  hiryngeal  dii)htheria,  appears  to  have 
been  almo.st  entirely  supplanted  ))y  the  more  safe  and  simple  opera- 
tion of  intu]>ation.  It  is  reported  as  having  been  performed  twice 
during  the  year,  ^\■ith  1  death. 

Intul;ation  is  reported  as  having  been  performed  169  times  during 
the  year,  with  37  deaths,  or  21.9  per  cent.,  a  much  smaller  fatality 
than  that  of  the  previous  year  (30.7  per  cent.). 


*  Ofller'B  "  Practice  of  Medicine,"  2d  edition,  p.  115. 


No.  34.] 


DIPPITHERIA   ANTITOXIN. 


501 


The  complications  of  diphtheria  which  were  met  with  among  the 
patients  treated  with  antitoxin  were  much  the  same  as  those  of  the 
precedinir  year,  and  consisted  mainly  of  instances  in  which  scarlet- 
fever  or  measles  occurred  sinuiltaneously  with  diphtheria.  Other 
infectious  diseases  also  occasionally  appeared  as  complications,  but 
so  far  as  can  be  learned  these  complications  were  no  more  common 
than  they  were  before  the  introduction  of  antitoxin  as  a  therapeutic 
or  preventive  remedy.  Pneumonia  was  of  rarer  occurrence  as  a 
complication  than  scarlet-fever  or  measles. 

By  far  the  most  important  lesson  to  be  learned  from  the  returns 
which  have  ])een  received  since  the  introduction  of  antitoxin  treat- 
ment is  the  necessity  of  early  administration  of  antitoxin  in  each  and 
every  case. 

I:\DrUNIZATIOX. 

Returns  of  cases  in  which  antitoxin  was  used  for  the  purpose  of 
immunizing  persons  who  had  been  exposed  to  the  infection  of  diph- 
theria were  received  in  only  100  cases,  although  quantities  of  anti- 
toxin were  issued  for  this  purpose  which  would  indicate  a  nuich 
larger  numl)er  of  persons  thus  treated.  The  average  dose  employed 
for  this  purpose  was  a  little  more  than  900  units. 

Geneual  Summary,  1895-1901. 
Positive  cases  treated  in  the  seven  years  ending  March  31,  1902,  and 

reported  to  the  State  Board  of  Health, 10,15-1 

Cases  in  which  no  bacteriological  examination  was  made,         .         .        .     2,576 

Total 

Deaths  of  these, 

Fatality  (per  cent.), 


Sexes. 
The  number  of  males  who  were  treated  was,t    . 
The  number  of  females  who  were  treated  was.f 
The  number  whose  sex  was  not  stated  was,t 


Total, 


Deaths  of  males,  . 

Fatality  of  males  (per  cent.). 

Deaths  of  females, 

Fatality  of  females  (per  cent.), 

Deaths,  sex  not  stated, . 


12,730* 

1,329 
10.4 


5,933 

6,635 

162 

12,730* 

660 

11.1 

644 

9.7 

25 


*  In  this  nuinbor  (12,730)  1,239  cnses  In  which  a  bncterial  dingnosU  dhowcd  negative  reaultR  are  not 
Included,  so  that  the  whole  number  treated  with  antitoxin  of  which  returns  were  made  to  the  Board 
was  13,969. 

t  Except  cases  determined  to  be  "  negative." 
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The  following  table  contains  the  results  of  those  cases  only  which 
had  been  determined  b}'  a  culture  examination  to  be  positive,  with 
reference  to  the  fatality  of  the  disease  in  each  group  of  cases,  con- 
sidered in  relation  to  the  stage  of  the  disease  when  antitoxin  was 
first  administered. 

Nothing  can  be  more  conclusive  than  the  cumulative  testimony 
of  these  figures,  supported  as  they  are  by  similar  experience  else- 
where, as  to  the  importance  of  the  earliest  possible  administration 
of  antitoxin  in  the  treatment  of  diphtheria.  Each  day's  delay 
renders  the  liability  to  a  fatal  result  greater. 

The  fatality  of  the  cases  which  were  treated  with  antitoxin  very 
early  in  the  course  of  the  disease  (that  is,  before  the  termination  of 
forty-eight  hours  from  its  onset)  was  only  6.6*  per  cent.,  or  277 
deaths  in  4,181  cases,  while  that  of  the  cases  which  were  not  thus 
treated  until  the  sixth  day  or  later  was  as  high  as  17.8  per  cent.,  or 
nearly  three  times  as  great. 


Day  of  Administration. 


Day. 

Cases. 

Deaths. 

Fatality 
(I'erCent.). 

First •      .         .         .         . 

1,289 

100 

7.8 

Second,      

2,892 

177 

6.1 

Third 

2,290 

219 

9.6 

Fourth, 

1,505 

195 

13.0 

Fifth, 

784 

122 

15.6 

Sixth  and  later,          

1,080 

192 

17.8 

And  there  were  1,506  cases  in  which  the  day  on  which  antitoxin 
was  first  administered  was  not  stated,  and  of  these  there  were  169 
deaths. 


*  The  sum  of  the  experience  of  the  first  two  days  is  cxpresBed  In  this  figure. 


No.  34.] 


DIPHTHERIA   CULTURES. 


503 


Diphtheria  Cultures  examined  during  the  Tear 
ENDED  March  31,  1902. 


During  the  year  ended  March  31,  1902,  4,119  cultures  have  been 
received  from  118  towns  and  cities  in  the  State.  Of  these  cultures, 
1,633  were  made  for  the  purpose  of  diagnosis  and  2,486  for  release 
from  quarantine.  The  following  table  gives  the  number  of  cultures 
received  from  the  difierent  towns  and  cities  and  the  results  of  the 
examinations  :  — 


City  ob  Town. 


Adams,  . 

Andover, 

Arlington, 

Ash  by,   . 

Attleborough, 

Ayer, 

Barnstable, 

Bedford, 

Belmont, 

Beverly, 

Boston,  . 

Bolton,  . 

Bourne,  . 

Bi'aintr(?e, 

Bridgewater, 

Cambridge, 

Chelsea, 

Concord, 

Cohasset, 

Clinton, . 

Danvers, 

Dartmouth, 

Dedham, 

Duxbury, 

East  Bridgewater, 

Easton,  . 

Everett, . 

Falmouth, 


Whole 

Number  of 

Cultures 

examined. 


1 

12 

69 

18 

14 

2 

1 

8 

32 

11 

3 

1 

1 

4 

18 

1 

154 

14 

78 

17 

70 

1 

7 

4 

24 

133 

525 

9 


cultubbs  examined  fob 
Diagnosis. 


1 

3 
7 
3 
10 
1 

1 
3 
1 


2 
2 

48 
8 

11 
3 

13 

1 
1 
2 
12 
68 
1 


Negative. 


7 
9 
1 
4 

1 

3 

5 

8 

2 

1 

1 

2 

3 

1 

32 

9 

7 

11 

12 

1 

2 

1 

11 

13 

47 

1 


Doubtful. 


Cultures 
examined 
for  Kelease 
from  Quar- 
antine. 


1 

53 
14 


4 

24 

2 

1 


13 

77 
2 

58 
3 

42 

4 

2 

11 

108 

407 

7 
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Whole 

Number  of 

Cii'.tures 

Cultures  examined  for 
Diagnosis. 

Cultures 

CiTT  OB  Tows. 

examined 
for  Release 

examined. 

rositive. 

Negative. 

Doubtful. 

from  Quar- 
antine. 

Framin^ham,         .... 

i 

31 

8 

4 

19 

Foxborough,  . 

27 

6 

16 

- 

6 

Gloucester,     . 

18 

6 

12 

- 

_ 

Greenfield, 

28 

6 

5 

- 

17 

Great  BaiTington, . 

3 

1 

2 

- 

- 

Groton,  . 

9 

4 

1 

- 

4 

Hamilton, 

3 

- 

- 

- 

3 

Hanover, 

2 

- 

1 

- 

1 

Haverhill, 

17 

8 

8 

1 

- 

Hingham, 

24 

2 

13 

- 

9 

Holbrook, 

1 

1 

- 

- 

- 

Hopedale, 
Hopkinton,     . 
Hull,       . 

11 
1 
3 

4 
1 

7 
1 
1 

- 

1 

Hyde  Park;    . 

234 

32 

21 

2 

179 

Ipswich, 

2 

- 

1 

- 

1 

Kingston, 

15 

7 

3 

- 

5 

Lawrence, 

28 

4 

17 

1 

6 

Lexington,     . 

39 

6 

7 

_ 

26 

Leominster,    . 

33 

11 

13 

1 

8 

Lincoln,. 

15 

- 

3 

_ 

12 

Ludlow, 

5 

1 

1 

- 

3 

Lynn,     . 
Maiden, . 

1 
249 

1 
25 

39 

7 

178 

Mansfield, 

3 

3 

_ 

_ 

_ 

Marblehead,  . 

61 

13 

20 

- 

28 

Marion, . 

2 

1 

1 

- 

- 

Marlborough, 

423 

96 

40 

4 

283 

Marsh  field,     . 

2 

- 

2 

- 

- 

Medfield, 

46 

11 

12 

- 

23 

Medford, 

93 

19 

40 

1 

33 

Medway, 
Melrose, 

7 
133 

2 
18 

4 
29 

3 

1 
83 

Mendon, 

2 

- 

2 

- 

- 

Methuen, 

2 

- 

2 

- 

- 

Middleborough,     . 
Miliis,     . 

11 
2 

5 
2 

2 

1 

3 

Milton,  . 

57 

8 

12 

1 

36 

Natick,  . 

11 

4 

3 

1 

3 

Needham, 

4 

1 

1 

1 

1 

New  Bedford, 

89 

11 

21 

3 

54 

Newbiiryport, 
North  Adams, 

20 
46 

1 
12 

19 
11 

: 

23 

North  Attleborough, 

7 

2 

4 

- 

1 

North  Hrookfield,  . 

3 

1 

2 

- 

- 

North  borough, 

5 

1 

- 

- 

4 

Norton,  . 

1 

1 

- 

- 

- 

Norwell, 

9 

1 

5 

- 

3 

Norwood, 

7 

1 

3 

- 

3 

Peabody, 

99 

10 

11 

2 

76 

Pittsburg, 
Plymouth, 

74 
15 

6 

7 

10 
6 

- 

58 
2 
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CULTCBES   EXAMINED   FOB 

Whole 

Diagnosis. 

Cultures 

CiTT  OR  Town. 

Number  of 
Cultures 

examined 
for  Kelcase 

examined. 

Positive. 

Negative. 

Doabtful. 

from  Qiiar- 
antJue. 

Princeton, 

6 

1              C 

Quincy,  . 

81 

28 

31 

1 

1        26 

Randolph, 

7 

3 

3 

- 

1 

Reading, 

9-i 

18 

41 

_ 

35 

Revere,  . 

10 

2 

6 

_ 

2 

Rockland, 

5 

1 

3 

_ 

1 

Salem,    . 

214 

24 

29 

2 

159 

Saugus,  . 

16 

4 

2 

_ 

10 

Scituate, 

31 

3 

2 

_ 

26 

Sharon,  . 

5 

1 

3 

_ 

1 

Sonierville, 

14 

1 

_ 

2 

11 

South  borough 

1 

5 

- 

1 

_ 

4 

Spencer, 

2 

_ 

1 

_ 

1 

Sterling, 

4 

_ 

2 

_ 

2 

Stonehara, 

7 

1 

5 

_ 

1 

Stoughton, 

3 

_ 

3 

_ 

_ 

Swampscott, 

20 

6 

7 

_ 

7 

Taunton, 

3 

3 

_ 

_ 

Templeton, 

2 

1 

1 

_ 

_ 

Tewksbury,   . 

1 

_ 

1 

_ 

_ 

Wakefield^ 

lo 

4 

4 

1 

6 

Walpole, 

7 

2 

3 

- 

2 

Ware,     . 

2 

_ 

1 

1 

_■ 

Ware  ham. 

4 

- 

3 

_ 

1 

Warren, 

7 

1 

2 

_ 

4 

Watertown, 

6 

2 

1 

- 

3 

Wellesley, 

40 

2 

6 

- 

32 

Westborough, 

52 

8 

8 

_ 

3G 

West  Boylstou, 

1 

1 

_ 

— 

_ 

West  Brookfield,    . 

2 

- 

2 

- 

_ 

Westford, 

7 

4 

_ 

_ 

3 

Weymouth,    . 

6 

2 

1 

_ 

3 

Whitman, 

4 

2 

2 

_ 

_ 

Williamstown, 

3 

3 

- 

- 

_ 

Wilmington,  . 

6 

_ 

5 

1 

_ 

Winchester,    . 

95 

12 

38 

1 

44 

Winthrop, 

62 

5 

20 

— 

27 

Woburn, 

15 
4,119 

2 

11 

- 

2 

Total,      . 

701 

883 

49 

2,486 
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Persistence  of  Diphtheeia  Bacilli  in  the  Throats  of  Patients 
Convalescent  from  Diphtheria. 
Among  these  cases  are  included  only  those  in  which  frequent  cul- 
tures were  made  until  the  throat  was  free  from  the  bacilli.  The 
time  of  persistence  is  given  from  the  date  of  the  earliest  symptoms 
to  when  the  bacilli  were  last  found  in  cultures  from  the  throat. 


Time  of  Pebsistence. 

Number  of 
Cases. 

Time  of  Peksistence. 

Number  of 

Cases. 

1  week  or  less, 

1  to  2  weeks, 

2  to  3  weeks, 

3  to  4  weeks, 

4  to  5  weeks, 

5  to  6  weeks, 

6  to  7  weeks, 

7  to  8  weeks. 

3 

55 
78 
86 
46 
15 
11 
5 

8  to,  9  weeks, 

9  to  10  weeks, 
10  to  11  weeks, 

87  days,   .... 
96  days,   .... 

Average,  25 . 1  days,  . 

4 
3 
2 
1 
1 

310 

Relation  of  Clinical  to  Bacteriological  Diagnosis, 


Bactbriolcoioal  Diagnosis. 

Clinical  Diagnosis. 

Positive. 

Negative. 

Doubtful. 

Positive  in  620  cases, 

Negative  in  311  cases, 

Doubtful  in  448  cases, 

Not  given  in  254  cases, 

390 

65 

153 

94 

212 

237 
282 
161 

18 
9 

13 
9 

Relation  of  Bacteriological  Diagnosis 

to  the  Day  of  Taking  the  Culture. 

BA0TERIOI.OQI0AL  DIAGNOSIS. 

Percentage 

Dav  of  Disease  on  which  Cultdhk  was  Taken. 

Cases. 

Positive. 

Negative. 

Doubtful. 

First  day, 

56 

67 

3 

48.3 

Seconrl  day,  . 

241 

313 

16 

42.3 

Tliird  day,    . 

176 

250 

12 

40.2 

Fourth  ilay,  . 

83 

92 

5 

40.1 

Fifth  day,      . 

52 

61 

3 

44.8 

Sixth  (hiv,     . 

20 

26 

2 

41.7 

Seventli  day, 

28 

33 

2 

44.4 

Over  seven  days, 

22 

20 

2 

50.0 

Not  stated,   . 

23 

31 

4 

39.7 

No.  34.] 


DIPHTHERIA   CULTURES. 


507 


Summary  of  the  Six  Years  ended  March  31,  1901. 
The  whole  number  of  cultures  examined  during  the  six  years  is 


as  follows 


In  1896-97  (year  ended  March  31,  1897), 
In  1897-98  (year  ended  March  31,  1898), 
In  1898-99  (year  ended  March  31,  1899), 
In  1899-1900  (year  ended  March  31,  1900), 
In  1900-1901  (year  ended  March  31,  1901), 
In  1901-1902  (year  ended  March  31,  1902), 


1,469 
2,204 
1,.591 
3,258 
5,173 
4,119 


Total, 17,814 

Of  these  17,814  cultures,  8,301  were  made  for  the  purpose  of 
diagnosis  and  9,513  for  release  from  quarantine.  Of  the  cultures 
made  for  diagnosis,  3,560  were  positive,  4,600  were  negative  and 
141  were  doubtful. 

In  1,430  cases,  in  which  frequent  cultures  were  made  until  the 
throat  was  free  from  the  1)acilli  of  diphtheria,  the  average  time  of 
persistence  of  the  bacilli  from  the  date  of  earliest  symptoms  was 
26.2  days. 

In  8,301  cultures  examined  for  diagnosis  the  relation  of  clinical 
to  bacterioloirical  diamiosis  was  as  follows  :  — 


Bacteriological  Diagnosis. 

Clinical  Diaon'osis. 

PotlUve. 

Negative. 

Doubtful. 

Positive  in  3,081  cases, 

Negative  in  1,657  cases,       ...... 

Doubtful  in  2,079  cases, 

Not  given  in  1,484  cases, 

1,970 
332 
710 
552 

1,071 

1,295 

1,335 

898 

40 
30 
34 
84 
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EXAMINATION  OF  SPUTUM  AND  OTHER  MATERIAL 

SUSPECTED  OF  CONTAINING  THE  BACILLI 

OF  TUBERCULOSIS. 


During  the  year  ended  March  31,  1902,  microscopical  examina- 
tion has  been  made  of  797  specimens  of  sputum  and  other  material 
suspected  of  containing  the  bacilli  of  tuberculosis.  This  material 
was  received  from  119  different  towns  and  cities  in  the  State.  The 
following  table  gives  the  places  from  which  the  material  was  received 
and  the  results  of  the  examinations  :  — 


S3 

ai 

1^5 

Males. 

Females. 

Sex  not  stated. 

City  or  Town. 

> 

be 
7a 

a 

3 
O 

> 
o 

Oh 

1 

a? 

7\ 

'a 

3 
O 

0 

> 
o 

> 

CO 

3 
O 

Abington, 

4 

1 

1 

2 

Adams, 

5 

1 

1 

_ 

1 

2 

_ 

- 

- 

_ 

Andover,    . 

3 

1 

1 

_ 

_ 

1 

_ 

_ 

- 

- 

Arlington,. 

8 

_ 

_ 

_ 

3 

4 

_ 

_ 

1 

_ 

Ashland,    . 

1 

_ 

1 

_ 

_ 

_ 

- 

- 

- 

- 

Attleborough, 

6 

2 

_ 

- 

1 

2 

- 

- 

1 

- 

Ayer, 
Barnstable, 

2 
3 

- 

2 

- 

1 

1 
1 

- 

- 

- 

" 

Beverlj',     . 
Blackstone, 

2 
6 

2 

1 
3 

- 

1 

1 

— 

- 

- 

- 

Boston, 

14 

5 

2 

1 

1 

4 

- 

1 

- 

- 

Bourne, 

1 

1 

_ 

_ 

_ 

_ 

_ 

_ 

- 

- 

Braintree,  . 

3 

1 

2 

— 

_ 

- 

_ 

_ 

- 

- 

Bridgewater, 
Brockton,  . 

4 
36 

7 

1 
10 

1 

1 

3 

2 
13 

2 

- 

— 

- 

Brooklield, 

6 

1 

3 

- 

_ 

1 

- 

- 

- 

- 

Brook  line,. 

2 

1 

_ 

- 

1 

_ 

- 

- 

- 

- 

Canton, 

1 

_ 

_ 

_ 

_ 

1 

_ 

- 

- 

- 

Chelsea, 

19 

4 

4 

_ 

3 

7 

1 

- 

- 

- 

Clinton, 

8 

_ 

4 

1 

- 

2 

- 

1 

- 

- 

Cohasset,   . 

2 

'     - 

1 

- 

- 

1 

- 

- 

- 

- 

Colrain, 

1 

_ 

_ 

_ 

1 

_ 

- 

- 

- 

- 

Concord,    . 

4 

1 

3 

- 

- 

- 

- 

- 

- 

- 

Cottage  City, 
Danvers,    . 

1 

8 

2 

2 

- 

3 

1 

1 

- 

- 

- 

- 

Dedham,    . 

5 

- 

3 

- 

- 

1 

1 

— 

~ 

~ 
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C3 

o  2 

Males 

Feualks. 

Sex 

S'OT  STATED. 

CiTT  OB  Town. 

sJ 

aS 

Ql 

II 

> 

> 

1 

1 

3 

> 

> 

CO 

1 

3 

> 

> 

1 

1 

a 

& 

O 

Q 

1 

^ 

O 

Q 

o 

K 

o 
Q 

Douglas,    .        .         .        .        . 

2 

1 

1 

East  bridgewater, 

6 

_ 

3 

_ 

_ 

2 

_ 

_ 

Edgavtown, 

4 

1 

_ 

2 

1 

_ 

_ 

Everett, 

30 

11 

6 

1 

3 

9 

_ 

_ 

_ 

Fairhaven, 

1 

_ 

_ 

_ 

1 

_ 

_ 

_ 

Fall  River, 

78 

18 

16 

3 

15 

23 

3 

_ 

Falmouth, . 

2 

_ 

1 

1 

^ 

Foxborough, 

13 

2 

4 

_ 

1 

6 

_ 

_ 

_ 

_ 

Framingliam,     . 

10 

4 

1 

_ 

2 

2 

_ 

1 

Franklin,    . 

3 

_ 

_ 

_ 

1 

2 

_ 

_ 

Georgetown, 

2 

_ 

_ 

_ 

1 

1 

_ 

_ 

Gloucester, 

3 

_ 

2 

_. 

1. 

_ 

_ 

Great  Harrington, 

2 

_ 

1 

_ 

_ 

_ 

1 

Greenfield, 

2 

_ 

2 

_ 

_ 

_ 

_ 

Hanover,    . 

1 

_ 

1 

_ 

_ 

_ 

_ 

_ 

Halifax,     . 

1 

1 

_ 

_ 

_ 

Haverhill,  . 

8 

3 

_ 

_ 

1 

4 

Heath, 

1 

_ 

_ 

_ 

1 

_ 

_ 

_ 

_ 

Hingliani,  . 

9 

_ 

4 

_ 

2 

2 

1 

Holbi-ook,  . 

1 

_ 

_ 

1 

Hull,  . 

1 

_ 

_ 

_ 

_ 

1 

Hyde  Park, 

1 

^ 

_ 

_ 

_ 

1 

_ 

Lawrence, . 

8 

_ 

2 

_ 

3 

3 

_ 

_ 

_ 

_ 

Lexington, 

3 

_ 

_ 

1 

2 

_ 

_ 

_ 

Littleton,    . 

2 

1 

1 

_ 

_ 

_ 

LynnHeld,  . 

1 

1 

_» 

_ 

_ 

_ 

_ 

I\ialdei),      . 

18 

4 

3 

_ 

4 

6 

_ 

1 

Mansfield, . 

7 

1 

5 

_ 

1 

Marblehead, 

1 

1 

_ 

Marlborough,    . 

6 

2 

3 

_ 

_ 

1 

MarsiiHeld, 

1 

_ 

_ 

1 

_ 

_ 

_ 

_ 

Maynard,    . 

2 

_ 

_ 

_ 

1 

_ 

_ 

1 

Medl'ord,    . 

16 

1 

4 

_ 

3 

8 

_ 

Medway,    . 

2 

_ 

_ 

1 

1 

_ 

_ 

Melrose,     . 

25 

3 

12 

_ 

4 

6 

_ 

_ 

Methuen,    . 

7 

1 

2 

_ 

2 

2 

_ 

IMiddloborough, 

4 

1 

1 

_ 

2 

_ 

I\Iilford,     . 

1 

1 

Milton, 

8 

1 

2 

^ 

1 

S 

1 

Natick, 

3 

_ 

1 

_, 

1 

1 

Needhaui,  . 

6 

_ 

1 

2 

8 

_ 

_ 

New  Hedford,    . 

13 

1 

4 

4 

4 

_, 

Newburyport,    . 

3 

_ 

2 

_ 

_ 

1 

Newton,     . 

1 

_ 

_ 

_ 

1 

Norfolk,     . 

1 

_ 

_ 

_ 

_ 

1 

North  Adams,    . 

54 

12 

8 

_ 

9 

22 

1 

1 

1 

North  Andover, 

1 

_ 

_ 

1 

North  Attleborougli, 

18 

7 

7 

_ 

3 

1 

_ 

Northborough,  . 

1 

1 

Nortli  Brookfield, 

1 

- 

- 

- 

- 

1 

- 

- 

- 
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-A 

1-  — 

Males. 

Females. 

Skx 

NOT  STATED. 

City  ok  Tows. 

6 

> 

> 

> 

is 

ag 

^ 

"s 

£> 

!p 

% 

to 

3 

a 

tx 

a 

55 

H 

S5 

a 

s, 

m 

Q 

b 

a 

Q 

Norwood, 

3 

1 

2 

_ 

_ 

_ 

_ 

_ 

Oxford, 

2 

- 

2 

- 

- 

- 

- 

- 

- 

- 

Palmer, 

1 

- 

- 

- 

1 

- 

- 

- 

- 

- 

Peabodv.    . 

15 

3 

2 

- 

6 

3 

- 

- 

1 

- 

Pittsfield,   . 

3 

- 

1 

- 

- 

2 

- 

- 

_ 

- 

Provincetown,    . 

1 

1 

- 

- 

- 

- 

- 

- 

- 

- 

Quincy, 

19 

4 

5 

- 

2 

8 

- 

- 

- 

- 

Randolph,  . 

7 

— 

4 

- 

1 

— 

— 

- 

2 

— 

Reading,     . 

17 

1 

8 

1 

2 

4 

1 

- 

- 

- 

Revere, 

4 

1 

2 

- 

- 

1 

- 

- 

- 

- 

Rockland,  . 

15 

5 

6 

- 

- 

4 

- 

- 

- 

- 

Rutland,     . 

2 

2 

- 

- 

- 

- 

- 

- 

- 

- 

Salem, 

19 

5 

2 

- 

8 

4 

- 

- 

- 

- 

Scituate,     . 

1 

- 

- 

- 

1 

- 

- 

- 

- 

- 

Sheffield,    . 

1 

- 

- 

- 

- 

- 

- 

- 

1 

- 

Shelburne, 

1 

- 

- 

- 

- 

- 

- 

- 

1 

- 

Somerville, 

15 

1 

1 

- 

3 

6 

- 

2 

2 

- 

Somerset,  . 

1 

1 

- 

- 

- 

- 

- 

- 

- 

- 

Spencer,     . 

10 

2 

5 

- 

1 

1 

1 

- 

- 

- 

Springfield, 

3 

- 

1 

- 

- 

2 

- 

- 

- 

- 

Stoughton, 

1 

— 

- 

- 

1 

- 

- 

- 

- 

- 

Taunton,    . 

10 

3 

1 

- 

2 

4 

- 

- 

- 

- 

Topsfield,  . 

1 

- 

1 

- 

- 

- 

- 

- 

- 

- 

Wakefield, 

4 

- 

1 

- 

3 

- 

- 

- 

- 

- 

Waltham,  . 

2 

- 

- 

- 

- 

2 

- 

- 

- 

- 

Ware, 

1 

- 

1 

- 

- 

- 

- 

- 

- 

- 

Wareham, . 

2 

- 

1 

- 

- 

1 

- 

- 

- 

Warren,     . 

2 

- 

1 

- 

1 

- 

- 

- 

- 

Watertown, 

3 

- 

2 

- 

- 

- 

- 

- 

1 

- 

Wellesley, 

1 

1 

- 

- 

- 

- 

- 

- 

- 

- 

Westborough,    . 

3 

- 

2 

- 

- 

1 

- 

- 

- 

- 

West  Bridgewater,    . 

1 

- 

1 

- 

- 

- 

- 

- 

- 

- 

Westford,  . 

11 

- 

3 

1 

1 

5 

- 

- 

1 

- 

Westport,  . 

1 

- 

- 

- 

- 

1 

- 

- 

- 

- 

Weymouth, 

6 

1 

3 

- 

1 

- 

- 

- 

"• 

- 

Whitman,  . 

12 

2 

5 

- 

1 

3 

- 

- 

1 

- 

Williamstown,  . 

2 

- 

- 

- 

- 

2 

- 

- 

- 

- 

Winchendon, 

3 

- 

- 

- 

2 

1 

- 

- 

- 

- 

Winchester, 

13 

1 

4 

- 

- 

6 

- 

2 

- 

- 

Winthrop,  . 

2 

- 

- 

- 

- 

2 

- 

- 

- 

- 

Worcester, 

20 

2 

5 

1 

5 

7 

- 

- 

- 

- 

Worlhington,     . 

7 

1 

1 

- 

3 

1 

- 

1 

- 

- 

Not  stated, 

2 

- 

1 

- 

- 

1 

- 

- 

- 

- 

Total, 

797 

147 

218 

12 

137 

243 

13 

10 

17 

- 

j\(jes.  —  The  relation  of  bacteriological  diagnosis  to  age  is  shown 
in  the  following  table  :  — 
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Number  of 

Age  Periods. 

Cases 
examined. 

Positive. 

Negative. 

Doubtful. 

From    0  to  10  years, 

24 

2 

19 

3 

From  10  to  20  years, 

110 

41 

66 

3 

From  20  to  30  years. 

249 

122 

119 

8 

From  30  to  40  years. 

175 

63 

107 

5 

From  40  to  50  years. 

77 

30 

46 

1 

From  50  to  60  years. 

57 

15 

40 

2 

From  60  to  70  years, 

21 

2 

19 

_ 

From  70  to  80  years, 

10 

_ 

10 

_ 

From  80  to  90  years, 

1 

_ 

1 

_ 

Not  stated,     . 

73 

19 

51 

3 

Total,      , 

797 

294 

478 

25 

The  relation  of  bacteriological  diagnosis  to  sex  is  shown 


Sex. 
in  the  followins:  table 


Bacteriological  Diagnosis. 

Total. 

Males. 

Females. 

Sox  not 
stated. 

Positive  oases, 

Negative  cases, 

Doubtful  cases, 

294 

478 

25 

144 

216 

13 

135 

243 

12 

15 
19 

Total, 

797 

373 

390 

o4 

Clinical  Diagnosis. — The  relation  of  clinical  diagnosis  to  bac- 
teriological diagnosis  is  as  follows  :  — 


Bactbbiolooicai.  Diaokosis. 

Clinical  Diaonosib. 

Positive. 

Negative. 

Doubtful. 

Positive  in  311  cases, 

Negative  in  120  cases, 

Doubtful  in  175  cases, 

Not  given  in  191  cases, 

148 
29 
48 
69 

153 

84 

119 

122 

10 
7 

8 

Total,  797  cases 

294 

478 

25 

Duration  of  tJie  Disease. — The  relation  of  bacteriological  diag- 
nosis  to  the  duration  of  the  disease  is  shown  below  :  — 
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DcRATioN  OF  Disease  to  the  Time  of 

Bacteriological  Diagnosis. 

Percentage 

Examination  of  the  Spdtdm. 

Positive. 

Negative. 

Doubtful. 

Cases. 

1  month  or  less, 

1  to    2  months, 

2  to    3  months, 

3  to    6  months, 
6  to    9  months, 
9  to  12  months, 
1  to  2  years,  . 
Over  2  years. 
Not  given. 

16 
35 
35 
49 
19 
35 
18 
16 
71 

62 
72 
48 
49 
11 
25 
15 
33 
163 

5 

3 
2 

8 

1 

1 

1 
4 

19.3 
31.8 
41.2 
46.2 
61.3 
58.3 
52.9 
32.0 

294 

478 

25 

36.9 

SUMMAEY    OF    THE    SiX    YeARS    ENDED    MaRCH    31,    1902. 

The  number  of  specimens  of  sputum  and  other  material  examined 
for  the  bacilli  of  tuberculosis  during  the  six  years  ended  March  31, 
1902,  is  as  follows  :  — 


In  1896-1897 
In  1897-1898 
In  1898-1899 
In  1899-1900 
In  1900-1901 
In  1901-1902 

Total, 


(year  ended  March  31,  1897), 
(year  ended  March  31,  1898), 
(year  ended  March  31,  1899), 
(year  ended  March  31,  1900), 
(year  ended  March  31,  1901), 
(year  ended  March  31,  1902), 


124 
236 
414 
571 

746 
797 


Of  these  2,888  specimens,  1,233,  or  42.7  per  cent.,  contained  the 
bacilli  of  tuberculosis,  in  1,609  specimens  the  bacilli  were  not  found 
and  in  46  specimens  the  bacteriological  diagnosis  was  doubtful. 

Ages.  —  Of  434  specimens  from  persons  who  were  under  twenty 
years  of  age,  38.7  per  cent,  were  positive;  of  the  1,835  specimens 
from  persons  who  were  between  the  ages  of  twenty  and  fifty  years, 

46.2  per  cent,  were  positive;  and  of  the  322  specimens  from  per- 
sons who  were  over  fifty  years  of  age,  24.5  per  cent,  were  positive. 
The  age  was  not  given  in  307  cases.  Of  the  positive  cases,  166,  or 
13.4  per  cent,  were  under  20  years  of  age,  851,  or  69  per  cent.,  were 
between  the  ages  of  twenty  and  fifty  years,  79,  or  6.4  per  cent., 
were  over  fifty  years  of  age,  and  in  137  the  age  was  not  givcm. 

Sex. — Of  the  2,888  cases  from  which  material  was  examined, 
1,338  were  males,  1,389  were  females,  and  the  sex  was  not  stated 
in  nil.     Of  the  male  cases  43.5  per  cent,  and  of  tlic  female  cases 

42.3  j)or  cent,  were  positive. 
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TYPHOID   FEVER. 


WiDAL,  Agglutinative  or  Serum  Test. 

During  the  year  the  method  of  collecting  blood  for  the  Widal 
test  described  in  the  preceding  report  was  in  operation.  A  number 
of  physicians,  however,  sent  to  the  laboratory  blood  dried  on  glass 
and  various  kinds  of  paper.  They  were  evidently  not  aware  of  the 
fact  that  suitable  outfits  were  procurable  from  the  office  of  the  Board 
on  application. 

The  cases  examined  are  given  in  the  two  following  tables.  In 
the  first  they  are  tabulated  according  to  towns,  in  the  second  accord- 
ing to  the  day  of  the  disease  as  estimated  by  the  physician  or  other 
person  sending  the  blood.  It  will  be  noticed  that  of  the  10<S  speci- 
mens examined  only  22,  or  about  20  per  cent.,  responded  positively 
to  the  test.  Since  the  Board  possesses  no  further  information  con- 
cerning these  cases  no  statement  of  the  relative  accuracy  of  the  test 
can  be  made.  It  is  also  impossible  to  state  how  fiir  the  success  of 
the  test  in  these  cases  depended  on  the  length  of  time  elapsing  from 
the  beginnings  of  the  disease  to  the  collection  of  the  blood.  It 
should  furthermore  be  borne  in  mind,  both  in  this  mode  of  diagnosis 
and  in  malaria,  that  })hysicians  not  infrequently  make  use  of  the 
test  to  confirm  a  negative  clinical  diagnosis,  and  thus  relieve  them- 
selves of  any  doubt. 


Typhoid  Fevet 

(Widal  Test). 

CiTT  OR  Town. 

Number 

of 
Cases. 

Positive. 

Negative. 

CiTT  OK  TOWK. 

Namber 

of 
Cases. 

Positive. 

Negative. 

Adams, 

1 

1 

- 

Cottage  City,    , 

1 

- 

1 

Andover,  . 

2 

- 

1 

Danvera,    . 

1 

- 

1 

Arlington, 

1 

- 

1 

Dedbam,   . 

3 

- 

3 

Attleborough,  . 

3 

- 

3 

Everett,     . 

5 

1 

4 

Chelsea,     . 

9 

3 

6 

Foxboroagh,     . 

1 

- 

1 

Clinton,      . 

3 

- 

3 

Hlghlandvllle,  . 

4 

- 

4 

Concord,    . 

2 

- 

2 

Hlnghnra,  . 

1 

1 

- 

5U 
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Typhoid  Fever  {Widal  Test)  —  Concluded. 


Cut  OB  Town. 

If  umber 

of 
Cases. 

Positive. 

Negative. 

City  or  Town. 

Number 

of 
Cases. 

Positive. 

Negative. 

Hyde  Park, 

1 

- 

1 

Reading,   . 

9 

2 

7 

Lynn, 

6 

1 

5 

Saugue, 

1 

3 

Marlborough, 

8 

3 

5 

Somerville, 

- 

1 

Med  way,  . 

1 

1 

- 

Southborough, 

1 

- 

Melroee,    . 

9 

1 

8 

Swampscott, 

- 

1 

Millls, 

1 

- 

1 

Waltham, . 

- 

1 

Needbam, . 

2 

- 

2 

Wellesley, 

- 

1 

Newburyport, 

12 

4 

8 

"WoUaston, 

1 

- 

Kewton,    . 

3 

1 

2 

Wilmington, 

- 

1 

North  EastoD, 

1 
1 

_ 

1 

1 

Winchester, 
Total, . 

- 

4 

Norwood, . 

108 

22 

86 

Quincy,      . 

2 

- 

2 

Widal  Test,  according  to  Stage  of  Disease. 


Approximate  Number  of  Dats 

FROM  Beginning  of  Disease 

to  Collection  of  Blood. 


Nomber  of  Cases. 


Negative. 


Approximate  Number  of  Dats 

from  Beginning  of  Disease 

to  Collection  of  Blood. 


19, 
20, 
22, 
24, 
28, 
30, 
34, 
37, 
42, 
Unknown 
Total 


Number  of  Cases. 


Positive.    Negative. 


22 
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MALARIA. 


The  number  of  })rcparations  of  dried  ))lood  examined  for  malaria 

parasites  is  given  in  the  tal)le  l^elow.     It  shows   little  difl'erence, 

either  in  total  numl)er  of  blood  films  received  or  in  the  percentage 

of  positive  cases,  from  the  figures  of  the  preceding  year.     In  22,  or 

a1)out  24  per  cent.,  the  tertian  malaria  parasites  were  found.     It  is 

not  to  be  understood,  however,  that  those  cases  in  which  parasites 

are  not  detected  with  the  microscope  are  necessarily  not  malaria. 

The  parasites  may  l)e  very  scarce,  as  in  old  or  chronic  cases,  or  the 

films  may  have  been  made  after  the  administration  of  quinine  or  late 

in  the  attack. 

Malaria. 


City  or  Town. 

Number 

of 
Cases. 

Positive. 

Negative. 

Doubtful  owing 

to  lnii)erlcct 

I'reiiaratlon  of 

Klluis. 

Altleborough,       .... 

1 

- 

1 

- 

Briclgevvater, 

1 

- 

1 

- 

Brockton, 

3 

- 

3 

- 

Cambridge,  . 

3 

1 

2 

- 

Clinton, 

3 

- 

3 

- 

Concord, 

3 

- 

3 

- 

Hyde  Park,  . 

2 

- 

2 

- 

Melrose, 

7 

- 

7 

- 

Needham,     . 

1 

- 

1 

- 

Newton, 

10 

r                4 

5 

1 

Quinc}-, 

1 

- 

1 

- 

Southborough, 

5 

3 

2 

- 

Uxbridge,     . 

1 

- 

1 

- 

Waltham,      . 

6 

1 

4 

- 

Westford, 

2 

- 

2 

- 

West  Roxbur}-  (Boston), 

6 

5 

1 

- 

Winchester, . 

37 

8 

27 

9 

Total,     . 

91 

22 

66 

1         ' 
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STATISTICAL  SODIAMES  OF  DISEASE  AND  MOKTALITY. 


The  statistical  information  relating  to  disease  and  mortality  which 
has  been  received  by  the  Board  during  each  year,  either  through  the 
medium  of  voluntary  returns  or  in  consequence  of  legal  require- 
ments, has,  in  the  last  seven  reports  of  the  Board,  been  presented 
under  four  diftcrent  heads  or  groups,  which  are  summarized  and 
defined  as  follows  :  — 

I.  The  Weekly  Mortality  Returns.  —  These  consist  of  the  reports  of 
deaths,  which  are  made  up  weekly  and  are  sent  to  the  office  of  the  State 
Board  by  the  registration  officials  of  cities  and  towns.  They  are  voluntary, 
and  serve  principally  to  show  the  seasonal  prevalence  of  each  of  the  chief 
infectious  diseases,  and  the  mortality  of  children  under  five  years  old  in 
weekly  periods.  This  series  of  statistics  has  been  continued  by  the  Board 
for  more  than  twenty-five  years,  and  has  been  published  as  a  summary  for 
seventeen  years. 

II.  The  Reports  of  Certain  Infectious  Diseases,  —  Diphtheria  and  Croup, 
Scarlet  Fever,  Typhoid  Fever  and  Measles. — These  are  obtained  from  the 
annual  reports  of  local  boards  of  health  for  the  year  1901,  which  are  for- 
warded to  the  State  Board  from  cities  and  towns.  By  comparing  the  num- 
bers of  reported  cases  with  the  reported  deaths,  the  mean  fatality  of  each 
disease  in  the  places  from  which  the  reports  are  made  is  obtained  with  a 
reasonable  degree  of  accuracy. 

III.  Rej:)orts  of  Cities  and  Towns,  made  under  the  Provisions  of  Chapter 
75,  Section  52,  of  the  Revised  Laws.  —  By  this  act  each  local  board  of  health 
is  required  to  report  to  the  State  Board  every  case  of  "  disease  dangerous 
to  the  public  health"  which  is  reported  to  the  local  board.  A  digest  of 
these  reports  is  presented  in  Summary  No.  III. 

IV.  Annual  Reports  made  under  the  Provisions  of  Chapter  75,  Sectioyi 
12,  of  the  Revised  Laics.  —  The  full  reports  of  deaths  occurring  in  each  city 
and  town  having  over  5,000  inhabitants  comprise  another  series  of  returns, 
which  are  summarized  in  No.  IV.  These  reports  are  made  under  the 
requirements  of  the  following  statute  :  — 
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In  each  city  and  town  having  a  population  of  more  than  tire  thousand  inhabi- 
tants, as  determined  by  the  last  census,  at  least  one  member  of  said  board  shall 
be  a  physician,  and  the  board  shall  send  an  annual  report  of  the  deaths  in  such 
town  to  the  State  Board  of  Health.  The  form  of  such  reports  shall  be  prescribed 
and  furnished  by  the  State  Board  of  Health. 


Note.  —  A  supply  of  the  postal  cards,  necessary  for  the  reporting  of  voluntary 
mortality  returns  such  as  are  required  for  the  data  presented  in  section  I.  of  the 
following  summarj^  will  be  forwarded  to  the  registration  officers  of  any  city  or 
town  who  are  willing  to  contribute  the  necessai'y  information. 

Postal  cards  are  also  sent  to  all  boards  of  health  in  the  State,  for  the  purpose 
of  aiding  them  to  comply  with  the  provisions  of  chapter  75,  section  52,  of  the 
Revised  Laws,  relative  to  the  reporting  of  diseases  dangerous  to  the  public  health 
to  the  State  Board  immediately  after  reports  of  the  same  are  received  by  the 
local  board. 

Annual  blank  forms  are  also  sent  to  each  local  board  of  health  in  cities  and 
towns  having  over  5,000  inhabitants,  for  the  return  of  such  information  as  is 
called  for  by  the  provisions  of  chapter  75,  section  12,  of  the  Revised  Laws. 
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I. 


The  Weekly  Mortality  Returns. 

In  the  following  summary,  the  voluntary  reports  of  deaths  received 
at  the  close  of  each  week  from  the  city  registrars,  town  clerks  and 
boards  of  health  of  the  cities  and  towns  are  epitomized  for  the  year 
1901.  The  chief  value  of  this  abstract  consists  in  the  fact  that  it 
presents  a  continuous  history  of  the  mortality  from  certain  specified 
diseases  from  week  to  week  throughout  the  year. 

This  weekly  report  has  been  published  in  the  Boston  Medical  and 
Surgical  Journal  every  week  for  a  period  of  twenty  years  or  more, 
and  also  as  a  publication  of  the  Board,  in  a  weekly  bulletin,  since 
and  including  1883. 

These  returns  are  necessarily  incomplete,  since  they  are  voluntary 
and  consequently  emln'ace  the  statistics  of  a  portion  only  of  the 
population,  the  reporting  places  being  chiefly  the  cities  and  large 
towns. 

The  estimated  population  of  the  cities  and  towns  contril)uting  to 
these  returns  in  1901  was  1,829,594,  or  about  two-thirds  of  the  total 
population. 

The  following  items  are  embraced  in  this  summary  :  — 


Average  height  of  barometer  for 

each  week. 
]\Iean  maximum  temperature. 
]\Iean  minimum  temperature. 
Rainfall,  expressed  in  inches. 
Total    deaths    reported    for    each 

week. 
Deaths  of  children  under  five  years. 
Deaths  from  infectious  diseases. 
Deaths  from  consumption. 
Deaths  from  acute  lung  diseases. 


Deaths  from  typhoid  fever. 
Deaths  from  diarrhceal  diseases. 
Deaths  from  scarlet  fever. 
Deaths  from  measles. 
Deaths  from  diphtheria  and  croup. 
Deaths  from  puerperal  fever. 
Deaths  from  whooping-cough. 
Deaths  from  malarial  fever. 
Deaths  from  erysipelas. 
Deaths  from  cerebro-spinal  meuin- 
ffitis. 


The  following  table  contains  a  sunnnary  of  the  statistics  compiled 
from  these  weekly  returns  of  mortality  :  — 
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Condensed  Stalistics  relative  to  the  Total  Deaths,  Deaths  under  Five  Years  and 
Deaths  from  Gertaiyi  Causes  in  Reporting  Cities  and  Towns  of  Massachusetts 
in  1901. 


Average 

Number  of 

Deatlis  in 

Each  Week. 


Percentage  of 
Total 

Mortality. 


Death-rate 

per  1,000 

of  Reporting 

Population. 


Total  deaths 

Deaths  under  five  years, 
Deaths  from  consumption, 
Deaths  from  acute  lung  diseases,  . 
Deaths  from  diarrhoeal  diseases,    . 
Deaths  from  typhoid  fever,    . 
Deaths  from  diphtheria  and  croup. 
Deaths  from  scarlet  fever. 
Deaths  from  measles, 
Deaths  from  cerebro-spinal  meningitis. 
Deaths  from  whooping-cough. 
Deaths  from  puerperal  fever. 
Deaths  from  erysipelas,  . 
Deaths  from  malarial  fever,   . 


31,614 

10,107 

3,235 

3,789 

2,060 

379 

902 

319 

142 

283 

167 

37 

82 

2 


608 
194 
62 
73 
40 
7 
17 


2.7 
5.4 
3.2 
.7 
1.6 


100.0 

31.9 

10.1 

12.0 

6.5 

1.2 

2.8 

1.0 

.4 

.9 

.5 

.11 

.26 


17.28 

5.52 

1.76 

2.07 

1.13 

.21 

.49 

.17 

.08 

.16 

.09 

.02 

.04 


The  usual  observations  upon  the  weekly  mortality  statistics  are 
omitted,  and  the  foregoing  short  table  containing  the  essential  statis- 
tics supplies  their  place.  The  omission  is  made  because  informa- 
tion of  the  same  character  is  presented  in  a  diflerent  form  in  Section 
IV.  of  these  summaries.  The  chief  difference  consists  in  the  fact 
that  the  information  given  in  this  section  (I.)  is  entirely  voluntary 
and  is  detailed  by  weeks,  while  that  of  Section  IV.  is  required  by 
statute,  the  data  not  being  forwarded  to  the  Board  until  after  the 
close  of  the  year.  The  population  which  furnishes  the  statistics 
presented  in  Section  IV.  is  considerably  larger  than  that  embraced 
in  Section  I.,  but  l^oth  popuhitions  consist  of  the  more  densely 
settled  parts  of  the  State. 

Meteorology. 

The  principal  points  of  sanitary  interest  in  the  meteorology  of 
Massachusetts  for  the  year  1901  were  the  following  :  — 

The  mean  temperature  for  the  year  in  Massachusetts  was  47.8  or 
slightly  liclow  the  normal. 

That  of  each  of  the  summer  months  and  Sej)tem})cr  was  consider- 
a])ly  above  the  normal,  these  months  having  temperatures  respec- 
tively of  67°,  72. IP,  70.5°  and  (53.8°. 

The  annual  rainfall  was  49.12,  or  a  little  above  the  normal  of  a 
scries  of  years. 
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Fatality  of  Certain  Diseases. 

The  following  tabular  statement  has  been  pul)lished  annually  since 
and  including  1891.  It  consists  of  the  statistics  presented  relative 
to  the  principal  notifiable  diseases  in  those  cities  and  towns  from 
which  annual  reports  have  been  sent  by  the  local  l)oards  of  health  to 
the  State  Board. 

By  comparing  the  deaths  from  each  one  of  the  four  diseases 
enumerated  in  the  table  with  the  reported  cases,  a  fairly  accurate 
estimate  may  be  obtained  of  the  fatality  of  these  diseases.  It  should 
be  borne  in  mind,  however,  that  the  system  of  reporting  cases  is 
probably  not  quite  so  thoroughly  carried  out  as  the  registration  of 
deaths,  the  latter  having  been  in  force  for  more  than  a  half  century. 
Hence  it  is  quite  probable  that  the  general  fotality  percentage  is  a 
little  too  hiofh  for  each  disease. 


Cases  of  Certain  Infectious  Diseases  and  Deaths  from  the  Same  as  rexiorted  to  Local 
Boards  of  Health,  Massachusetts,  1901. 


City  or  Town. 


Amheret,     . 
Arlington,    . 
Attleborougb, 
Beverly,    . 
Boston, 
Brockton,  . 
Brookllne,    . 
Cambridge, 
Chelsba,    . 
Olinton, 
EaBthampton, 
Everett,    . 
Fall  Kiver, 


DlPIITHKRIA 
ASD  CBOCP. 


Cases.     Deaths 


2 

3 

IS 

9 

3,319 

78 

158 

615 

207 

U 

14 

232 

79 


2 
2 
2 
353 
11 
6 
59 
18 
3 
2 
12 
23 


Scarlet 
Fever. 


Cases.    Deaths. 


4 

2 
5 
54 
1,398 
78 
27 
101 
67 
17 
14 
41 

lee 


6 

210 

9 

2 


Ttphoid 
Fkvkr. 


Cases.    Deaths. 


15 

17 

713 

32 
26 
96 
36 
9 

28 
101 


2 

1 

142 

18 


Cases.  I  Deaths. 


2 

6 

3 

33 

4,442 

40 

165 

562 

21 

6 

81 


103 

2 
10 
3 
1 
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Cases  of  Cei-tam  Infectious  Diseases  and  Deaths  from  the  Same  as  reported  to  Local 
Boards  of  Healthy  Massachusetts,  1901  —  Continued. 


Diphtheria 
AND  Crodp. 

Scarlet 
Fever. 

Typhoid 
Fbver. 

Measles. 

CiTT   OK    iOWN. 

Cases. 

Deaths. 

Cases. 

Deaths. 

Cases. 

Deaths. 

Cases. 

Deaths. 

FiTCHBURG, 

66 

12 

15 

- 

48 

7 

- 

- 

Franklin, 

2 

- 

- 

- 

7 

- 

2 

- 

Gardner, 

12 

1 

67 

- 

19 

5 

- 

- 

Gloucester, 

40 

5 

32 

1 

22 

4 

- 

- 

Great  Barrington 

, 

9 

2 

4 

- 

- 

- 

- 

- 

Haverhill, 

107 

14 

41 

2 

88 

10 

10 

- 

Hingham,     . 

16 

- 

4 

- 

- 

- 

- 

- 

HOLTOKE,     . 

282 

45 

98 

2 

23 

7 

129 

1 

Hopedale,    , 

10 

2 

8 

- 

- 

- 

- 

- 

HudBon, 

4 

1 

3 

- 

6 

- 

1 

- 

Leominster, 

131 

8 

6 

- 

9 

2 

10 

- 

Lowell, 

803 

117 

65 

3 

70 

18 

356 

17 

Ltnn,  . 

383 

34 

81 

7 

61 

10 

- 

- 

Malden,     . 

129 

9 

167 

1 

52 

9 

544 

1 

Marblehead, 

28 

3 

10 

- 

2 

- 

6 

- 

Marlborough, 

129 

13 

41 

1 

10 

- 

- 

- 

Medford,  . 

67 

7 

188 

5 

22 

1 

481 

2 

Milford, 

114 

11 

27 

- 

14 

1 

6 

- 

Milton, 

11 

1 

6 

- 

11 

1 

17 

- 

Natick, 

3 

1 

2 

- 

2 

- 

35 

- 

New  Bedford, 

49 

14 

112 

10 

99 

19 

- 

- 

Newton,     . 

123 

9 

60 

1 

43 

6 

72 

- 

North  Adams, 

33 

8 

45 

1 

36 

6 

45 

- 

Northampton, 

35 

1 

29 

- 

27 

3 

112 

- 

North  Andover, 

7 

1 

- 

- 

5 

1 

39 

- 

North  Attleborough, 

7 

2 

9 

- 

2 

1 

1 

- 

North  Brookfleld, 

2 

- 

8 

- 

- 

- 

- 

- 

Orange, 

- 

- 

24 

1 

- 

- 

151 

- 

Palmer, 

9 

- 

32 

1 

11 

- 

7 

- 

Peabody,     . 

54 

5 

40 

7 

2 

- 

22 

2 

Plymouth,    . 

20 

3 

13 

- 

11 

1 

3 

- 

QniNCT, 

104 

9 

24 

- 

47 

2 

40 

- 

IleadlDg, 

18 

1 

28 

- 

4 

- 

17 

- 

Rockland,    . 

- 

- 

8 

- 

6 

1 

43 

- 

Balem, 

141 

12 

77 

16 

32 

4 

13 

1 
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Cases  of  Ccrlnin  Infectious  Diseases  and  Deaths  from  the  Same  as  reported  to  Local 
Boards  of  Health,  Massachusetts,  1901  —  Concluded. 


CiTT  OR  Town. 


Sharon, 
soxebville, 

Springfield, 
Stoneham,    . 
StoughtoD,  . 
Swampscott, 
Taunton,  . 
Wakefield,  . 
Waltham,  . 
Ware,  . 
Watertown, 
Westborough, 
Westfleld,    . 
Whitman,    . 
WoBnuN,    . 
Worcester, 


Total, 


Fatality  (percent.), 


DlPHTHKRIA 
AND    CBOCP. 


Cases.     Deaths. 


2 

340 

187 
27 
3 
12 
20 
41 

101 
5 
48 
37 
80 
4 
72 

266 


8,921 


29 

13 

1 

1     j 

5  I 
1  . 
8 


17 


17 


SCARLliT 

Fevkb. 


Ttphoid 
Fevkb. 


Cases.    Deaths,  i  Cases.    Deaths 


938 


130 
70 
2 


42 


218 


3,871 


8.4 


15 
110 


2,278 


17.3 


Cases.    Deaths. 


4 

90 

4 

7 

10 
187 


8,267 


148 


1.8 


The  summary  of  the  foregoing  figures  for  1901  is  as  follows  :  — 


Reported  cases  of  diphtheria  and  croup, 8,921 

Registered  deaths  from  diphtheria  and  croup  in  the  same  cities  and  towns,  938 

Fatality  (percent.), 10.5 

Reported  cases  of  scarlet  fever, 3,871 

Registered  deaths  from  scarlet  fever  in  the  same  cities  and  towns,     .        .  324 

Fatality  (per  cent), 8.4 

Reported  cases  of  typhoid  fever, 2,278 

Registered  deaths  from  typhoid  fever  in  the  same  cities  and  towns,   .         .  395 

Fatality  (percent), 17.3 

Reported  cases  of  measles, 8,257 

Registered  deaths  from  measles  in  the  same  cities  and  towns,    .        .        .  148 

Fatality  (per  cent.), 1.8 
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The  number  of  cities  and  towns  contributing  to  this  table  in  1901 
was  64.  Most  of  the  large  cities  are  included,  and  the  estimated 
number  of  their  population  was  about  70  per  cent,  of  the  entire 
population  of  the  State. 

The  reported  cases  of  diphtheria  and  croup  were  less  by  3,607 
than  those  of  1900,  and  the  number  of  deaths  was  336  less.  The 
fatality  (10.5)  was  but  slightly  in  excess  of  that  of  1900.  These 
figures  compare  very  favorably  with  the  pre-antitoxin  period,  1891- 
94,  when  the  fatality  was  28.3  per  cent. 

The  reported  cases  of  scarlet  fever  were  2,092  less  than  those  of 
the  previous  year,  but  the  fatality  (8.4  per  cent.)  was  considerably 
greater,  and  was  also  greater  than  the  mean  fatality  of  the  previous 
ten  years  (5.3). 

The  reported  cases  of  typhoid  fever  were  495  less  than  those  of 
1900,  but  the  fatality  (17.3)  was  slightly  greater,  but  was  also  less 
than  the  mean  fatality  of  the  ten  years  1891-1900,  which  was  18.6. 

The  reported  cases  of  measles  were  less  than  those  of  1900 ;  but 
the  fotality  (1.8  per  cent.)  was  greater  than  the  mean  fatality  of  the 
previous  ten  years  (1.2). 

The  following  table  presents  the  summary  of  these  statistics  for 
the  eleven  years  1891-1901  :  — 


Reported  Cases  of  Infectious  Diseases  in  Massachusetts. 
Diphtheria  and  Group. 

[Pre-Antitoxln  Period.] 


1891. 

1898. 

1893. 

1894. 

Total. 

Reported  cascB 

2,444 

3,033 

2,919 

4,936 

13,332 

Deaths, 

575 

891 

926 

1,378 

3,768 

Fatality  (percent.), 

23.5 

29.2 

31.7 

27.9 

28.3 

Diphtheria  and  Group, 

[Antitoxin  Period.] 


180S. 

1806. 

1897. 

1808. 

1890. 

1900. 

1001. 

Total 
180S.1001. 

Reported  cases,     . 

Deaths, 

Fatality  (per  cent.),     . 

7,858 
1,484 
18.9 

8,915 
1,348 
16.1 

7,856 
1,107 
14.1 

3,843 

507 

13.2 

6,540 

758 

11.6 

12,678 
1,274 
10.2 

8,921 
938 
10.6 

66,460 

7,416 
13.1 
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Scarlet  Fever. 


Reported  cases, 
Deaths,     . 
FalalJty  (per  cent.), 


Total 
I891-I90I. 


5,963 

3,871 

59,267 

319 

324 

3,303 

5.3 

8.4 

5.6 

Typhoid  Fever. 


Reported  cases, 2,773 

Deaths I  458 

Fatalily  (per  cent.), I  16.5 


2,278 

395 

17.3 


Total 
1891-1901. 


27,036 
5,005 
18.5 


Measles. 


Reported  cases, 
Deaths,    . 
Fatality  (per  cent.), 


1900. 


9,954 
167 
1.7 


8,257 
148 
1.8 


Total 
1891-1901. 


77,892 
962 
1.2 


In  the  foregoing  tables  the  statistics  relating  to  diphtheria  and 
croup  have  been  arranged  in  two  periods,  which  may  properly  be 
called  the  pre-antitoxin  and  the  antitoxin  periods,  since  antitoxin 
came  into  sreneral  use  in  the  State  about  the  begiunino:  of  the  year 
1895.  The  mean  fatality  in  the  former  period  (1891-94)  was  28.3 
per  cent,  (ratio  of  deaths  to  cases),  and  in  the  latter  period  (1895- 
1901)  it  was  13.1  per  cent.,  or  less  than  half  as  large. 

In  England,  where  systematic  records  have  been  kept  in  regard 
to  the  fatality  of  these  diseases,  the  percentage  of  deaths  to  cases 
in  diphtheria,  as  determined  from  243,269  cases  and  50,483  cases 
which  occurred  in  the  period  of  eleven  years  (1890-1900)  was  20.7. 
There  was,  however,  a  uniform  diminution  in  this  i)ercentage,  after 
the  introduction  of  antitoxin  treatment,  from  25.1  in  1894  to  16*.4 
in  1900. 

The  fatality  of  scarlet  fever  showed  (|uite  similar  tigures  to  those 
of  Massachusetts,  the  maximum  l)eing  8  per  cent,  in  1890  and  the 
minimum  3.1  per  cent,  in  1899. 

In  typhoid  fever  the  fatality  varied  also  from  20.8  in  1891  to  10. 8 
in  1897  and  1898. 
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Oppicial  Returns  of  Notepied  Diseases  Dangerous 
TO  THE  Public  Health,  1901. 

The  figures  presented  in  the  following  summary  are  those  of  the 
official  returns  of  diseases  "  dangerous  to  the  public  health,"  made 
to  the  State  Board  of  Health  during  the  year  1901,  under  the  pro- 
visions of  chapter  75  of  the  Revised  Laws.  In  this  act  no  disease 
is  specified  as  being  ' '  dangerous  to  the  public  health  "  except  small- 
pox. Hence  the  State  Board  deemed  it  necessary  to  indicate  the 
diseases  which  should  be  included  in  the  meaning  of  the  term  ' '  dan- 
gerous to  the  public  health."  They  are  the  following:  small-pox, 
scarlet  fever,  measles,  typhoid  fever,  diphtheria,  membranous  croup, 
cholera,  yellow  fever,  typhus  fever,  cerebro-spinal  meningitis,  hydro- 
phol)ia,  malignant  pustule,  leprosy  and  trichinosis. 

The  whole  number  of  cases  of  infectious  diseases  reported  to  the 
Board  in  1901,  under  the  provisions  of  this  act,  was  27,009,  which 
were  divided  as  follows  :  — 

Reported  cases  of  small-pox, 773 

Reported  cases  of  diphtheria  and  croup, 9,793 

Reported  cases  of  scarlet  fever, 4,856 

Reported  cases  of  typhoid  fever, 2,689 

Reported  cases  of  measles, 9,398 


Total, 


27,009 


The  summary  for  the  eight  years  1893-1901  is  as  follows  : 


Kki'obtkd  Cases 

OF 

Small-pox. 

Diphtheria 
and  Croup. 

Scarlet 
Fever. 

Typhoid 
Fever. 

Measles. 

Total. 

1893 

(four  monthB  only),         .       .             36 

1,109 

2,914 

1,625 

1,603 

7,086 

1R04 

.        .        .        .            181 

4,178 

6,731 

2,.372 

2,1.33 

15,596 

1895 

1 

7,806 

6,194 

2,438 

4,868 

21,307 

18flrt 

5 

8,615 

3,801 

2,637 

6,362 

21,320 

1897 

18 

7,613 

6,495 

2,104 

12,696 

27,926 

1898 

10 

3,980 

3,667 

2,196 

4,478 

14,381 

189« 

105 

7,134 

5,.S49 

2,770 

12,356 

27,719 

1900 

104 

12,641 

6,396 

2,967 

10,507 

32,616 

1901 

773 

9,793 

4,366 

2,689 

9,398 

27,009 

Total 1,232 

62,769 

44,903 

21,704 

64,299 

194,907 
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By  months  these  diseases  were  reported  as  follows  :  — 
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Cases  of  Infeclioua  Diseases  reported  to  the  State  Board  of  Health  by  Months 

in  1901. 


Months. 

o 
c 

SI 

a 

> 

m 

a. 

5 

o 
.c 
c 

S 

1 

i 

Months. 

i 

a. 

o 

a 

CO 

> 

s 

CO 

> 
o 

•i 

S 

January,     . 
February,  . 
March, 
April, . 
May,    . 
June,   . 
July,   . 

7 
4 
6 

8 
43 
65 
25 

620 
422 
489 
398 
361 
302 
248 

1,484 
1,012 
983 
741 
672 
728 
452 

202 
88 
103 
116 
92 
118 
100 

476 

442 

722 

1,031 

1,326 

1,414 

755 

August, 
September, 
October, 
November, . 
December, . 

Total,   . 

14 

35 

59 

229 

278 

242 
206 
302 
346 
421 

492 
495 
853 
1,096 
785 

330 
491 

502 
284 
263 

194 

138 

418 

1,139 

1,343 

773 

4,356 

9,793 

2,689 

9,398 

The  significance  of  the  foregoing  figures  may  be  more  clearly 
understood  and  compared  with  those  of  the  previous  years  by  con- 
sultino:  the  following  table  :  — 


Certain  Infectious  Diseases. 

Intensity  of  Prevalence. 


UlPHTHKRIA  AND 

Crocp. 

Scarlet  Feveb. 

Typhoid  Fbver. 

Measles. 

1001. 

1000. 

1 901. 

1900. 

1901. 

1900. 

1901. 

1900. 

A 

B 

B 

A 

B 

B 

A 

B 

B 

A 

B 

« 

kt   0} 

Months. 

S55 

|3| 

25  •o  3 

o 

o 

o 

o 

o 

o 

6 

o 

=  ?^ 

as 

S 

si 

<a 

^Z^ 

C3 

03 

2 

O  u  a 

Go  a 

S 

Qua 

(B 

O  «  d 

-xa 

a 

a 

-KW 

a 

a 

c-a 

a 

a 

c«« 

a 

a 

S'5£ 

V 

S^  = 

g 

§ 

01  oS 

s 

S"o5 

S 

a 

a 

s 

a 

o 

S 

o 

Q 

a 

O 

c 

January,    , 

47.9 

17.9 

9.9 

20.0 

16.8 

14.8 

6.5 

8.9 

6.0 

15.4 

6.0 

13.0 

February,  . 

36.1 

13.6 

9.1 

15.1 

12.7 

16.7 

3.1 

4.2 

3.7 

16.8 

6.1 

12.2 

March, 

31.7 

11.8 

8.3 

15.8 

13.2 

13.8 

3.3 

4.6 

6.0 

23.3 

9.0 

16.9 

April, 

24.7 

9.2 

6.3 

13.3 

11.1 

11.3 

3.0 

6.3 

3.4 

34.4 

13.4 

17.5 

May,  . 

21.7 

8.1 

6.9 

11.6 

9.7 

10.3 

8.0 

4.1 

4.7 

42.8 

16.6 

23.9 

June, . 

24.3 

9.1 

7.8 

10.1 

8.5 

8.0 

S.9 

6.3 

6.9 

47.1 

18.3 

21.1 

July.  . 

14.6 

6.4 

6.1 

8.0 

6.7 

4.6 

3.2 

4.4 

6.0 

24.4 

!).6 

7.6 

AugtiBt, 

15.9 

6.9 

5.9 

7.8 

6.5 

4.3 

10.6 

14.5 

9.8 

6.8 

2.4 

2.0 

September, 

16.5 

6.1 

9.2 

6.9 

5.8 

6.7 

16.4 

22.4 

23.6 

4.6 

1.8 

1.1 

October,     . 

27.5 

10.2 

16.0 

9.7 

8.1 

9.9 

16.2 

22.1 

24.9 

13.5 

6.2 

1.3 

November, 

36.5 

13.6 

18.0 

11.5 

9.6 

10.6 

9.6 

13.0 

14.4 

38.0 

14.8 

1.9 

December, 

25.3 

9.4 

17.3 

13.6 

11.4 

11.1 

8.6 

11.6 

18.0 

43.3 

16.8 

2.7 

MeaD,  . 

26.8 

10.0 

10.0 

11.9 

10.0 

10.0 

7.3 

10.0 

10.0 

26,7 

10.0 

10.0 

The  object  of  the  foregoing  table  is  to  present  the  figures  for  each 
month  upon  a  uniform  basis  of  comparison,  month  by  month,  so  thiit 
the  relative  intensity  of  prevalence  of  each  disease  is  shown  for  each 
month.     The  method  also  has  the  advantage  of  eliminating  tlic  ap- 
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parent  errors  of  computation  arising  from  the  unequal  length  of  the 
months. 

The  tigures  may  be  read  as  follows  :  For  example,  the  mean  daily 
number  of  reported  cases  of  diphtheria  and  croup  in  Januar}-,  1901, 
was  47.9;  of  scarlet  fever,  20.0;  of  typhoid  fever,  6.5;  and  of 
measles,  15.4  (see  columns  marked  A)  ;  and  the  mean  daily  num- 
ber of  reported  cases  of  the  same  diseases  for  the  whole  year  1901 
was,  respectively,  26.8,  11.9,  7.3  and  25.7.  Assuming  a  standard 
of  10  as  a  daily  mean  of  each  disease  for  the  year,  the  ratios  for 
January  were  as  follows  :  diphtheria  and  croup,  17.9  ;  scarlet  fever, 
16.8  ;  typhoid  fever,  8.9  ;  and  measles,  6.0.  (See  columns  marked 
B.)  That  is  to  say,  for  each  10  cases  of  diphtheria  and  croup  re- 
ported daily  throughout  the  year  1901,  as  a  mean,  there  were  17.9 
in  January,  13.5  in  February,  11.8  in  March,  etc. 

From  the  foregoing  table  it  appears  that  the  maximum  prevalence 
of  diphtheria  in  1901  was  in  January  and  the  minimum  in  July. 
There  was  then  a  rapid  rise  until  November,  as  also  in  the  preceding 
year,  with  a  decided  decrease  in  December,  to  a  point  below  the 
yearly  mean,  while  the  December  decrease  in  1900  was  but  slight. 
This  decrease  in  December  has  been  nearly  constant  for  the  last 
seven  years,  the  only  exception  being  that  of  December,  1899,  in 
which  there  was  an  increase  beyond  that  of  the  preceding  month. 

Scarlet  fever  was  at  its  maximum  prevalence  in  January,  de- 
creasing to  a  minimum  in  September,  the  minimum  of  1900  occurring 
in  August.  Its  prevalence  was  above  the  mean  in  the  hrst  four 
months  and  in  December,  and  below  it  in  the  remaining  months. 

Typhoid  fever  was  below  the  mean  in  the  intensity  of  its  preva- 
lence in  the  first  seven  months  of  1901,  rising  to  a  maximum  in 
September,  the  maximum  of  1900  occurring  in  October. 

The  course  of  measles  was  quite  irregular,  and  resembled  that  of 
1898,  since  in  each  of  these  years  there  were  two  periods  of  inten- 
sity and  two  of  depression.  The  maximum  occurred  in  June,  Avhile 
its  prevalence  in  December  Avas  nearly  as  great  as  that  of  Juno. 
The  prevalence  of  the  disease  in  January,  Feln-uary,  March,  July, 
August,  September  and  October  was  below  the  mean,  and  above  it 
in  the  rcniai)iing  months.  The  whole  number  of  reported  cases  was 
less  by  1,109  than  that  of  1900. 

The  figures  relating  to  small-pox  are  not  sufficient  in  number  to 
assume  comparative  value  in  a  table  of  this  sort.     They  will  there- 
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fore  be  presented  in  a  succeeding  report  in  a  summary  for  a  series 
of  years. 

The  following  table  presents  the  number  of  cases  of  infectious 
diseases  reported  to  the  Board  from  each  city  and  town  in  1901, 
The  whole  number  of  cases  was  less  by  5,606  than  that  of  1000,  l)ut 
the  number  of  reporting  cities  and  towns  was  256  or  only  seven 
less  than  those  of  1900. 


Cases  of  Infeclious  Diseases  reported  to  the  State  Board  of  Health  from,  Two 
Hundred  and  Fifty-six  Cities  and  Towns  during  1901. 
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Ablngtoo, 

1 

- 

- 

- 

- 

Boston, . 

505 

3,390 

1,422 

714 

4,442 

Acton, 

- 

1 

5 

- 

28 

BoylBton, 

- 

4 

'       - 

- 

- 

AcuebDet, 

- 

1 

3 

1 

17 

Braintree, 

4 

28 

Zf 

6 

15 

Adams,    . 

5 

9 

17 

18 

- 

BrewBter, 

- 

- 

- 

2 

16 

Agawam, 

- 

7 

1 

- 

- 

Bridgewater, 

- 

12 

'       - 

2 

- 

Alford,     . 

- 

- 

2 

- 

- 

Brockton, 

2 

57 

57 

15 

18 

Ameebury, 

- 

26 

2 

7 

1 

Brookline, 

2 

146 

27 

25 

189 

Andover, 

- 

8 

- 

9 

- 

Burlington, 

- 

1 

1 

1 

- 

Arlington, 

- 

33 

16 

11 

44 

Cambridge, 

15 

615 

97 

96 

557 

Ashby,     . 

- 

6 

- 

- 

- 

Canton,    . 

- 

3 

■      - 

- 

1 

Asfaland,  . 

- 

2 

- 

~ 

2 

Carver,     . 

- 

8 

1 

_ 

- 

Athol,      . 

1 

21 

7 

- 

4 

Charlton, 

- 

- 

9 

5 

- 

Attleborough, 

1 

14 

4 

13 

1 

Cbelmeford, 

- 

5 

3 

- 

- 

Auburn,  . 

- 

1 

- 

- 

- 

Chelsea, 

4 

183 

50 

37 

18 

Avon, 

1 

- 

1 

- 

1 

Chesbire, 

- 

1 

-■ 

- 

- 

Ayer,       . 

- 

1 

- 

- 

1 

Chester,  . 

- 

2 

4 

- 

- 

Barnetable, 

- 

2 

- 

1 

11 

Chicopee, 

- 

75 

13' 

38 

15 

Barre, 

- 

- 

3 

- 

- 

Clinton,    . 

- 

15 

16 

9 

S 

Becket,    . 

- 

1 

- 

- 

- 

Cobasset, 

- 

20 

1 

1 

6 

Bedford, . 

- 

7 

4 

- 

2 

Colrain,   . 

- 

- 

2 

- 

- 

Belchertown, 

- 

- 

-■ 

2 

- 

Concord, . 

1 

4 

3 

- 

44 

Bellinghani, 

- 

9 

4 

2 

- 

Cottage  City, 

1 

2 

9" 

- 

5 

Belmont, . 

2 

12 

2 

2 

5 

Dalton,     . 

1 

7 

-' 

- 

- 

Berkley,  . 

- 

1 

26 

- 

- 

Dan  vers, . 

- 

26 

- 

3 

112 

Berlin,      . 

- 

- 

1 

- 

- 

Dedham, . 

3 

9 

6 

3 

4 

Beverly, 

- 

9 

52 

10 

33 

Digbton,  . 

3 

16 

5 

- 

- 

Billerlca, . 

- 

- 

- 

" 

52 

Douglas,  . 

- 

- 

27 

1 

1 

53-4 
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Cases  of  Infectious  Diseases  reported  to  the  State  Board  of  Health  from  Two  Hun- 
dred and  Fifty-six  Cities  and  Towns  during  1901  —  Continued. 
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1 
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Dracut,    . 

- 

20 

2 

- 

5 

Harvard, . 

- 

- 

2 

- 

- 

Dudley,    . 

- 

1 

10 

- 

- 

Harwich, 

- 

- 

2 

- 

- 

Dunstable, 

- 

3 

1 

- 

- 

Hatfield,  . 

- 

1 

11 

3 

- 

Duxbury, 

- 

2 

2 

2 

1 

Haverhill, 

- 

107 

41 

90 

10 

East  Bridgewater,  . 

- 

2 

- 

- 

- 

Hingham, 

- 

15 

1 

1 

- 

EasthamptoD, . 

2 

- 

- 

- 

- 

Hinsdale, 

- 

1 

- 

- 

- 

East  LoDgmeadow, 

- 

1 

- 

- 

- 

Holden,    . 

- 

- 

- 

1 

- 

EaetOD,    . 

- 

35 

- 

1 

- 

HoUiston, 

- 

5 

5 

- 

- 

Edgarto-vrn,     . 

- 

- 

- 

2 

- 

Holtoke, 

3 

255 

88 

25 

109 

Enfleld,    . 

1 

- 

- 

- 

- 

Hopedale, 

- 

11 

12 

- 

- 

Erving,    . 

- 

- 

2 

- 

1 

Hopklnton, 

- 

1 

- 

2 

- 

Essex, 

- 

1 

2 

1 

- 

Hubbardston, 

- 

3 

1 

- 

- 

Everett, 

1 

220 

33 

24 

70 

Hudson,  . 

- 

4 

3 

6 

- 

Falrhaven, 

- 

3 

5 

4 

4 

Hull, 

- 

3 

- 

1 

4 

Fall  River,  . 

22 

63 

138 

83 

- 

Huntington, 

1 

1 

- 

1 

- 

Falmouth, 

- 

5 

10 

- 

23 

Hyde  Park, 

6 

45 

12 

2 

- 

FlTCHBURG,      . 

9 

59 

13 

45 

78 

Ipswich,  . 

- 

6 

6 

15 

1 

Foxborough,   . 

- 

10 

- 

5 

11 

Kingston, 

- 

8 

- 

- 

- 

Framingham,  . 

1 

18 

6 

22 

166 

Lancaster, 

- 

3 

2 

- 

1 

Franklin, 

1 

7 

4 

10 

1 

Lawrence, 

4 

106 

45 

99 

33 

Freetown, 

- 

- 

1 

- 

- 

Lee, , 

1 

- 

- 

- 

- 

Gardner, . 

7 

5 

7 

7 

- 

Leicester, 

- 

1 

13 

- 

- 

Georgetown,  . 

- 

- 

1 

- 

1 

Lenox,     . 

- 

6 

1 

- 

- 

Gill, 

- 

1 

2 

- 

2 

Leominster, 

13 

117 

5 

5 

3 

Gloucester, 

4 

37 

32 

24 

3 

Lexington, 

- 

13 

2 

2 

20 

Grafton,  . 

- 

4 

- 

- 

- 

Lincoln,  . 

- 

5 

1 

1 

- 

Great  Barrlngton,  . 

- 

11 

4 

1 

- 

Littleton, 

- 

- 

1 

- 

- 

Greenileld, 

- 

10 

17 

7 

48 

Lowell,  . 

9 

789 

65 

69 

383 

Groton,    . 

- 

13 

1 

2 

- 

Ludlow,  . 

- 

6 

- 

7 

- 

Groveland, 

- 

fl 

10 

3 

- 

Lynn, 

7 

359 

71 

66 

46 

nadley,    . 

- 

- 

7 

1 

- 

Maldbn, 

3 

126 

167 

50 

180 

Halifax,   . 

- 

- 

1 

2 

- 

Manchester, 

1 

- 

1 

- 

- 

nampdeD, 

- 

- 

1 

- 

- 

Mansfield, 

- 

12 

3 

2 

1 

Hanson,   . 

- 

1 

- 

- 

- 

Marblehead, 

- 

18 

8 

2 

3 

Hardwick, 

- 

2 

3 

7 

- 

Marlon,    . 

._! 

- 

1 

- 

- 

No.  34.] 


STATISTICAL   SU^DI ARIES. 


535 


Cases  of  Infectious  Diseases  reported  to  the  State  Board  of  Health  from  Two  Hun- 
dred and  Fifty-six  Cities  and  Towns  during  1901  —  Continued. 
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Marlborough,     . 

2 

117 

37 

10 

2 

Orleans,  . 

- 

- 

2 

- 

- 

Marehfield, 

2 

- 

1 

1 

1 

Otis, 

- 

- 

1 

- 

- 

MayDard, 

- 

38 

2 

- 

- 

Oxford,    . 

1 

1 

1 

- 

- 

Medfleld, 

- 

2 

- 

- 

1 

Palmer,    . 

4 

9 

31 

8 

5 

Medford, 

5 

44 

157 

19 

401 

Peabody, 

- 

55 

38 

2 

26 

Medway, . 

- 

7 

22 

1 

2 

Pepperell, 

1 

1 

19 

5 

- 

Mblrose, 

- 

24 

19 

13 

448 

Petersham, 

- 

1 

1 

1 

4 

Merrimac, 

- 

8 

1 

4 

- 

I»ITTSFIBLD, 

- 

52 

8 

17 

10 

Metbuen, 

2 

- 

- 

- 

- 

Plymouth, 

1 

24 

13 

12 

8 

Middleborougb, 

- 

46 

10 

2 

8 

Princeton, 

- 

8 

- 

- 

7 

MllTord,   . 

- 

110 

40 

14 

4 

Provlncetown, 

- 

- 

12 

- 

Mlllbury. 

- 

8 

8 

6 

2 

QUINCT,  . 

6 

95 

26 

44 

37 

Mill)*,      ,        . 

- 

1 

- 

1 

- 

Randolph, 

- 

33 

- 

- 

- 

Milton,     . 

1 

10 

6 

10 

15 

Raynham, 

6 

- 

- 

- 

- 

MODSOD,    . 

- 

7 

8 

7 

- 

Reading,  . 

- 

19 

28 

4 

19 

MoDtagne, 

- 

1 

2 

- 

- 

Rebobotb, 

- 

- 

2 

2 

3 

Nahant,    . 

- 

- 

- 

8 

- 

Revere,    . 

- 

36 

13 

1 

1 

Natick,     . 

- 

5 

- 

- 

- 

Rochester, 

- 

1 

- 

- 

- 

Needham, 

- 

1 

- 

1 

- 

Rockland, 

- 

- 

8 

5 

44 

New  Bedford,     . 

37 

44 

103 

93 

63 

Rockport, 

- 

3 

12 

21 

- 

Netvburtport,     . 

6 

11 

33 

1 

Rowley,  . 

- 

- 

17 

1 

- 

Nkwtok, 

5 

117 

60 

41 

78 

Royalston, 

- 

3 

- 

- 

- 

North  Adams,     . 

- 

32 

S8 

37 

76 

Rnssell,   . 

1 

- 

- 

- 

- 

Northampton, 

- 

23 

18 

24 

70 

8AI.EX,     . 

1 

Ill 

74 

33 

12 

North  Andover, 

- 

10 

- 

6 

26 

Sandisfield, 

- 

- 

2 

2 

- 

No.  Atlleborough, . 

- 

7 

8 

1 

- 

Sandwich, 

- 

2 

- 

1 

- 

Xorthborough, 

- 

- 

1 

4 

- 

SaugUB,    . 

- 

20 

1 

- 

- 

North  Brookfleld,  . 

3 

4 

10 

- 

- 

ScUuate,  . 

3 

- 

2 

- 

- 

Northfleld, 

- 

- 

5 

2 

- 

Seekonk, 

- 

- 

1 

- 

- 

North  Reading, 

- 

3 

- 

- 

- 

Sharon,    . 

- 

2 

- 

4 

1 

Norton,    . 

- 

1 

1 

1 

- 

Sheffield, 

- 

- 

7 

- 

- 

Norwell,  . 

- 

6 

1 

6 

- 

Shelburne, 

- 

- 

2 

- 

- 

Norwood, 

6 

- 

3 

73 

Sberborn, 

- 

1 

- 

- 

- 

Oakhatn, . 

- 

- 

2 

- 

12 

Shirley,    . 

- 

1 

3 

- 

1 

Orange,    . 

- 

- 

24 

- 

151 

Shrewsbury, 

- 

1 

1 

- 

- 
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Cases  of  Infectiotis  Diseases  reported  to  the  State  Board  of  Health  from  Two  Hun- 
dred and  Fifty-six  Cities  and  Towns  dtiring  1901  —  Concluded. 
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Shutesbury,    , 

- 

1 

- 

- 

- 

Wareham, 

- 

3 

2 

- 

_ 

Somerset, 

- 

- 

1 

- 

- 

Warren,  . 

- 

- 

1 

5 

- 

SOMERVILLE,  . 

7 

341 

132 

73 

128 

"Watertown,     . 

- 

40 

6 

11 

9& 

SouthamptoD, 

- 

- 

- 

3 

- 

Wayland, 

- 

1 

2 

- 

a 

Soulhborough, 

- 

7 

- 

3 

- 

Webster, 

- 

6 

23 

3 

14 

Bouthbrldge,  . 

3 

15 

1 

2 

- 

Wellesley, 

- 

9 

1 

10 

& 

South  Hadley, 

- 

34 

3 

] 

- 

Wenham, 

- 

1 

- 

- 

3 

Springfield, 

3 

124 

53 

61 

37 

Westborough, 

- 

31 

- 

11 

2 

Sterling,  . 

- 

1 

- 

1 

- 

West  Boylston, 

3 

3 

3 

- 

1 

Stockbridge, 

- 

- 

1 

- 

- 

West  Brookfield,    . 

- 

- 

- 

- 

2 

Stoneham, 

- 

23 

2 

5 

29 

Westfield, 

4 

24 

2 

1 

1 

StoughtoD, 

- 

3 

- 

2 

- 

Westford, 

- 

7 

1 

- 

1 

Stow, 

- 

1 

1 

- 

- 

Westminster, . 

1 

- 

- 

- 

4 

Bturbridge, 

- 

1 

a 

- 

- 

West  Newbury, 

- 

- 

5 

- 

- 

Sadbury, 

- 

- 

- 

1 

- 

Weston,  . 

- 

4 

- 

1 

2 

SnttoD,    . 

- 

- 

2 

1 

43 

Westport, 

- 

- 

8 

- 

- 

Swampecott, 

- 

12 

5 

2 

1 

West  Springfield,  . 

- 

7 

10 

- 

- 

Swansea, 

- 

- 

1 

- 

- 

Westwood, 

- 

- 

2 

- 

- 

Taunton, 

- 

21 

34 

2 

- 

Weymouth,     . 

- 

26 

8 

- 

1 

TempletOD, 

- 

10 

8 

- 

- 

Whitman, 

- 

4 

2 

- 

a 

TewkBbnry, 

4 

- 

- 

12 

- 

Wilbrahara,     . 

- 

5 

5 

1 

- 

Tlsbury,  . 

- 

- 

- 

- 

1 

Williamsburg, 

- 

1 

2 

- 

- 

Tolland,  . 

- 

- 

- 

- 

1 

Williamstown, 

- 

12 

3 

12 

1 

Topsfleld, 

- 

- 

2 

- 

- 

Winchendon,  . 

- 

12 

3 

4 

282 

Townsend, 

2 

1 

- 

- 

1 

Winchester,    . 

- 

16 

n 

13 

17 

Tyringham, 

- 

- 

2 

- 

- 

Winthrop, 

- 

12 

31 

5 

1 

Upton,     . 

- 

- 

4 

- 

- 

WOBURN, 

1 

30 

13 

7 

73 

TJxbrldge, 

- 

- 

- 

1 

2 

Worcester,  . 

10 

229 

175 

96 

65 

"Wakefield, 

5 

65 

5 

13 

185 

WorthingtOD, . 

- 

- 

- 

- 

3 

Walpole, 

1 

3 

116 

22 

1 
31 

21 
21 

Wrentham, 
Total, 

- 

1 

6 

- 

- 

Waltiiam, 

773 

9,793 

4,356 

2,689 

9,398 

Ware,      . 

- 

7 

12 

20 

2 
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The  following  list  comprises  the  cities  and  towns  w^hich  failed  to  re- 
port (under  the  provisions  of  the  statute)  to  the  State  Board  of  Health. 

It  is  but  just  to  state  that  in  many  of  the  towns  named  in  group 
IV.  and  in  some  of  those  in  group  III.  it  is  quite  pro])ablc  that  no 
cases  of  infectious  diseases  occurred  during  the  year. 

A  considerable  number,  however,  are  known  to  have  occurred  in 
Amherst  and  in  Blackstone  which  were  not  reported  to  the  State 
Board  of  Health  at  any  time  during  the  year. 


List   of   Cities   and   Towns   from   which   no  Reports  were 

received. 
/.    Cities. 

None. 


//. 


Amherst, 
Blackstone, 


Towns  having  a  Pbimlalion  of  More  than  5,000. 

I      Northbridge,  I      Spencer.  —  4. 


III.    Totons  having  a  Population  of  More  than  1,000  but  Less  than  5,000  in  Each. 


Ashbiirnham, 

Bourne, 

Buck  land, 

Charlemont, 

Conway, 

Dartmouth, 

Deerfield, 


Ashfield, 

Bernardston, 

Blandford, 

Bolton, 

Boxborongh, 

Boxford, 

Brimfield,. 

Carlisle, 

Chesterfield, 

Chilmark, 

Clarksburg, 

Cummington, 

Dana, 

Dover, 

Eastham, 

Egremont, 

Florida, 

Gay  Head, 

Goshen, 

Gosnoki, 

Gran  by, 

Greenwich, 


Dennis, 

Granville, 

Hamilton, 

Hanover, 

Holbrook, 

Lunenburg, 

Mattapoisett, 


Nantucket, 

Newbury, 

Rutland, 

Southwick, 

West  Bridgewater, 

West  Stoekbridge, 

Wilmino'ton. —  21. 


IV.     Towns  having  Less  than  1,000  Inhabilnnts. 


Hancock, 

Hawley, 

Heath, 

Holland, 

Lakevillo, 

Lanesborough, 

Leverett, 

Leyden, 

Longmeadow, 

Lynnfield, 

Mash  pee, 

Mendon, 

Middlelield, 

Middieton, 

Monroe, 

Monterey, 

Montgomer}-, 

Mt.  Washington, 

New  Ashford, 

New  Braintree, 

New  Salem, 

Norfolk, 


Paxton, 
Pel  ham, 
Peru, 

Phillipston, 

Plainfield, 

Plympton, 

Prescott, 

Richmond, 

Rowe, 

Savoy, 

Sunderland, 

Truro, 

Tyngsborough, 

Wales, 

Warwick, 

Washington, 

Welllleet, 

Wendell, 

Westhampton, 

West  Tisbury, 

Whatoly, 

Windsor.  —  66. 
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The  following  towns  sent  notices  to  the  Board  that  no  infectious 
diseases  had  been  reported  within  their  limits  during  the  year 
1901:  — 

Brookfield,  I      New  Marlborough,  I       Salisbury, 

Chatham,  |      Pembroke,  |       Yarmouth.  —  6. 

A  supply  of  postal  cards  for  the  purpose  of  reporting  infectious 
diseases  to  the  State  Board  of  Health,  as  required  by  statute,  will 
be  forwarded  to  any  local  board  of  health  on  application  to  the 
Secretary  of  the  State  Board,  Room  141,  State  House,  Boston. 
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lY. 

Official  Returns   of  Deaths  in   Cities  and  Large 
Towns  (Revised  Laws,  Chapter  75,  Section  12). 

The  following  summary  comprises  the  results  obtained  from  the 
tabulation  of  the  returns  required  by  chapter  75,  section  12,  of  the 
Revised  Laws,  whereby  the  board  of  health  of  each  city  and  popu- 
lous town  is  directed  to  send  to  the  State  Board  of  Health  an  annual 
statement  of  the  deaths  in  such  city  or  town  upon  a  blank  form  fur- 
nished by  the  State  Board. 

The  towns  of  Amherst,  Greenfield,  Natick  and  Winchendon,  each 
of  which  had  a  i)opulation  of  more  than  5,000,  according  to  the 
latest  census,  failed  to  furnish  the  reports  required  by  law.  The 
town  of  Saugus,  which  sent  no  report  for  1900,  has  furnished  its 
returns  for  the  year  1901. 

The  towns  of  Grafton,  Reading  and  North  Brookfield  voluntarily 
contrilnited  returns  for  1900,  although  not  required  to  do  so  by  law. 
Two  of  these  towns,  Grafton  and  Reading,  have  also  contributed 
returns  for  1901. 

With  these  changes,  the  list  for  1901  embraces  90  cities  and 
towns,  including  all  of  the  33  cities,  and  all  of  the  towns  having  a 
pojmlation  of  more  than  5,000  in  each,  except  the  four  towns  above 
named. 

The  estimated  population  of  these  cities  and  towns  in  1901  was 
2,402,080,  or  37,307  more  than  the  actual  reporting  population  of 
1900. 

The  whole  number  of  deaths  registered  in  these  towns  in  1901 
was  40,494,  and  the  death-rate  as  calculated  from  the  census  popu- 
lation of  the  reporting  cities  and  towns  was  16.86  per  1,000  of  the 
living  population,  that  of  the  preceding  year  having  been  18.26  per 
1,000.  This  was  the  lowest  death-rate  observed  in  this  reporting 
population  during  the  period  of  eight  years  since  the  enactment  of 
the  law^  requiring  these  returns.  The  mean  death-rate  of  the  State 
for  the  fifty  years  ended  Dec.  31,  1900,  was  19.22. 

Sexe,^.  — The  number  of  deaths  of  males  was  20,758,  or  51.2  per 
cent,  of  the  whole  number  of  those  whose  sex  was  known  ;  and  the 
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deaths  of  females  were  19,718,  or  48.8  per  cent.     There  were  18 
in  which  the  sex  was  not  stated  in  the  returns. 

Ages.  — The  deaths  by  four  gTou})s  of  ages  were  as  follows  :  — 


Deaths. 

Percentages  of 
ALL  Deaths. 

Ages, 

Deaths. 
1901. 

Percentages  op 
All  Deaths. 

-^°^«-                   1901. 

1901. 

1900. 

1901.     1     1900. 

Under  1  year, 
1  to  20  years. 

8,753 
6,307 

21.64 
15.59 

23.02 
17.00 

20  to  50  years, 
50  and  over,  . 

10,214 
15,179 

25.25 
37.52 

24.18 
35.80 

The  deaths  of  infants  under  one  year  old  were  8,753,  or  21.6  per 
cent,  of  the  total  mortality,  as  compared  with  23  per  cent,  in  the 
previous  year ;  and  those  of  children  under  five  years  old  were 
12,160,  or  30.1  per  cent,  of  the  total  mortality,  as  compared  with 
33.3  per  cent,  in  1900. 

All  of  the  percentages  in  this  table  are  estimated  upon  the  number 
of  deaths  of  those  whose  ages  were  specified  in  the  returns.  The 
total  number  of  deaths  in  which  the  age  was  not  specified  was  41. 

The  infant  mortality  for  the  six  years  1896-1901  respectively  con- 
stituted 24.9,  23.5,  24.8,  22.8,  23  and  21.6  per  cent,  of  the  total 
mortality,  that  of  1901  being  the  lowest  infant  mortality  of  the  period. 

The  change  in  the  mortality  at  different  ages,  as  compared  with 
that  of  the  previous  year,  is  quite  striking,  since  the  decrease  in  the 
number  of  deaths  of  all  persons  under  twenty  years  of  age  amounted 
to  2,210,  while  that  of  all  persons  over  twenty  years  of  age  was 
only  492. 

StiU-hirllifi. — The  number  of  still-births  was  2,450. 

The  still-birth  mortality,  when  compared  Avith  the  total  mortality 
(still-births  included),  was  5.7  percent,  of  the  total  deaths  and  still- 
births combined. 

MorUlis  and  Quarters. — The  numl)er  of  deaths  in  each  (piarter 
of  the  year  is  shown  in  the  following  table  :  — 


Deaths. 
1001. 

Pkhokntagks. 

1901. 

lUOO. 

FIrat  quarter 

Second  quarter, 

Third  qii:irt<!r, 

Fourth  quarter, 

11,091 
9,365 

10,447 
9,601 

27.30 
23.10 
26.  SO 
23.71 

26.58 
24.06 
27.43 
21.94 

TolaU, 

40,404 

100,00 

100.00 
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These  percentages  ditier  slightly  from  the  mean  of  several  years, 
which  usually  shows  the  highest  mortality  in  the  third  quarter  of  the 
year.  In  1901  and  in  1899  the  highest  mortality  was  in  the  first 
quarter. 

During  the  forty-year  period  (1856-95)  the  mortality  was  gener- 
ally al)Ove  the  mean  in  the  third  quarters  of  the  years  and  below  it 
in  the  other  three  quarters. 

The  intensity  of  the  seasonal  death-rate  is  more  accurately  shown 
in  the  following  table,  the  method  employed  being  explained  on 
page  D'd'2  in  Section  III.  of  these  summaries,  relating  to  disease  noti- 
fication. By  this  method  the  errors  which  are  due  to  differences  in 
the  leno:th  of  the  months  are  eliminated. 


Deaths 

in 
Each 
Month. 

Mean     1 
Dally 
Deaths 
per  Month. j 

1901.    1 

Centbsimal 
Katio. 

Deaths 

in 
Each 
Month. 

Mean 

Daily 

Deaths 

per  Month. 

1901. 

Centesimal 
Katio. 

1901. 

1900. 

1901. 

1900. 

January, 
February,    . 
March, 
April,  . 
May,    . 

3,742 
3,517 
3,832 
3,406 
3,063 
2,886 
3,250 

120.7 
126.6 
123.6 
113.5 
98.8 
96.2 
104.8 

108.8 

113.2 

111.4 

102.3 

89.1 

86.7 

94.5 

95.8 
97.6 
129.0 
114.4 
91.8 
83.4 
108.9 

i  August,      . 

September, 

October,    . 

November, 
i 
'  December, 

Annual  mean. 

3,683 
3,514 
3,178 
3,127 
3,296 

118.8 
117.1 
102.5 
104.2 
106.3 

107.1 

105.6 

92.4 

94.0 

95.9 

116.2 

101.2 

87.2 

85.2 

88.8 

June,   . 
July,    . 

" 

110.9 

100.0 

100.0 

The  figures  in  the  foregoing  table  indicate  a  departure  in  excess 
of  the  mean  death-rate  in  January,  February,  March,  April,  August 
and  September,  while  that  of  the  remaining  months  was  low. 

The  mean  maximum  departure  from  the  death-rate  for  each  month 
for  the  period  of  twenty  years,  1856-75,  was  32.9  per  cent,  in 
August,  and  in  the  twenty-year  period  1876-95  it  was  20  per  cent, 
in  August,  while  that  of  August,  1901,  was  only  7.1  per  cent.,  and 
that  of  February,  1901,  Avas  13.2  per  cent. 

In  the  two  years  having  the  highest  death-rates  in  jNIassachusetts 
in  the  past  half-century  or  more  (1849  and  1S72)  the  maximum 
departures  from  the  yearly  means  were,  res})ectivcly,  83.4  })er  cent, 
in  August,  1849,  and  40  per  cent,  in  August,  1872.  That  of 
January,  1890,  the  month  in  which  the  epidemic  of  influenza  was 
at  its  maximum,  was  43.4  per  cent,  above  the  mean. 
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Causes  of  Death. 

Table  HI.  presents  the  mortality  of  the  cities  and  towns  embraced 
in  this  summaiy,  classified  by  causes  of  death  for  the  year  1901, 
The  same  figures  are  again  presented  in  a  condensed  form  in  Table 
IV.,  wherein  the  comparative  mortality  from  different  diseases  and 
groups  of  diseases  for  the  past  five  years  may  be  examined. 

An  examination  of  Table  IV.,  on  page  554,  shows  that  the  death- 
rate  of  these  reporting  cities  and  towns  was  not  only  less  than  that 
of  the  corresponding  population  of  the  previous  year,  but  also  less 
than  that  of  any  year  since  these  reports  were  first  made,  in  1895, 
and  was  also  less  than  the  general  death-rate  of  the  State  in  any 
year  of  the  last  half-century. 

This  decline  in  the  general  death-rate  is  chiefly  due  to  a  decrease 
in  the  number  of  deaths  from  infectious  diseases.  The  death-rate 
from  each  of  the  following  causes  was  less  than  that  of  1901  :  con- 
sumption, typhoid  fever,  cholera  infantum,  dysentery,  malarial 
fever,  bronchitis,  measles,  scarlet  fever,  diphtheria,  whooping- 
cough,  cerebro-spinal  meningitis,  erysipelas,  puerperal  fever,  in- 
fluenza, diarrhoea,  pneumonia,  heart  diseases  and  cancer.  The 
death-rates  from  the  first  six  causes  in  the  foregoing  list  were  also 
less  than  those  of  any  year  in  the  last  five-year  period. 

The  following  table,  first  published  in  the  report  of  1899,  pre- 
sents the  combined  death-rate  from  eight  of  the  principal  infectious 
diseases,  and  also  shows  that  this  combined  death-rate  in  1901  was 
less  than  that  of  any  of  the  years  embraced  in  this  series  of  reports. 

The  diseases  referred  to  arc  consumption,  measles,  scarlet  fever, 
diphtheria,  whooping-cough,  typhoid  fever,  puerperal  fever  and 
cholera  infantum. 

The  combined  death-rate  per  10,000  of  the  population  from  these 
eight  causes  for  the  seven  years  (1895-1901)  in  the  cities  and 
towns  included  in  this  report  (about  five-sixths  of  the  total  popula- 
tion of  the  State)  was  as  follows  :  — 


Combined  Death-rate  from  Eight  Principal  Infectious  Diseases. 

Ykab. 

Combined 

Ocatti-ratB  i)tT 

lO.fXJO. 

Ykab. 

Combined 
Deatli-rato  per 

10,000. 

1895 

1896 

1897 

1898 

46.4 
46.8 
39.7 
86.3 

1899 

1900 

1901 

35.2 
40.7 
33.5 
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The  seasonal  table  which  appeared  in  the  earlier  reports,  present- 
ing the  deaths  by  months  for  each  city  and  town  and  for  the  whole 
State,  is  omitted  in  the  present  report,  since  the  details  presented 
in  this  table  are  not  of  essential  value.  Its  chief  value  consisted  in 
the  column  of  total  figures  for  the  State,  Avhich  is  retained  essen- 
tially in  the  table  on  page  541. 

The  table  of  percentages  of  total  mortality  shown  in  Table  IV.  acts 
in  a  measure  as  a  check  or  control  in  case  of  erroneous  estimates  of 
population ;  and,  while  such  errors  are  not  to  be  found  in  the  figures 
of  a  census  year,  it  seems  best,  as  a  matter  of  uniformity,  to  publish 
the  table  in  the  same  form  as  in  previous  intercensal  years. 

The  changes  in  the  death-rate  from  consumption,  typhoid  fever 
and  puerperal  fever  (see  child-birth  in  report  of  1896,  page  804) 
were  quite  fully  treated  in  the  report  of  1896.  To  these  may  be 
added  the  later  comments  on  the  changes  in  the  death-rate  from 
diphtheria,  which  appear  in  the  figures  of  the  past  seven  years. 

The  following  preventable  causes  of  death,  consumption,  measles, 
scarlet  fever,  diphtheria,  whooping-cough,  typhoid  fever,  puerperal 
fever  and  cholera  infantum,  together  constituted  27.2  per  cent,  of 
the  total  mortality  in  1894,  but  had  fallen  ofi*  to  24.2,  24.2,  21.9, 
21.1,  20.4,  22.3  and  19.9  in  the  seven  succeeding  years;  while  the 
principal  acute  lung  diseases,  diseases  of  the  heart,  brain,  kidneys, 
cancer,  suicide  and  accident  had  increased  from  35.7  per  cent,  of 
the  total  mortality  to  36.9,  36.9,  38.5,  39.2,  40.2,  38.6  and  40.1 
per  cent,  in  the  same  years. 

This  decrease  of  2.4  per  cent,  in  the  former  group  over  the  figures 
of  1900  more  than  compensates  for  an  increase  of  1.5  in  the  latter 
group. 

These  all  combined  constituted  the  greater  part  of  the  total  mor- 
tality in  each  of  the  eight  years  1894-1901,  and  of  the  diseases 
specified  in  the  table  entitled  the  "Balance  of  Mortality,"  in  the 
annual  report  of  1896,  page  812. 
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Table  I. 

Population  of  Cities  and  Large  Towns  estimated  for  1901. 


Reportisg  Cities  and  Towns. 


Adams,  . 

Ameebury,     . 

Andover, 

ArliDgtOD, 

Athol,     . 

Attleboroagb, 

Beterlt, 

Blackstpne,    . 

Boston,  . 

Braintree, 

Bridgewate:, . 

Brockton,    . 

BrookliDe, 

Cambridge,  . 

Chelsea, 

Chicopee, 

Clinton,  .        .        . 

Concord, 

Danvers, 

Itedham, 

EaBtbaraptOD, 

Everett, 

Fall  River, 

FiTCHBL'UG,    . 

Framlngham, 

Franklin, 

Gardner,        . 

Gloucester, 

Grafton, . 

Great  JJarrlngtou, . 

IIAVEJIIIILL,    . 

lilni^haiii, 

IIOLYOKE, 
JIudMOD,. 

Hyde  I'ark,    . 


Estimated 

Population 

for 

1901. 


11,944 

9,473 

6,947 

9,021 

7,061 

12,067 

14,342 

5,721 

574,642 

6,115 

6,030 

41,606 

20,789 

94,084 

34,663 

19,769 

14,148 

5,747 

8,614 

7,506 

5,766 

25,688 

108,311 

32,669 

11,699 

5,017 

11,172 

26,121 

4,869 

6,066 

38,760 

5,107 

46,873 

5,483 

13,547 


liEPORTiNG  Cities  and  Towns. 


Lawrence,   . 

Leominster,    . 

Lowell, 

Ltnn,    . 

Malden, 

Marblehead,  . 

Marlborough,     . 

Medpord, 

Melrose, 

Methuen, 

Middleborough,     . 

Milford,  . 

Milton,    . 

New  Bedford,    . 

NEWBURTrORT,      . 

Newton, 

North  Adams,    . 
Northampton,     . 
North  Attlcborough, 
Nortbbridge,  . 
Norwood,       .        . 
Orange,  . 
I'almer,  . 
Peabody, 
Pittspikld,  . 
PLymouth,     . 
QuiNcy, . 
Heading, 
lievere,   . 
Rockland, 
Halkm,   . 

KitUgUB,    . 
80MERVILLE, 

Buuthbridgo, . 
Bpencer,         .        . 
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Table  I.  —  Concluded. 


Rbportixo  Cities  and  Towns. 


Sprinopield, 

Sloneham, 

StoughtoD, 

Taunton, 

Wakefield,     . 

■SVai.tuam,     . 

Ware,     . 

Watertown,    . 

WebBter, 

Wellesley, 

Westborough, 


Estimated 

Population 

for 

1901. 


64,412 
6,197 
5,476 

31.886 
9,487 

24,040 
8,3S5 

10,143 
9,005 
5,241 
6,433 


Repobtinq  Citiks  and  Towns. 


Weetfield, 
West  Springfield, 
Weymouth,    . 
Whitman, 
Williamaton'D, 
Winchester,  . 
Winthrop, 

WOBDBN, 

Worcester, 
Total, 


Estimated 

I'opulatlon 

for 

1901. 


12,669 
7,301 

11,331 
6,237 
5,038 
7,468 
6,431 

14,2G9 
122,798 


2,402,080 


The  death-rate  in  the  following  cities  and  towns  was  based  on  the 
tia'iires  given  in  the  United  States  census  of  1900,  these  towns 
having  decreased  in  population  in  the  five  years  which  elapsed  be- 
tween the  State  decennial  census  of  1895  and  the  United  States  cen- 
sus of  1900  :  Amesbury,  Athol,  Blackstone,  Franklin,  Gloucester, 
Grafton,  Marl)lehead,  jSIarlborough,  Xewlxiryport,  Rockland  and 
Stonehain. 
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Table  IV. 

Deaths  from  Specified  Causes,  1901,  in  Cities  and  Towns  required  to  report  to 
the  Stale  Board  of  Health,  Death-rates  per  10,000  (1S97-1901),  Deaths  pier 
1,000  from  All  Causes,  1S97-1901. 


Deaths. 
1901. 

Mortality  per  10,000  of 
fopdlation. 

THE 

Deaths  per  1,000  from  all 
Causes. 

Causes  of  Death. 

O 

e 

a 

-< 

o 
a 

e 
o 
a 

H 

a 
a 

a 

OfD 

CoDBumptioD,     . 

4,235 

17.63 

18.56 

17.91 

18.41 

19.01 

104.58 

101.60 

103.70 

107.01 

105.00 

8mall-poz 

93 

0.39 

0.008 

0.06 

- 

0.018 

2.30 

0.046 

0.33 

" 

0.10 

Measles,      .... 

176 

0.73 

0.99 

0.66 

0.34 

0.57 

4.35 

5.44 

3.80 

1.99 

3.13 

Scarlet  fever, 

350 

1.46 

1.51 

0.84 

0.53 

1.32 

8.64 

8.29 

4.85 

3.09 

7.27 

Diphtheria  and  croup, 

1,058 

4.40 

5.87 

3.99 

2.74 

6.75 

26.1.S 

32.12 

23.08 

15.94 

31.78 

Whooping  cough, 

202 

0.84 

1.27 

l.U 

1.43 

0.72 

4.99 

6.85 

6.41 

8.28 

3.98 

Typhoid  fever,  . 

470 

1.96 

2.25 

2.31 

2.49 

2.37 

11.61 

12.34 

13.40 

14.50 

13.08 

Uerebro-spinal  meningitis, 

352 

1.46 

1.63 

1.73 

2.12 

2.69 

8.69 

8.91 

10.03 

12.35 

14.31 

Erysipelas, 

113 

0.47 

0.66 

0.50 

0.33 

0.44 

2.79 

3.66 

2.88 

1.94 

2.44 

Puerperal  fever, 

81 

0.34 

0.37 

0.20 

0.23 

0.27 

2.00 

2.01 

1.17 

1.36 

1.62 

Influenza 

457 

1.90 

2.28 

1.67 

0.68 

1.10 

11.29 

12.44 

9.09 

3.93 

6.09 

Malarial  fever,  . 

46 

0.19 

0.22 

0.21 

0.30 

0.23 

1.14 

1.23 

1.20 

1.76 

1.28 

Cholera  infantum. 

1,469 

6.11 

9.87 

8.20 

10.18 

9.69 

36.28 

54.10 

47.45 

59.14 

63.56 

Dysentery, .... 

172 

0.72 

0.75 

1.00 

0.94 

0.79 

4.25 

4.12 

6.79 

5.45 

4.39 

Diarrhoeaand  cholera  mor- 
bus. 
Pneumonia, 

850 

3.54 

3.84 

1.84 

2.44 

2.00 

20.99 

21.00 

10.67 

14.16 

11.02 

4,002 

16.66 

18.40 

17.89 

15.08 

17.18 

98.83 

100.70 

103.60 

87.66 

94.92 

IJronchitis, 

1,073 

4.47 

5.09 

5.18 

5.60 

6.81 

26.50 

27.88 

30.00 

32.56 

32.07 

Diseases  of  the  heart. 

3,771 

1;..70 

16.16 

14.86 

14.84 

14.81 

93.12 

88.45 

86.00 

86.22 

81.84 

Diseases  of  the  brain  and 

spinal  conl. 
J^lseases  of  the  kidneys,  . 

2,001 
1,863 

10.41 
7.75 

10.80 
7.32 

11.99 

7.13 

12.50 
6.57 

13.23 
0.42 

61.76 
46.01 

59.00 
40.00 

69.42 
41.30 

72.61 
38.17 

73.08 
35.43 

Cancer 

1,488 

6.19 

6.03 

0.06 

6.32 

6.04 

36.75 

35.76 

35.07 

36.70 

33.35 

Buicide 

252 

1.05 

0.99 

1.07 

1.06 

0.98 

6.22 

5.39 

6.18 

6.16 

6.40 

Accident,    .... 

1,294 

5.39 

5.20 

5.20 

5.56 

5.21 

31.95 

28.60 

30.12 

32.30 

28.80 

Unknown     or     ill-defined 

426 

1.77 

2.63 

2.66 

2.26 

2.77 

10.52 

14.38 

14.80 

13.10 

15.30 

causes. 

All  causes,  . 

40,494 

168.58 

182.60 

172.70 

172.10 

181.00 

- 

- 

- 

- 
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HEALTH  OF  TOWNS. 


The  following  digest  consists  mainly  of  extracts  from  the  annual 
reports  of  the  boards  of  health  of  cities  and  towns,  showing  the 
character  and  amount  of  the  sanitary  work  performed  by  local  boards 
of  health. 

One  of  the  princij)al  points  of  interest  in  these  reports  is  the  un- 
usual prevalence  of  small-pox.  This  disease  invaded  62  cities  and 
towns  during  the  year,  and  may,  for  the  first  time  since  1873,  be 
said  to  have  become  epidemic  in  the  State.  Other  infectious  dis- 
eases were  generally  less  prevalent  than  usual,  so  that  the  general 
death-rate  was  considerably  below  the  average  of  the  past  fifty 
years. 

An  increasing  number  of  cities  are  now  provided  with  laboratories 
furnished  with  the  means  of  examining  the  different  products  brought 
to  them  by  local  physicians  for  the  purpose  of  determining  the  char- 
acter of  different  diseases.  The  management  and  control  of  infec- 
tious diseases  constitute  the  most  important  function  of  local  boards 
of  health,  and  the  laboratory  furnishes  a  valuable  aid  in  this  work. 
Small  towns  which  cannot  reasonably  ])e  expected  to  fit  up  such 
laboratories  can  make  use  of  the  means  provided  by  the  State  Board 
of  Health  for  such  purposes,  or,  if  the  time  and  distance  from  Bos- 
ton be  too  great,  may  make  such  arrangements  with  the  local  boards 
of  health  of  neighboring  cities  as  may  be  satisfactory. 

Reports  of  inspections  made  by  Dr.  F.  L.  Morse,  medical  inspec- 
tor of  the  State  Board  of  Health,  may  also  be  found  in  this  section 
of  the  report,  together  with  a  table  showing  the  visits  and  inspections 
made  for  the  purpose  of  aiding  cities  and  towns  in  controlling  the 
spread  of  small-pox. 

The  following  numerical  statement  of  bacteriological  work  and 
of  vaccinations  performed  by  local  boards  of  health  is  also  taken 
from  the  annual  reports  of  those  boards  for  the  year  1901  :  — 
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Summary  of  Bacteriological  Work  in  Massachusetts  Cities  and  Towns  in  1901, 
and  by  the  State  Board  of  Health. 


1   Throat  Cult- 
ures for 
'    Diphtheria. 

Examinations 

for 
Tuberculosis. 

Examinations 

for  Typhoid 

Fever. 

Examinations 

for 

Malaria. 

Packages  of 
Diphtheria  Anti- 
toxin produced, 
of  1,500 

Units  each. 

Boston,^ 

11,304 

1,957 

1,049 

- 

- 

Brockton, 

268 

- 

- 

- 

- 

Brookline, 

1,463 

100 

68 

- 

- 

Cambridge, 

2,652 

229 

178 

- 

- 

Fall  River. 

52 

- 

- 

- 

- 

Fitchburg, 

171 

77 

68 

- 

- 

nolyoke, 

544 

- 

- 

- 

- 

Lowell,  . 

2,411 

170 

90 

9 

- 

Lynn,     . 

1,516 

- 

- 

- 

- 

Newton, 

470 

- 

33 

- 

- 

New  Bedford 

108 

- 

- 

SomervUle, 

441 

49 

23 

- 

- 

Springfield, 

948 

- 

- 

- 

- 

Waltham, 

840 

18 

- 

- 

- 

Watertowo, 

101 

- 

- 

- 

- 

Worcester,     . 

1,700 

- 

- 

- 

- 

Slate  Board  of  Health, 

4,119 

797 

108 

91 

40,211 

*  Boston,  156  tests  for  Oianders. 


Vaccinations  performed  at  Public  Cost,  1901.* 


City  ob  Town. 


ArlingtOD, 
Boston, t   . 
Brookllne.t 
Cambridge, 
Cbelnea,    . 
Chlcopee, 
Clinton, §  . 
Fall  Klver,|| 
Marblehead, 
.Med ford,  . 


Number  of 
Vaccinations. 


1,250 
185,000 

5,793 

1,771 

593 

2,080 

Over  HOO 

1,982 


City  or  Town. 


Milton,    . 
New  Bedford, 
North  Adams, 
Halera.ir  . 
Springfield,    . 
Stoneham, 
Westborough, 
Weymouth,    . 
Worcester,     . 


Number  of 
Vaccinations, 


1,223 

426 

Over  1,000 

1,738 

2,145 

410 

146 

549 

8,116 


*  The  flgnres  presented  In  this  table  were  taken  from  the  published  reports  of  cities  and  towns.  It 
may  be  assumed,  however,  that  the  actual  number  of  vacclnntlons  performed,  both  at  public  cost  and 
by  private  praclltlonerH,  was  very  much  larger  than  the  niimherH  here  Htated. 

t  The  number  vucclnated  t)y  private  phyHlclans  und  other  ugeneles  Is  estimated  at  300,000. 

i  More  than  half  the  population.  §  Nearly  half  the  population. 

II  Id  1899,  60,455;  in  1900,  2,765.  II  Also  many  adults. 
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Adams. 
The  following  report  of  medical  inspector  Morse  relates  to  an  unusual 
prevalence  of  typhoid  fever,  which  occurred  in  December,  1901  :  — 

During  the  early  part  of  December,  from  reports  of  infectious  diseases  received 
from  the  board  of  health  of  the  town  of  Adams,  it  was  apparent  that  an  unusual 
number  of  cases  of  typhoid  fever  existed  in  the  town,  and  as  the  boai'd  of  health 
had  not  made  an  investigation  it  was  decided  to  ascertain,  if  possible,  the  source 
of  the  disease.  A  visit  was  made  to  the  town  on  December  10,  the  board  of  health 
interviewed,  and  it  was  at  once  apparent  that  all  cases  of  the  disease  had  not  been 
reported  to  the  board,  as  required  by  the  statutes.  It  was  necessary,  therefore, 
that  each  physician  in  tiie  town  be  interviewed  in  order  to  obtain  the  correct 
number  of  cases  present,  and  in  this  way  it  was  ascertained  that  since  the  1.5th  of 
November  there  had  been  28  cases  of  the  disease  present  in  the  town,  while  in  the 
preceding  three  months  only  seven  cases  had  been  reported  to  the  board.  Suspi- 
cion having  been  attached  to  the  water  supply  by  the  board  of  health,  a  visit  was 
made  to  the  superintendent  of  the  water  works  to  obtain,  if  possible,  any  informa- 
tion which  would  point  to  the  possible  pollution  of  the  supply,  but,  so  far  as  was 
known,  no  such  condition  existed.  It  was  also  known  that  during  the  preceding 
month  a  freshet  occiured  upon  the  river  which  runs  through  the  town,  and  that 
many  of  the  cellars  to  the  houses  in  which  these  patients  lived  were  overflowed, 
and  it  was  stated  at  the  time  of  my  visit  that  water  was  still  present  in  the  cellars. 
Upon  further  investigation,  however,  it  was  found  that  all  of  these  patients  had 
obtained  milk  from  one  dealer,  and  a  visit  was  made  to  his  house,  which  was 
located  quite  near  the  centre  of  the  town.  He  obtained  his  milk,  amounting  to 
twenty-seven  cans  daily,  from  two  farms  in  Cheshire,  the  next  town  adjoining 
Adams,  it  being  brought  to  the  dealer's  home  in  Adams  each  afternoon  and  dis- 
tributed by  him  personally  early  the  next  day.  On  November  5  he  began  to  feel 
poorly,  but  still  continued  to  work  until  November  11,  when,  on  account  of  lack 
of  strength,  he  gave  up  work  and  remained  at  home.  He  felt  chilly,  had  some 
headache,  was  feverish,  and  had  an  uncomfortable  feeling  in  his  stomach.  He 
was  attended  by  his  family  pii}'sieian,  who  saw  him  only  two  or  three  times,  and 
from  his  symptoms  made  a  diagnosis  of  influenza.  He  was  sufliciently  sick,  how- 
ever, to  remain  at  home  until  December  2,  when  he  again  went  to  work  on  his  milk 
route;  but  on  December  8,  still  feeling  ill,  he  gave  up  work  for  the  second  time. 
During  his  illness  it  is  stated  that  he  lost  some  weight  and  considerable  strength. 
On  account  of  the  probable  source  of  infection  existing  upon  this  milk  route, 
and  the  sickness  of  the  one  who  distributed  the  milk  himself,  although  a  diag- 
nosis of  influenza  had  been  made  by  the  attending  physician,  it  was  deemed  of 
suflicient  importance  to  obtain  a  .specimen  of  blood  from  him  for  cxamin.ation. 
Tiiis  specimen  was  examined  for  the  Widal  reaction  at  the  laboratory  of  the 
board,  with  the  result  of  a  positive  reaction,  indicating,  that  his  sickness  was 
undoubtedly  typhoid  fever  and  not  influenza,  and  the  subsequent  develoijment  of 
tlie  cases  among  his  customers  woidd  indicate  that  such  was  the  fact,  for  he 
began  to  be  ill  on  November  5,  and  it  was  not  until  November  1.5,  ten  days  later, 
that  any  of  liis  customers  became  ill  with  the  disease. 

The  board  of  health  of  the  town,  through  their  chairman,  were  informed  of  the 
results  of  this  investigation  and  advised  to  take  measures  to  prevent  further 
spread  of  the  disease. 
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Arlington. 

During  the  past  year  the  medical  inspector  of  schools  has  made  daily 
visits  to  each  school  (with  the  exception  of  the  high  school),  and  has  ex- 
amined 626  children.  Of  this  number,  86  were  sent  home.  From  a  total 
of  86,  31  were  throat  cases.  Subsequently,  3  developed  diphtheria,  2 
scarlet  fever,  8  ring  worm,  3  mumps,  6  measles,  12  whooping-cough  and 
8  chicken-pox.  In  the  school-rooms  from  which  the  cases  of  diphtheria 
and  scarlet  fever  were  removed  no  other  pupils  were  infected.  Any  pupil 
in  school  thought  to  be  ill  by  the  teacher  is  reported  to  the  principal.  The 
inspector  examines  the  pupil,  and,  if  he  considers  it  necessary,  sends  the 
pupil  home  with  a  note  to  parent  or  guardian  to  summon  the  family  physi- 
cian in  case  of  need,  and  not  to  return  the  child  to  school  until  well.  Most 
of  the  pupils  thus  examined  would  have  remained  in  school  for  the  day  at 
least,  and  one  with  scarlet  fever  would  have  remained  indefinitely  (as  she 
was  desquamating  when  she  first  came  to  school),  had  there  not  been  in 
operation  this  system  of  daily  medical  inspection.  The  great  importance 
of  the  removal  of  a  pupil  from  school  as  soon  as  the  first  symptoms  of 
disease  are  manifested,  and  while  the  danger  of  infecting  others  is  least, 
cannot  be  overestimated. 

We  feel  that  the  work  done  by  the  medical  inspector  for  the  past  year 
fully  justifies  the  establishment  of  this  office,  and  we  advise  that  it  be  con- 
tinued as  a  permanent  feature  of  this  board. 

The  cost  of  free  vaccination  was  $370. 

Considering  the  great  importance  to  all  of  an  early  diagnosis  of  diph- 
theria, an  agreement  has  been  made  with  Dr.  Darling  of  Cambridge  whereby 
he  will  examine  and  report  within  twelve  hours  the  result  of  a  culture. 

Athol. 

Early  in  the  year  the  town  was  visited  with  an  outbreak  of  diphtheria, 
whicli  proved  the  most  fatal  that  the  town  has  undergone  for  years,  and 
which  in  the  space  of  a  few  weeks  resulted  in  6  deaths. 

In  the  spring,  the  board  of  health  purchased  a  formaldehyde  gas  appa- 
ratus for  disinfecting,  which  has  been  used  during  tlie  j'ear  in  the  disin- 
fecting of  all  premises  where  contagious  diseases  have  occurred,  and  which 
has  proved  much  more  convenient  and  effective  than  the  old  methods  that 
were  pursued. 

Beverly. 

The  general  health  of  the  community  depends  largely  upon  the  action  of 
the  people,  and  unless  the  people  will  voluntarily  comply  with  the  regula- 
tions of  the  board  of  health  unsatisfactory  work  will  be  the  result.  If 
each  property  owner  would  see  to  it  that  his  tenements  and  their  surround- 
ings are  kept  in  a  clean  condition  it  would  greatly  aid  the  board  in  a  very 
important  work. 
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We  are  of  the  opinion  that  the  time  is  not  far  distant  when  the  city  will 
have  to  provide  a  hospital,  or  some  suitable  place,  for  the  care  and  treat- 
ment of  contagious  diseases. 

The  following  report  of  Medical  Inspector  Morse  relates  to  an  epidemic 
of  scarlet  fever  wliich  occurred  at  Beverly,  Salem  and  Baker's  Island  in 
Salem  Harbor  in  July,  1901 :  — 

On  July  8  my  attention  was  called  to  a  number  of  cases  of  scarlet  fever  which 
had  occurred  in  the  cities  of  Salem  and  Beverly,  and  a  visit  was  made  to  the  city 
of  Beverly  on  that  date,  to  ascertain,  if  possible,  the  cause  of  the  infection.  Up 
to  this  date  21  cases  of  the  disease  had  been  reported  to  the  board  of  health  of 
the  city  since  the  first  of  the  month,  and  upon  obtaining  a  history  of  each  case  it 
was  found  that  19  of  them  w^ere  using  milk  supplied  by  one  dealer.  As  this 
dealer  during  the  preceding  year  had  had  an  epidemic  of  typhoid  fever  upon  his 
route,  the  methods  of  carrying  on  his  business  were  familiar  to  us,  and  a  visit 
was  made  immediately  to  his  farm.  It  was  ascertained  that  he  produced  five 
cans  of  milk  daily  himself  and  he  obtained  fourteen  other  cans  from  three  neigh- 
bors. Visits  were  made  to  these  three  farms  to  obtain  a  history  of  any  sickness, 
and  at  one  it  was  discovered  that  three  children  had  been  sick  during  the  preced- 
ing month.  The  first  one  ill  was  a  girl  sixteen  years  of  age,  who  had  been  to 
Boston  temporarily  and  had  been  at  home  only  a  few  days  when  she  was  taken 
ill  with  sore  throat.  Three  days  later  another  sister,  twelve  years  of  age,  and 
five  days  later  still  a  brother,  fourteen  yeai's  of  age,  had  sore  throat,  swelling  of 
the  glands  of  the  neck,  felt  tired  all  over,  went  to  bed  temporarily,  and  it  is 
stated  that  one  of  them  had  a  very  slight  rash  which  lasted  only  twenty-four 
hours.  The  boy,  fourteen  years  of  age,  after  his  recovery  from  the  acute  symp- 
toms, assisted  in  the  handling  of  the  milk.  The  dealer  himself  collected  the 
supply  from  these  farms  late  in  the  afternoon  of  each  day,  keeping  it  in  liis  ice 
chest  over  night  and  distributing  it  in  the  cities  of  Salem  and  Beverly  the  follow- 
ing day.  An  additional  supply  of  five  cans  also  went  to  a  summer  hotel  and  a 
few  summer  residents  who  lived  on  Baker's  Island,  and  upon  July  15  information 
was  received  at  this  office  that  a  number  of  cases  of  the  disease  had  developed 
among  the  people  residing  there.  The  next  day  a  visit  was  made  to  this  island 
and  all  of  the  cases  investigated.  It  was  found  that  10  persons  had  been  taken 
ill  with  undoubted  scarlet  fever  between  the  2d  and  7th  of  July,  and  2  others, 
who  iiad  lived  at  the  island,  had  been  removed  in  the  early  part  of  their  illness 
to  their  homes  at  Peabody.  Upon  further  investigation  it  was  found  that  every 
one  of  those  12  patients  had  used  milk  supplied  by  this  milkman,  while  others 
who  lived  on  the  island,  and  had  obtained  milk  from  other  sources,  had  not  been 
taken  ill. 

Attention  was  (hen  directed  to  cases  which  had  occurred  in  the  city  of  Salem 
during  the  month  of  July,  and  it  was  found  that  the  first  case  was  reported  on 
the  fifth  day  of  the  month,  and  from  then  to  the  15th  24  cases  had  occurred. 
During  the  remaining  two  weeks  of  the  month  only  3  cases  were  reported,  and 
in  Bevei'ly  there  was  a  total  of  31  cases  for  the  month,  only  2  of  which  were 
reported  in  the  last  two  weeks. 

Upon  the  first  suspicion  that  the  milk  supply  was  the  probable  source  of  infec- 
tion both  city  boards  of  health  ordered  the  dealer  to  discontinue  distributing  milk 
in  these  cities.     This  was  upon  the  8th  of  July,  and  allowing  a  week  for  patients 
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already  infected  to  become  ill  with  the  disease,  we  find  only  5  cases  of  the  60 
developing  at  a  time  subsequent  to  the  incubation  period  of  the  disease  and  after 
the  infection  had  been  stopped. 

In  summing  up  this  epidemic  ^\e  find  that  the  probable  source  of  infection  was 
a  mild,  unrecognized  case  of  scarlet  fever  in  a  person  who  subsequently  handled 
milk  which  became  infected  and  undoubtedly  produced  60  cases  of  the  disease. 
The  sudden  outbreak  of  the  disease,  and  the  almost  as  sudden  stopping  of  it  after 
the  soui'ce  had  been  determined,  would  confirm  the  probability  of  this  infection. 
Another  important  fact  was  the  high  fatality,  there  being  11  deaths  from  scarlet 
fever  reported  in  the  cities  of  Salem  and  Beverlj-  during  the  month,  -^  a  fatality 
of  18.33  per  cent.,  while  that  of  the  State  for  the  year  was  8.4. 

Blackstone. 

We  have  ordered  free  public  vaccination  on  three  different  occasions,  not 
having  bad  any  in  the  town  for  twenty  years  or  more.  "We  wish  to  extend 
our  thanks  to  the  local  mills  for  their  kind  assistance  in  requiring  their 
help  to  be  vaccinated. 

Boston. 

The  total  number  of  deaths  in  1901  was  11,300,  a  decrease  from  the 
previous  year  of  378  deaths,  and  the  death-rate  as  estimated  was  19.7  per 
1,000.  This  death-rate  was  less-  by  1.12  than  that  of  the  previous  year, 
and  was  the  lowest  on  record. 

Nuisances. — The  number  of  nuisances  abated  during  the  year  was 
22,110. 

Disivfection.  —  Number  of  rooms  disinfected  after  the  occurrence  of  in- 
fectious diseases,  11,747.  Number  of  streets,  yards,  passageways,  vaults, 
sinks,  cesspools  and  other  places  and  objects  disinfected,  92,942.  For 
these  purposes  2,075  gallons  of  formaldehyde,  56,750  pounds  of  chloride 
of  lime,  and,  1,000  pounds  of  bichloride  of  mercury  were  used. 

Regvlations.  —  During  the  past  year  the  board  found  it  necessary  to 
adopt  the  following  regulations  :  — 

In  consequence  of  the  occasional  occurrence  of  glanders,  as  a  result  of 
infection  contracted  in  horseshoeing  shops,  it  was  ordered  :  — 

That  the  walls,  h itching-bars,  chains  and  ropes,  or  other  apparatus  in  horse- 
shoeing shops,  to  or  by  which  horses  may  at  any  time  be  secured,  shall  be 
thoroughly  di.sinfocted  by  tlie  proprietor  of  such  sliops  with  a  five  per  cent,  solu- 
tion of  chloride  of  lime  at  the  close  of  each  day's  business. 

The  board  of  health  hereby  adjudges  that  the  deposit  of  sputum  in  public  places 
is  a  nuisance,  source  of  filth  and  cause  of  sickness,  and  hei'eby  orders,  that  spitting 
upon  the  floor,  platform  or  steps  of  any  railroad  or  railway  station  or  car,  or 
from  any  electric  car  while  said  car  is  in  the  subway  or  elevated  above  the  surface 
of  the  ground,  or  upon  the  floor,  platform  or  steps  of  any  puljlic  building,  hall, 
church,  theatre,  market,  or  any  sidewalk  immediately  connected  with  said  public 
places,  V)f',  and  hereby  is  prohibited. 
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The  board  of  health  hereby  forbids  the  exercise  of  the  trades  or  employments 
of  slaughtering  animals,  rendering  animal  matter  (except  fresh  tallow),  manu- 
facturing fertilizers,  mixing  or  storing  refuse,  animal  or  vegetable  substances, 
smoking  fish  or  meat,  or  the  keeping,  sorting  or  breaking  or  otherwise  handling 
of  rotten  or  offensive  eggs,  refining  oils,  making  vai'nish,  asphaltum,  glue,  gaso- 
line, or  any  burnmg  fluid  within  the  limits  of  the  city  of  Boston,  except  at  such 
place  or  places  as  may  be  assigned  by  said  board ;  such  trades  or  employments 
being  nuisances,  hurtful  to  the  inhabitants  of  said  city,  dangerous  to  the  public 
health,  attended  by  noisome  and  injurious  odors,  and  otherwise  injurious  to  the 
estates  of  said  inhabitants. 

No  substance  in  any  way  liable  to  be  disti-ibuted  or  blown  about  by  wind  or  air 
currents  shall  be  sieved,  screened,  agitated  or  otherwise  handled  or  exposed  in 
any  street  or  public  place,  nor  elsewhere  in  such  a  manner  that  particles  or 
portions  of  such  substances  are  scattered,  blown  or  otherwise  pass  into  or  upon 
any  such  street  or  public  place,  oy  into  or  upon  any  inhabited  buildings.  This 
shall  not  apply  to  the  delivery  of  coal,  provided  suitable  precautions  for  dampen- 
ing are  taken. 

No  carpets,- rugs,  mats  or  similar  articles  shall  be  beaten  in  any  street  or  pub- 
lic place,  and  no  carpets,  rugs,  mats,  old  garments  or  similar  articles  shall  be 
beaten  or  cleaned  upon  or  near  inhabited  buildings,  unless  reasonable  precaution 
is  taken  to  prevent  dust  particles  or  portions  of  said  ai'ticles  from  being  blown, 
scattered  or  otherwise  passing  from  the  place  where  such  beating  or  cleaning  is 
carried  on. 

No  work  shall  be  done  upon  any  building  or  other  structure  while  in  course  of 
erection,  alteration  or  demolition,  unless  every  reasonable  pi'ecaution  is  taken  to 
prevent  dust  or  fragments  of  lime,  mortar  or  other  similar  material  from  being 
blown  or  carried  into  or  upon  any  street,  public  place  or  inhabited  buildings. 

It  was  unanimously  voted  to  pass  the  following  regulation  respecting 
vaccination  :  — 

IVhereccs,  Small-pox  has  been  prevalent  to  some  extent  in  the  city  of  Boston, 
and  still  continues  to  exist,  although  the  number  of  cases  has  much  decreased, 
owing  largely  to  the  voluntary  vaccination  of  the  great  majority  of  the  inhabi- 
tants ;  and 

Whereas,  It  is  necessary  for  the  speedy  extirpation  of  the  disease,  that  all  per- 
sons not  protected  by  vaccination  should  be  vaccinated  ;  and 

Whereas,  In  the  opinion  of  this  board,  the  public  health  and  safety  require  the 
vaccination  or  re-vaccination  of  all  the  inhabitants  of  Boston ; 

Be  it  ordered.  That  all  the  inhabitants  of  the  city  who  have  not  been  success- 
fully vaccinated  since  Jan.  1,  1897,  be  vaccinated  or  re-vaccinated  forthwith. 

Tenement-houses.*  —  During  the  year  1901  a  most  thorough  and  system- 
atic inspection  of  the  tenement-houses  was  made,  and  there  is  now  on  file  in 
the  office  of  the  board  a  complete  record  of  every  tenement-bouse  in  Boston. 

*  A  "  tenemeDt-houae  "  means  a  bulldlog  which,  or  any  portion  of  which,  is  occupied,  or  Intended 
to  be  occupied,  ae  n  dwelling  by  more  than  three  familicB  living  independently  of  one  another  and  doing 
their  cooking  upon  the  premUee,  or  by  more  than  two  faroiliee  above  the  tiret  etory  bo  living  and  cooking, 
and  includes  apartment  houses,  family  hotels  and  flat  houses,  where  families  are  so  living  and  cooking. 
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The  inspection  has  been  thorough,  and  the  board  of  health  will  endeavor 
with  renewed  energy  to  diminish  the  unsanitary  and  unhealthful  conditions 
found  to  exist  as  a  result  of  this  inspection.  In  our  report  of  1900  we 
called  attention  to  bad  features  in  old  private  houses  which  had  been  altered 
over  into  tenement-houses.  In  making  this  inspection  the  fact  has  been 
very  forcibly  brought  to  our  attention  of  unsanitary  conditions  existing  in 
a  large  number  of  the  recently  erected  tenement-houses.  These  defects 
are  largely  want  of  light  and  air.  The  tendency  is  almost  entirely  towards 
the  construction  of  fireproof  buildings,  with  almost  no  attention  given  to 
light  or  ventilation.  The  board  is  of  opinion  that  some  change  in  the 
existing  building  law  should  be  made,  so  that  good  light  and  ventilation 
shall  be  provided  for  all  halls,  stairways,  bedrooms  and  water-closets  in 
every  tenement-house  hereafter  constructed. 

SmaU-jJOX.  — This  disease  appeared  in  a  very  mild  form  in  a  large  factory 
in  May.  It  was  not  recognized  until  several  severe  cases  had  resulted.  It 
was  then  reported  to  the  board  of  health,  and  within  forty-eight  hours  12 
cases  were  found  and  removed  to  the  hospital.  This  outbreak  was  soon 
ended,  but  another  and  another  occurred  in  different  parts  of  the  city.  All 
known  cases  were  quickly  picked  up  and  cared  for  in  the  hospital  and  all 
necessary  precautions  put  in  use.  In  spite  of  the  measures  taken,  cases 
increased  to  12  in  August,  to  30  in  September,  to  49  in  October,  to  195  in 
November,  to  201  in  December,  and  to  177  in  January. 

In  October  it  became  evident  that  more  hospital  accommodations  would 
be  required,  and  the  board  hastily  equipped  extra  buildings  at  Gallop's 
Island,  to  which  a  portion  of  the  patients  have  been  sent  since  November  16. 

Vaccination.  —  The  ofBce  for  public  vaccination  has  been  open  daily,  Sun- 
days and  July  1  to  September  1  excepted,  throughout  the  year,  where  12,180 
persons  have  been  vaccinated  by  the  city.  Beginning  November  13,  tempo- 
rary offices  for  free  vaccination  were  opened  from  six  to  eight  o'clock  in  the 
evening  for  a  few  weeks  at  a  time  in  several  sections  of  the  city  where  the 
largest  number  of  cases  of  small-pox  were  found.  Letters  were  sent  to 
railroad  companies,  mercantile  and  other  establishments  recommending 
the  free  vaccination  of  all  employees.  The  people  in  general  were  advised 
through  the  daily  papers  to  protect  themselves  from  small-pox  by  vaccina- 
tion. Under  these  several  methods  of  suggestion  by  the  board  of  health  a 
ready  and  generous  response  was  made  by  the  people,  and  a  very  large 
percentage  of  the  inhabitants  secured  vaccination.  There  were  then  left 
a  few  who,  for  one  reason  or  another,  neglected  or  refused  to  be  vaccinated, 
and  on  December  26  the  board  issued  its  order  for  the  vaccination  of  all 
the  inhabitants  of  the  city.  On  January  2  the  board  began  sending  physi- 
cians into  portions  of  the  city  where  most  needed,  to  give  free  vaccination 
in  the  homes  and  places  of  business,  and  to  take  the  names  of  those  who 
refused  to  be  vaccinated,  and  who  were  within  the  provisions  of  the  order. 
The  number  prosecuted  was  19. 
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Hosjntal  for  Consumptives.  —  The  board  of  health  regrets  to  say  that  it 
has  not  been  able  to  accomplish  as  much  in  the  way  of  diminishing  the 
prevalence  of  or  suffering  from  consumption  during  the  past  year  as  it 
could  have  done  had  it  possessed  the  advantage  of  a  convenient  and  suflS- 
cient  hospital  for  cases  in  the  advanced  stages  of  the  disease. 

Stables.  — Since  March  8,  1889,  no  new  stables  have  been  occupied,  nor 
increase  of  animals  allowed  in  any  stables,  without  a  written  permit  from 
the  board  of  health.  It  has  been  the  constant  effort  of  the  board  to  lessen 
the  objections  to  stables  by  improving  the  drainage  and  ventilation,  and 
particularly  by  changing  the  old  method  of  storing  manure,  which  has  been 
one  of  the  chief  objections  to  stables.  In  the  opinion  of  the  board,  stor- 
ing manure  in  pits  is  a  nuisance,  its  removal  an  unwarrantable  annoyance 
to  the  neighborhood  and  an  unnecessary  expense  to  the  owner. 


Medical  Inspection  of  Schools. 
Summary. 
Specific  infectious  diseases,     . 
Oral  and  respiratory  diseases, 

Diseases  of  the  ear, 

Diseases  of  the  eye,  .... 

Diseases  of  the  skin,         .... 

Examined  for  Vaccination  jjdarks. 

Satisfactory  marks  found, 

No  marks  found, 

Total 


379 

2,293 

137 

531 

2,883 


34,319 
2,282 

36,601 


Number  of  pupils  examined  in  the  schools, 55,409 

Number  recommended  to  be  sent  home, 3,647 

Number  of  consultations  with  teachers  (about  pupils  returning 

to  school,  etc.), 4,289 


Report  of  the  Director  of  the  Bacteriological  Laboratory. 

The  report  of  the  director  of  the  bacteriological  laboratory  demonstrates 
very  conclusively  the  importance  of  this  department  as  an  adjunct  of  the 
local  board. 

The  laboratory  routine  and  methods  are  first  described,  together  with 
notes  on  the  application  and  interpretation  of  the  laboratory  results  in 
practice,  and  the  outline  of  a  system  for  genealogical  record  of  cultures. 

Thereafter  are  given  the  results  of  certain  investigations  conducted 
under  general  instructions  from  the  board  of  health,  or  under  special 
instructions  in  particular  cases.  These  investigations  related  to  (1)  the 
morphology  of  B.  diphtheria,  (2)  the  sanitary  condition  of  the  Boston  ice 
supply,   (3)  public  laundries,  (4)  clam  digging  in  the  Mystic  River,  (5) 
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the  possibility  of  typhoid  infection  through  cooked  oysters  and  clams,  (6) 
a  case  of  ptomaine  poisoning,  (7)  candy-making,  (8)  arsenic  in  paint  used 
for  public  school  blackboards,  (9)  other  matters,  such  as  diphtheria  bacilli 
in  well  persons,  the  brown-tail  moth,  malarial  and  other  mosquitoes,  etc. 
An  appendix  follows,  summarizing  the  routine  work. 

The  work  of  the  laboratory  is  fully  detailed,  and  embraces  the  examina- 
tion of  suspected  tubercular  sputum,  diphtheria  cultures,  examinations  for 
typhoid  and  malarial  fevers,  glanders,  rabies,  influenza  and  other  diseases. 
An  elaborate  system  of  recording  cultures  genealogically  is  also  detailed. 

The  investigation  of  the  Boston  ice  supply  was  begun  in  a  previous  year, 
and  continued  in  1901.  The  ice  supply  is  derived  at  present  from  both 
natural  and  artificial  sources.  The  former  consists  of  four  ponds  in  New 
Hampshire  and  about  twenty-four  ponds  and  the  Charles  River  in  Massa- 
chusetts. The  Massachusetts  ponds  are  nearly  all  within  thirty  miles  of 
Boston.  Two  ice  ponds  and  the  Charles  River  are  partly,  or  wholly, 
within  its  limits. 

A  list  of  these  supplies,  giving  certain  particulars,  is  shown  in  the  fol- 
lowing table :  — 

Sources  of  Natural  Ice  in  1901. 


Nearest  Town. 


Area. 
Acres. 


Number  of 
Tons  cut. 


Massachusetts  Supplies. 
Charles  River,         .... 
Strong's  Pond,        .... 

Kibler's  Pond 

Pope's  Pond, 

Turner's  Pond 

Hammond's  Pond, .... 
Morse's  Pond,  .... 
Wigwam  Pond,       .... 

Morey's  Pond 

Washakum  Pond 

Lake  Qaannapowitt, 

Horn  Pond 

Oreat  Pond 

Warren's  Pond,      .... 

Sandy  Pond 

Silver  Pond 

Silver  Pond 

Mirror  Pond 

Rock  Pond,     

Cbebacco  Lake,  .... 
Wenham  Lake,  .... 
Maple  Spring  Pond, 

Great  J'ond 

Massapoag  Lake,  .... 
Fllnt'BPond 

♦       New  Hampsuirb  Supplies. 
Country  I'ond,        .... 

Lake  Paugus 

Lovell's  Pond 

Milton,  3  Ponds 


Boston, 

Boston, 

Boston, 

Milton,  . 

Milton,  . 

Newton, 

Wellosley,    . 

Dedham, 

Walpole, 

South  Framingham, 

Wakefield,    . 

Woburn, 

South  Weymouth, 

Littleton, 

Ayer,     . 

Plympton,     . 

Wilmington, 

Hudson, 

Georgetown, 

Hamilton, 

Beverly, 

Jefferson, 

North  Andover, 

Sharon  Heights, 

North  Grafton, 


Newton  Junction, 
Lakeport, 
Banbornvllle, 
Milton,  3  Ponds,  . 


10-15* 

10* 

20* 

20* 

28 

38 

32 

10-20* 

93 
264 

91 
288 

40 

80 
728 

38 

46 

43 
260 
255 

25 

621 

460 

? 


60* 
2,000* 
1,000* 

60* 


40,000* 
12,000 

1,000 
12,000 
12,000 

8,000 
20,000 
10,000 

2,000 
20,000 
70,000 
26,000 
25,000 
30,000 
30,000 
20,000 
40,000t 
40,000 
10,000* 
15,000 
15,000 
10,000 
10,000* 
30,000 
25,000 


25,000 
18,000 
70,000 
30,000t 


♦  KHtlraated. 

t  Bald  to  be  retailed  for  preserving  fish  exclusively. 

Note.  — While  this  list  may  be  considered  reasonably  accurate  as  representing  the  sources  of  this 
year's  supply  of  Ice,  It  muMt  be  remembered  that  minor  changes  occur  from  year  to  your,  although  as  a 
whole  the  sources  of  supply  remain  fairly  constant. 

Two  places  listed  as  ponds  In  the  above  (Kibler's  and  Pope's)  are  not  permanent  ponds,  but  merely 
hollows  which  are  flooded  each  year  In  the  autumn. 
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Outline  of  Natural  Ice  Business  m  Boston. — The  natural  ice  shipped 
into  Boston  from  a  distance  is  loaded,  for  retail  purposes,  into  ice  wagons 
directly  from  the  cars.  From  the  few  ice  houses  in  Boston  the  ice  is 
generally  taken  directly  into  wagons. 

Eight  ice  companies  cut,  store  and  sell  their  own  ice  at  retail  for  domestic 
purposes.  Another  company  cuts  its  own  ice  for  the  fish  trade.  Four  or 
five  buy  their  ice  from  outside  sources,  and  three  others  cut  ice  for  whole- 
sale purposes  chiefly.  Some  of  the  retail  ice  dealers  sell  also  wholesale  to 
small  companies  who  retail  it.  The  various  dealers  buy  or  borrow  from 
each  other  more  or  less  freely,  as  they  require  ice  to  meet  an  emergency 
shortage. 

The  total  amount  of  ice  sold  in  Boston  annually  is  estimated  at  300,000 
to  400,000  tons,  representing  about  75,000,000  to  100,000,000  gallons  of 
water.     Only  a  small  portion  is  actually  consumed  in  food. or  drink. 

Other  topics  treated  in  the  ice  report  are  the  pollution  of  natural  ice,  the 
danger  from  polluted  water  supplies,  typhoid  bacilli  in  relation  to  ice, 
opportunities  for  infection  of  ice,  artificial  ice,  dangers  from  artificial  ice, 
and  dirt  in  ice. 

Laundries.  — An  inspection  of  the  methods  pursued  in  various  laundries 
led  to  the  following  conclusions  :  For  the  present  it  would  seem  proper  to 
continue  the  advice  given  heretofore  by  the  board  of  health  that  in  all  cases 
of  infectious  diseases,  clothing  of  every  description  should  be  boiled  before 
being  washed,  and  that  such  infected  material  should  not  go  to  public 
laundries  at  all,  but  be  washed  at  home.  Uninfected  material  can  of  course 
do  no  harm. 

Animals  killed  at  the  Abattoir. — There  were  76,917  animals  killed  at 
the  abattoir.  Of  this  number  120  were  condemned,  weighing  62,682 
pounds,  mostly  cows.  Of  these,  114  were  condemned  on  account  of  tuber- 
culosis. Twenty  cases  of  actinomycosis  were  found.  Out  of  the  whole 
number  of  cattle,  tuberculosis  was  found  in  .98  per  cent,  (less  than  1 
per  cent.).  There  were  reported  235  horses  suspected  of  having  glanders, 
and  of  these  163  were  found  to  have  this  disease. 

Brockton. 

During  the  past  year  the  death-rate  in  the  city  has  been  very  low,  as 
compared  with  other  years,  which  is  one  of  the  greatest  reasons  for  con- 
gratulation. The  public  generally  has  seconded  the  efforts  of  the  board 
in  a  most  gratifying  manner,  respecting  all  its  rules  and  regulations,  and 
the  board  is  pleased  to  report  the  cit}',  as  a  whole,  in  a  very  good  condition. 

The  number  of  cases  of  contagious  diseases  that  the  board  has  had  to 
contend  with  has  been  most  gratifyingly  small,  although  the  anxiety  on 
account  of  several  cases  of  small-pox  was  correspondingly  great. 

Factory  sanitation  in  a  city  like  Brockton  is  a  most  important  thing,  and 
the  board  has  found  that  those  in  charge  of  the  factories  of  Brockton  fully 
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recognize  the  fact,  and  are  generally  careful   as   to   the  health   of  their 
employees.     This  argues  well  for  the  good  of  the  entire  community. 

Recognizing  the  vital  importance  of  having  none  but  pure  milk  sold  in 
the  city,  the  board  believes  that  all  persons  bringing  or  selling  milk  in  the 
city  should  be  compelled  to  have  their  milk  subjected  to  chemical  analysis, 
under  the  direction  of  the  board,  at  least  once  a  month.  The  present  sys- 
tem of  determining  the  purity  or  impurity  of  milk  sold  in  Brockton  is  most 
unsatisfactory  for  the  welfare  of  the  public. 

In  its  last  annual  report  the  board  devoted  considerable  attention  to  a 
recommendation  which  was  not  new,  calling  for  a  daily  inspection  of  the 
schools,  for  the  purpose  of  detecting  incipient  cases  of  contagious  diseases, 
and  arresting  them  by  precautionary  measures.  The  methods  to  be  fol- 
lowed in  carrying  out  such  a  system  are  now  generally  well  known,  and  it 
is  not  necessary  to  give  them  in  detail  here.  It  should  suffice  to  say  that 
the  plan  is  in  operation  in  many  cities.  It  is  generally  recommended,  and 
should  receive  the  attention  of  the  city  council.  As  the  cost  of  maintain- 
ing such  a  system  is  comparatively  small,  the  pecuniary  side  of  the  matter 
should  not  be  a  factor  in  influencing  opinion  against  it. 

The  board  has  decided  to  establish,  at  the  filter  beds  of  the  sewerage 
department,  a  laboratory  for  bacteriological  work.  Such  a  laboratory  will 
be  the  means  of  saving  the  city  considerable  money.  It  will  also  save 
much  valuable  time  in  the  work  of  the  department,  and  greatly  lessen  the 
danger  of  the  spread  of  contagion. 

The  need  of  a  hospital  for  infectious  diseases  could  not  have  been  more 
strikingly  shown  than  during  the  past  summer,  when  eight  children  in  one 
family  were  sick,  and  three  died  with  scarlet  fever.  This  instance  alone 
convinces  us  that  we  should  have  a  suitable  place  where  such  cases  can  be 
cared  for,  which  cannot  be  treated  in  their  own  homes  without  danger  to 
others. 

Brookline. 

The  amount  expended  for  maintaining  the  public  health  has  been 
S28,133.58. 

In  addition  to  a  general  authority  to  employ  necessary  officers,  agents 
and  assistants  to  execute  the  health  laws,  the  board  of  health  appoints  an 
agent  to  act  for  it  in  cases  of  emergency,  or  if  it  cannot  be  conveniently 
assembled.  This  agent  possesses  by  statute  all  the  authority  of  the  board 
itself,  but  is  directly  responsible  to  it,  and  under  its  supervision  and  con- 
trol. With  tlie  growth  of  population  and  the  increased  importance  of 
matters  pertaining  to  the  public  health  the  agent,  once  the  occasional 
adviser  of  tiie  board,  is  developing  into  its  executive  officer,  and  ought 
soon  to  become  the  head  of  a  department,  charged  witli  financial  as  well  as 
professional  responsibility,  just  as  the  superintendent  of  streets  or  schools 
is.  His  present  duties  are  to  exercise  a  general  oversight  over  all  the 
other  employees  of  the  board,  to  see  that  the  board  of  health  hospitals  are 
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properly  conducted  when  open,  and  wlien  they  are  closed  to  have  every- 
thing in  readiness  for  opening  them  at  short  notice,  to  find  out  what  pft- 
tients  ought  to  be  sent  to  the  hospitals,  and  to  see  that  they  are  sent,  to 
organize  the  corps  of  doctors  for  inspection  of  schools  when  contagious 
diseases  are  sufficiently  prevalent  to  make  school  inspection  desirable,  to 
inform,  advise  and  assist  the  board  in  every  way  in  performing  its  statu- 
tory duty  of  using  all  possible  care  to  prevent  the  spread  of  infection  when 
a  disease  dangerous  to  the  public  health  exists  in  the  town,  and,  in  general, 
to  bring  to  the  attention  of  the  board  all  matters  requiring  its  action,  and 
to  be  prepared  to  furnish  it  with  such  medical  advice  as  it  needs. 

The  laboratory,  conveniently  situated  in  the  police  station  building,  is 
in  charge  of  the  bacteriologist  and  director  of  the  laboratory-  Here  free 
daily  examinations  and  tests  are  made,  to  assist  the  physicians  practising 
in  the  town  in  determining  the  presence  of  diphtheria,  consumption  and 
typhoid  fever.  Outfits  for  taking  cultures  are  provided  by  the  town  and 
kept  at  centrally  located  drug  stores,  where  physicians  can  readily  obtain 
them.  Numerous  cultures  taken  by  direction  of  the  board  in  the  course  of 
a  search  for  the  cause  of  cases  of  diphtheria,  and  those  taken  in  the  public 
schools,  are  also  examined.  Other  more  elaborate  microscopical  and  chem- 
ical examinations  described  in  a  circular  issued  to  physicians  are  made  for 
a  small  fee,  of  which  the  town  receives  one-fifth  and  the  bacteriologist 
four-fifths. 

During  the  last  four  months  more  than  half  the  population  of  Brookline 
has  been  vaccinated  or  revaccinated,  but  there  are  still  several  thousand 
not  recently  vaccinated,  and  some,  chiefly  domestic  servants  from  the 
provinces,  who  have  never  been  vaccinated  at  all. 

At  the  last  annual  meeting  the  town  authorized  the  construction  of  new 
contagious  disease  hospital  buildings,  at  an  estimated  cost  of  S86,o00,  on 
the  site  of  the  old  board  of  health  hospitals,  erected  in  1894.  The  work 
on  the  new  buildings  is  well  advanced,  and  will  be  finished  in  the  course  of 
the  spring. 

The  town  furnishes  the  apparatus  and  material  for  disinfection,  the  esti- 
mated value  of  which  for  an  ordinary  room  is  one  dollar.  The  disinfeetor 
sends  his  bill  directly  to  the  householder  and  pays  over  to  the  town  all  the 
money  he  receives.  The  town  pays  for  his  labor  and  five  per  cent,  of  the 
amount  collected  bj^  him  from  householders  and  paid  over  to  the  town. 
The  disinfeetor  has  the  use  of  the  apparatus  free,  for  any  out-of-town  dis- 
infecting which  he  may  do,  when  it  is  not  needed  in  town. 

The  collection  of  ashes  and  rubbish  is  the  most  expensive  work  paid  for 
from  the  health  appropriation,  because  it  is  both  universal  and  continuous. 
The  number  of  loads  increases  every  year,  and  the  average  length  of  haul 
also  constantly  increases,  as  available  dumps  become  scarcer.  Combustible 
rubbish  is  separately  collected  and  much  of  it  is  burned.  The  work  is  done 
by  the  street  department. 
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Among  the  unusual  and  more  prominent  features  of  the  health  depart- 
ment's work  during  1901  have  been  the  building  of  a  hospital  for  diphtheria 
and  scarlet  fever  patients  ;  more  systematic  sanitary  inspection ;  a  begin- 
ning of  efforts  directed  against  the  mosquito  nuisance,  the  same  measures 
also  tending  to  abate  malaria ;  the  checking  of  an  outbreak  of  diphtheria, 
probably  due  to  infected  milk ;  and  finally,  the  precautions  taken  against 
small-pox  by  prompt  and  thorough  isolation  of  every  patient,  and  most  un- 
usual facilities  for  free  vaccination. 

In  August,  the  writer  made  a  special  report  to  the  board  on  the  mosquito 
nuisance,  with  recommendations.  A  brief  circular  of  information  on  the 
subject,  with  suggestions  as  to  co-operation  with  the  board  in  measures  to 
abate  the  nuisance,  was  sent  to  every  family  in  the  town.  The  laboratory 
assistant  inspected  almost  every  pond,  pool  and  ditch  in  the  town,  and 
"petrolized"  many  found  to  be  the  breeding  places  of  mosquitoes.  He 
also  treated  in  the  same  way  nearly  250  catch-basins,  found  infested 
with  mosquitoes.  Malarial  and  other  mosquitoes  in  every  stage  were  also 
cultivated  in  the  board  of  health  laboratory,  and  experiments  made  with 
various  oils  to  determine  the  best  for  the  destruction  of  mosquito  larvae 
(wrigglers).  In  certain  parts  of  the  town,  draining  and  filling-in  should 
be  done  to  permanently  remove  breeding  places  of  mosquitoes.  This  work, 
now  just  begun,  will  be  continued  throughout  the  season. 


Cambridge. 

Complaints  investigated  and  nuisances  abated  during  the  year,    .  1,559 

Number  of  inspections,    .        .         . 9,509 

Number  of  subsequent  inspections, 12,409 


Medical  Inspection  of  Schools. 
The  diseases  discovered  in  the  schools  and  the  number  of  cases  were  as 
follows :  — 


Chicken-pox,    . 
Diphtheria, 

Measles 

Mumps,    .... 

Influenza, 

Pediculosis, 

Whooping-cough,     . 

Diseases  of  ear, 

Diseases  of  eye, 

Diseases  of  heart,     . 

Diseases  of  nervous  system. 

Diseases  of  respiratory  system 

Diseases  of  skin, 

All  other  diseases,    . 

Total, 


17 
6 
28 
30 
12 

252 
18 
25 

150 

2 

28 

20 

153 

329 

1,070 
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Temporary  Hospital.     Diphtheria. 
The  hospital  was  reopened  Oct.  29,  1900,  from  which  date  to  Dec.  31, 
1901,  inclusive,  there  were  admitted  211  cases,  in  each  of  which  the  clinical 
diagnosis  was  conflrmed  by  a  positive  culture. 

Bacteriological  Laboratory. 
The   total   number   of   examinations   made   was    2,959,   distributed   as 
follows :  — 


Throat  cultures  for  diphtheria, 
Sputum  examinations  for  tuberculosis, 
Blood  examinations  for  typhoid  fever, 

Total, 


2,552 
229 
178 

2.959 


The  mean  annual  death-rate  for  the  ten  years  1S92  to  1901,  inclusive, 
was  18.35.  In  calculating  death-rates,  the  deaths  of  non-residents  occur- 
ring in  the  city  were  excluded,  and  the  deaths  of  residents  wherever  they 
occurred  were  included. 

In  November  four  stations  were  opened  for  free  vaccination,  at  which 
the  following  number  of  persons  were  vaccinated  :  — 


East  Cambridge, 
Cambridgeport, 
Old  Cambridge, 
North  Cambridge, 

Total, 


2,258 

2,054 

843 

638 

5,793 


Chelsea. 

The  death-rate  for  the  year  is  about  14  -f-  per  thousand  of  the  population. 
In  computing  this  death-rate  the  deaths  at  the  Soldiers'  Home,  Marine  and 
Naval  hospitals,  of  non-residents  at  the  Frost  Hospital  and  still-births  are 
deducted  from  the  total. 

Chicopee. 

During  the  past  year  there  have  been  no  serious  epidemics  of  contagious 
disease,  and  the  mortality  from  the  cases  reported  to  the  board  was  small. 

During  the  early  months  of  the  year  a  number  of  cases  of  typhoid  fever, 
which  occurred  at  Chicopee  Falls,  were  investigated,  and  in  14  cases  the 
cause  was  found  to  arise  from  the  drinking  of  water  from  the  Chicopee 
River  and  from  a  spring  which  was  fed  by  percolation  from  the  canal.  An 
analysis  by  the  State  Board  of  Health  showed  the  water  from  the  spring 
so  polluted  as  to  be  unfit  for  use,  and  the  spring  was  condemned  and  its 
further  use  ordered  discontinued.  Steps  were  also  taken  to  prevent  use  of 
the  river  water  for  domestic  purposes,  since  which  time  no  more  cases  of 
the  disease  have  occurred  in  that  neighborhood. 
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On  request  of  the  board  of  health  the  board  of  aldermen  passed  the  fol- 
lowing ordinance : — 

Section  1.  The  board  of  health  shall  have  the  power  to  inspect  from  time  to 
time,  as  said  board  may  deem  necessary,  all  ice  kept  by,  or  in  the  possession  of, 
any  j^erson  with  the  intent  to  sell  the  same,  or  oifered  for  sale  by  any  person,  and 
to  enter  upon  an}-  i^remises  where  such  ice  "is  kept  or  stored  or  oifered  for  sale 
for  the  purpose  of  making  such  inspection. 

Section  2.  If  the  board  of  health,  after  such  inspection,  shall  determine  that 
any  ice  so  kept  for  sale  is  impure  or  unfit  for  use,  the  said  board  shall  forbid  the 
sale,  or  offering  for  sale,  or  keeping  with  intent  to  sell  said  impure  or  unfit  ice, 
by  an  order  in  writing  which  shall  be  served  upon  the  person  so  keeping  or  olfei'- 
ing  for  sale,  or  selling  said  ice,  and  a  copy  of  said  order  shall  be  posted  in  a  con- 
spicuous place  upon  the  premises  where  said  impure  or  unfit  ice  is  kept  or  stored, 
and  after  the  service  of  said  notice  no  person  shall  keep  in  his  possession  for  the 
purpose  of  sale,  or  offer  for  sale,  or  sell  any  portion  of  said  ice  so  determined  to 
be  impure  or  unfit  within  the  limits  of  the  city. 

Section  3.  No  person  shall  bring  into  the  city,  or  have  in  his  possession,  with 
intent  to  sell,  or  offer  for  sale,  or  sell  any  ice  until  the  source  of  supply  of  the 
same  shall  have  been  approved  in  writing  by  the  board  of  health. 

Section  4.  Whoever  shall  violate  any  of  the  provisions  of  this  ordinance  shall 
be  liable  to  a  fine  not  exceeding  twenty  dollars  for  each  oflence. 

Pursuant  to  this  the  board  of  health  caused  inspection  to  be  made  of  all 
sources  of  ice  supply  sold  within  the  city,  and  granted  certificates  of 
approval  to  seven  persons,  also  two  conditional  certificates  subject  to 
furtherdnvestigation,  while  one  application  was  refused. 

Clinton. 

This  board  should  be  non-partisan,  and  consist  of  intelligent,  public- 
spirited  citizens,  without  reference  to  party  affiliation.  The  present  mem- 
bers hope  that  fitness  for  office  will  be  the  only  consideration  actuating  the 
selection  of  candidates  in  the  future. 

Nearly  half  the  population  were  vaccinated. 

Formaldehyde  gas  has  been  used  for  the  disinfecting  of  74  rooms  in 
dwelling-houses,  besides  14  large  school-rooms  and  5  corridors  which  had 
been  exposed  to  infection  as  a  result  of  the  forty-six  cases  of  contagions 
and  infectious  diseases  which  have  occurred  during  the  year. 

Total  number  of  nuisances  investigated,  358. 

P2ach  spring  the  whole  town  is  examined,  and  cellars,  yards  and  alley- 
ways where  rubbish  and  filth  have  collected,  are  required  to  be  cleaned. 

Everett. 
The  board  has  investigated  118  complaints,  issued  80  orders  to  abate 
nuisances  and  ordered  290  sewer  connections.     There  haye  been  250  fumi- 
gations, including  6  school-rooms.     The  death-rate  on  an  estimated  popu- 
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lation  of  25,000  has  been  15.28,  as  compared  with  a  rate  of  14.97  in  1900 
and  15.21  in  1899. 

Of  the  12  deaths  from  diphtheria,  5  died  without  being  treated  with 
antitoxin,  and  in  4  of  the  other  cases  the  patient  died  within  twenty- four 
hours  after  the  disease  was  recognized  by  the  physician,  the  patient  being 
treated  by  the  family,  and  in  1  of  the  other  3  cases  the  patient  died  from 
a  heart  complication,  not  having  been  especially  sick  with  the  diphtheria. 

At  present  there  is  no  place  in  our  city  where  the  usual  forms  of  con- 
tagious diseases  can  be  treated  except  in  the  dwellings  where  the  disease 
happens  to  occur.  The  care  of  many  of  these  cases  has  been  inadequate 
and  has  imposed  a  great  hardship  either  on  the  patient  or  upon  others. 
Every  community  rightfully  should  provide  for  the  care  of  its  inhabitants, 
and  until  a  contagious  hospital  is  provided  the  public  must  suffer. 

Fall  River. 

A  contagious  hospital  is  a  pressing  need.  If  an  appropriation  to  enable 
the  board  to  rent  or  lease  a  building  for  this  purpose  cannot  be  granted, 
the  city  should  erect  a  wooden  building  on  some  of  its  land  at  the  city 
farm,  or  elsewhere,  which  might  answer  the  purpose  until  a  properly 
equipped  hospital,  where  contagious  diseases,  such  as  scarlet  fever  and 
diphtheria,  that  cannot  be  cared  for  at  home,  could  be  removed  for  isolation 
and  treatment,  can  be  provided. 

In  61  of  the  79  cases  of  diphtheria  reported,  antitoxin  was  administered 
to  the  patients,  and  of  this  number  only  3  died  ;  of  the  remaining  18,  in 
which  antitoxin  was  not  used,  all  died.  That  we  did  not  have  many  more 
cases  of  diphtheria  reported  we  are  satisfied  is  due  to  the  fact  that  anti- 
toxin, in  immunizing  quantities,  was  administered  by  the  attending  physi- 
cian to  all  the  children  in  the  family  not  affected  with  the  disease  just  as 
soon  as  he  was  satisfied  that  the  first  patient  he  was  called  to  attend  had 
diphtheria. 

FiTCHBURG. 

The  saving  in  time  now  obtained  from  the  so-called  rapid  diagnosis  from 
the  swab  culture  proves  to  be  of  material  assistance,  both  to  the  attending 
physician  and  to  this  board,  in  securing  an  early  quarantine  of  the  case. 

The  health  of  the  city  has  been  uuusually  good  the  past  year.  Two 
hundred  and  fortj'-six  cases  of  contagious  diseases  were  reported  to  the 
board,  as  against  402  the  previous  year.  The  board  has  continued  to 
enforce  its  regulations  regarding  quarantine  of  contagious  diseases,  as  in 
previous  years.  In  all  these  cases  the  wage  earner  has  been  considered 
and  preference  given  him  or  her,  as  the  case  may  be.  So  long  as  this  city 
has  no  hospital  for  contagious  diseases  it  will  be  ncccssarj'  for  this  board 
to  restrict  the  liberty  of  some  people  by  reason  of  quarantine  regulations. 
Modern  houses  should  have  one  room  so  isolated  from  the  rest  of  the  living 
portion  of  the  house  that  in  the  event  of  an  inmate  being  sick  with  a  disease 
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contagious  to  the  public,  such  person  could  readily  be  quarantined  without 
the  other  members  of  the  family  being  kept  from  their  respective  occupa- 
tions. Blocks  and  tenements  should  be  so  constructed  that  the  various 
families  living  in  them  could  have  access  to  the  outside  world  other  than 
through  a  single  door  for  the  entire  building.  Sanitary  arrangements, 
water  supply  and  fuel  accommodations  should  be  furnished  each  family 
independent  of  all  others  in  the  block,  so  that  when  necessary  all  communi- 
cation could  be  cut  off  from  every  other  family  occupying  the  building. 

Fumigation  of  rooms  occupied  by  persons  sick  with  consumption,  or  after 
their  decease,  still  continues  to  be  the  policy  of  the  board,  and  the  public 
are  now  beginning  to  realize  its  value. 

The  causative  relation  of  poor  plumbing  in  houses  to  disease  is  shown  in 
the  following  data. 

Fifty-two  cases  of  diphtheria  were  reported  during  the  year.  The 
plumbing,  as  shown  by  house  inspection,  was  in  good  condition  in  65.4  per 
cent.,  in  fair  condition  in  19.2  per  cent.,  and  in  poor  condition  in  15.4 
per  cent. 

In  the  14  cases  of  membranous  croup,  in  64.3  per  cent,  of  the  houses  the 
plumbing  was  in  good  condition,  21.4  per  cent,  in  fair  condition  and  14.3 
per  cent,  in  poor  condition. 

The  plumbing  was  in  good  condition  in  61.4  per  cent,  of  the  houses  in 
which  typhoid  fever  occurred  during  the  year,  in  fair  condition  in  27.1  per 
cent,  and  in  poor  condition  in  11.5  per  cent.  The  total  number  of  cases 
was  48. 

Only  15  cases  of  scarlet  fever  were  reported  during  the  year,  and  in  none 
of  these  were  the  surroundings  dirty.  There  were  but  2  cases  in  which  the 
plumbing  was  poor;  the  houses  in  the  remaining  86.7  per  cent,  were  in 
good  condition  as  far  as  the  plumbing  was  concerned. 

In  all  these  cases  the  plumbing  referred  to  included  anything  by  or 
through  which  waste  water  or  sewage  was  conveyed. 

Gloucester. 
The  following  report  of  Dr.  Morse,  medical  inspector,  relates  to  an  un- 
usual prevalence  of  typhoid  fever  at  Gloucester  in  October,  1901  :  — 

During  the  month  of  October  frequent  reports  of  cases  of  typhoid  fever  were 
received  at  this  office  from  the  city  of  Gloucester,  and  on  October  24,  as  the  cases 
did  not  seem  to  be  abating,  an  investigation  was  made.  It  was  found  that  the 
locality  infected  was  in  the  village  of  Lanesville,  a  part  of  the  city  on  the  nortli  side 
of  Cape  Ann.  As  a  result  of  the  investigation  it  was  found  that  19  cases  of  the 
disease  had  appeared  in  this  locality,  most  of  tlicm  occurring  in  the  early  part  of 
the  month,  Vjut  a  few  later  ones  appearing  in  families  where  previous  cases  ah'cady 
existed. 

From  a  history  obtained  from  each  patient,  it  was  apparent  that  no  common 
source  of  infection  existed,  the  jiatients  not  having  the  same  milkman,  and,  as  far 
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as  could  be  learned,  no  common  dealer  in  any  article  of  food.  The  village  has 
no  public  water  supply  and  each  family  has  in  the  yard  a  well  which  is  used  for 
domestic  purposes.  Samples  of  water  were  obtained  from  wells  at  six  different 
houses,  and  upon  analysis  all  of  them  were  found  to  be  most  seriously  polluted. 
The  board  of  health  of  the  city  were  informed  of  the  results  of  these  analyses, 
and  although  it  could  not  be  definitely  stated  that  the  well  waters  were  the 
specific  sources  of  infection,  they  were  certainly  of  such  a  suspicious  character 
that  they  could  be  pointed  to  as  the  probable  sources,  and  the  board  were  advised 
to  take  measures  to  prevent  further  use  of  these  well  waters. 

Great  Barrington. 

There  is  evidently  a  growing  appreciation  on  the  part  of  the  inhabitants 
of  the  importance  of  a  thorough  quarantine  in  all  cases  of  contagious  or 
infectious  diseases,  and  the  maintaining  of  good  sanitary  conditions  about 
their  homes. 

We  earnestly  desire  the  assistance  of  every  resident  of  our  town  in  the 
maintenance  of  such  conditions  as  will  make  it  more  cleanly,  more  healthful 
and  desirable  for  a  home, 

HiNGHAM. 

It  is  the  opinion  of  the  board  that  if  a  case  of  small-pox  should  occur  in 
Hingham  it  would  be  best  to  quarantine  the  person  in  his  own  home,  if 
possible,  but  as  it  might  happen  that  it  would  be  safer  to  remove  the  person 
infected  with  the  disease,  the  board  has  had  three  rooms  in  a  house  on  the 
town  farm  thoroughly  cleansed  and  painted  and  put  in  proper  shape  for  use 
as  a  hospital  if  necessary. 

HOLYOKE. 

During  the  past  year  the  board  has  continued  the  system  of  bacterio- 
logical examinations  in  all  cases  of  diphtheria  or  of  throat  trouble  of  a 
suspicious  nature.  Dr.  H.  C.  Emerson  of  Springfield  was  again  elected 
bacteriologist  of  the  board. 

Such  yearly  inspections  of  bakeries  and  their  surroundings,  as  is  pre- 
scribed by  law,  have  been  made.  Taken  as  a  whole,  these  important 
places,  where  so  much  of  our  food  product  is  manufactured,  were  found  to 
be  in  good  general  condition.  Twenty-six  bakeries  are  at  present  in  oper- 
ation in  the  city.  The  board  endeavors  to  use  its  influence  against  the 
establishment  of  cellar  bakeries,  and  such  advice  is  being  favorably  taken 
in  all  new  establishments. 

Vital  Statistics.  —  In  this  branch  of  the  work  the  board  is  constantly 
endeavoring  to  bring  the  standard  of  its  ofllce  up  to  that  of  the  boards  of 
statistics  in  the  larger  cities.  This  year,  in  addition  to  a  gradual  exten- 
sion of  the  system,  we  have  purchased  a  "  card  index  system,"  upon  which 
all  of  the  statistics  of  the  department  will  be  placed,  and  which,  when 
completed,  will  place  them  in  practical  form  for  ready  use. 
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Leominster. 

The  great  question  which  will  soon  confront  this  town  is,  what  will  be 
done  with  the  sewage  ?  Already  some  signs  have  appeared  which  point 
significantly  to  the  fact  that  it  is  but  a  matter  of  time  when  the  sewage 
must  not  be  emptied  into  the  Nashua  River. 

The  use  of  antitoxin,  we  are  glad  to  note,  has  become  almost  universal 
here,  nearly  every  physician  using  it  freely  and  early  in  the  treatment  of 
diphtheria  ;  and  to  this  undoubtedly  is  due  the  fact  that  the  death-rate  was 
so  low.  This  board  obtained  from  the  State  Board  of  Health  every  few 
days,  a  supply  of  fresh  antitoxin,  which  was  furnished  free  to  the  physi- 
cians, so  that  all  that  was  needed  could  be  readily  obtained. 

Lowell. 

We  maintain  a  house  to  house  inspection  and  keep  a  card  index,  which 
shows  at  all  times  the  condition  at  the  last  inspection. 

Bacteriological  Laboratory.  — ■  "Whole  number  of  examinations,  2,411.  In 
addition  to  the  regular  work  in  diphtheria  this  laboratory  took  part  in  the 
investigations  proposed  by  the  committee  on  diphtheria  in  well  persons,  of 
the  Massachusetts  Association  of  Boards  of  Health,  to  settle  the  vexed 
question  about  the  frequency  of  the  presence  of  diphtheria  bacilli  in 
healthy  throats.  During  April  and  May,  through  the  courtesy  of  the 
agents  of  the  various  mills,  the  bacteriologist  was  permitted  to  enter  the 
mills  during  hours,  and  with  the  kindly  and  willing  co-operation  of  the  opera- 
tives, 500  cultures  were  made,  one  each  from  nose  and  throat  of  250  indi- 
viduals. It  seems  a  waste  of  time  and  energy  to  attempt  to  discuss  the 
value  of  the  culture  to  detect  and  the  antitoxin  to  relieve  and  probably 
cure  diphtheria. 

Every  health  report  for  the  last  six  years  has  made  a  request,  and  set 
forth  clearly  the  reasons  why  Lowell  should  have  a  hospital,  ample  to  meet 
the  needs  of  its  citizens  and  located  where  there  could  be  plenty  of  air,  sun- 
shine and  a  plentiful  water  supply. 

The  collection  and  disposal  of  garbage  in  a  thorough  and  sanitary  manner 
are  questions  of  ample  appropriations  ;  a  good  equipment  of  covered  metal 
carts,  subjected  to  daily  cleansing  and  disinfection  ;  suitable  and  well-kept 
horses  and  equipments,  sober  and  efficient  men,  and  a  business-like  admin- 
istration that  will  give  to  the  houses  as  prompt  and  regular  service  as  pos- 
sible, taking  care  of  the  product  in  such  a  way  as  to  cause  the  least  annoy- 
ance and  odor  in  its  final  disposal. 

Lynn. 
The  regulation  relating  to  gathering  of  ashes  and  rubbish  was  on  May 
13  modified  to  read  as  follows  :  — 


No.  34.]  HEALTH   OF   TOWNS.  577 

All  owners  and  occupants  of  any  and  all  premises  are  hereby  required  to  place 
their  ashes  and  rubbish  in  barrels  or  other  suitable  I'eceplacles  on  the  outside 
edge  of  the  sidewalk  in  front  of  their  premises  not  later  than  7  a.m.  of  the  day 
that  the  board  of  health  will  collect  the  ashes  and  rubbish  of  the  owners  and 
occupants  of  said  premises.  Dry  coml)UStible  waste,  such  as  paper,  paper  bo.xos, 
excelsior,  straw,  hay  and  sawdust  must  be  put  in  a  separate  receptacle  from  that 
or  those  containing  ashes  or  other  rubbish,  except  as  hereinafter  provided.  Paper 
and  paper  boxes  will  be  taken,  if  securel}-  tied  up  into  bundles  and  placed  on  the 
outside  edge  of  the  sidewalk.  No  barrel  or  other  receptacle,  together  with  its 
contents  of  ashes  and  rubliish,  and  no  bundle  or  bale  of  paper  or  paper  boxes, 
shall  exceed  loO  pounds  in  weight.  The  use  of  dry  goods  boxes  or  cases  as  said 
receptacles  is  forbidden,  likewise  any  other  receptacle  of  such  shajje,  size,  design 
or  bulk  that  it  cannot  be  ordinarily  handled  by  one  man  with  contents.  Stones, 
gravel,  loam,  manure,  waste  building  materials,  furniture,  junk,  trimming  of 
trees,  vines  and  leaves  will  not  be  removed.  No  team  having  passed  through 
the  street  will  be  sent  back  to  collect  ashes  or  rubbish  not  put  out  before  7  a.m. 
All  persons  are  forbidden  overhauling  said  bundles,  bales  or  the  contents  of  any 
barrel  or  receptacle  for  waste  material  set  upon  the  sidewalk  to  be  removed  by 
the  board  of  health. 

There  has  been  collected  during  the  year  39,856  loads  of  ashes  and 
rubbish. 

During  the  year  a  convalescent  ward  has  been  added  to  our  hospital 
plant.  It  is  an  exact  counterpart  of  the  diphtheria  ward,  and  is  connected 
with  the  same  by  means  of  a  corridor.  Our  reason  for  this  arrangement 
is  in  case  the  capacity  of  tlie  hospital  is  overtaxed  with  diphtheria  patients 
this  could  be  used  as  a  sick  ward.  When,  on  the  other  hand,  there  is  an 
excessive  number  of  convalescents  it  can  be  completely  isolated  by  shutting 
off  the  corridor  and  entering  from  the  outside.  The  city  is  fortunate  in 
having  so  well  an  equipped  hospital  in  treatment  of  small-pox,  but  unfor- 
tunate in  that  it  is  far  too  small.  There  can  be  at  present  only  8  cases 
treated  with  ease.  In  tlie  present  emergency  we  came  within  one  patient 
in  filling  the  hospital.  Had  the  disease  spread,  we  should  have  been 
obliged  to  tit  up  another  house,  at  great  expense.  The  capacity  of  the 
hos{)ital  can  be  doubled  at  small  expense  by  building  one  large  ward,  of 
twice  the  capacity  of  the  existing  wards,  to  the  rear  of  the  building. 

INIalden. 

The  health  and  sanitary  condition  of  the  city  through  the  year  has  been 
generally  satisfactory. 

"We  have  been  comparatively  free  from  epidemics  and  contagious  dis- 
eases, except  for  an  outbreak  of  measles  at  the  close  of  the  year,  which 
was  largely  due  to  gross  carelessness  on  the  part  of  parents  and  children, 
—  a  carelessness  which  was  beyond  the  power  of  the  board  of  healtli  to 
avert. 

Four  cases  of  small-pox  occurred  during  November  and  December,  one  of 
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which  proved  fatal.  These  cases  were  all  treated  under  strict  quarantine 
in  residences  in  the  city,  and  it  is  gratifying  to  be  able  to  state  that  there 
was  no  spread  of  the  disease  from  any  one  of  them  after  they  came  under 
our  care.  This  occurrence,  however,  has  had  one  salutary  effect  in  awak- 
ening the  citizens  and  the  city  government  to  a  sense  of  the  necessity  and 
duty  of  providing  a  suitable  hospital  for  the  treatment  of  this  disease  and 
for  the  better  protection  of  the  community  against  it,  and  after  long  years 
of  urgent  pleading  the  board  of  health  has  at  last  been  provided  with  the 
required  funds,  and  will  proceed  at  its  earliest  opportunity  to  build  such  a 
hospital. 

Free  vaccination  was  furnished  and  largely  availed  of  and  urged  strenu- 
ously upon  all  the  citizens. 

Marblehead. 

As  a  precautionary  measure  the  school  committee  were  ordered  to  enforce 
the  law  regarding  the  admission  of  children  to  school  who  had  not  been 
vaccinated,  and  all  who  had  not  been  thus  vaccinated  within  five  years  were 
required  to  be  before  admission. 

Free  vaccination  stations  were  opened,  at  which  over  600  persons  were 

vaccinated. 

Marlborough. 

For  the  first  time  since  1894  small-pox  appeared  in  Marlborough.  At 
the  time  we  were  absolutely  unprepared  for  handling  any  case  of  this  kind, 
there  being  no  building  available  for  the  purpose. 

On  the  day  the  disease  was  pronounced  small-pox  by  Dr.  Morse,  the  in- 
spector of  the  State  Board  of  Health,  work  was  immediately  commenced  on 
a  wooden  structure  on  land  of  the  city  farm,  and  the  building  was  com- 
pleted on  the  following  day,  and  the  patient  was  removed  there  that  night. 
A  second  case  developed  in  the  person  of  the  nurse  of  the  first  patient,  but 
in  a  very  mild  form.     Both  cases  recovered. 

Medford. 

One  thousand  nine  hundred  and  eighty-two  persons  have  been  vaccinated 
at  the  expense  of  the  city. 

The  board  again  emphasizes  its  statement  in  regard  to*  the  urgent  need 
of  early  and  carefully  made  microscopical  examination  in  cases  suspected 
to  be  diphtheria,  and  would  also  add  that  it  is  now  necessary  for  the  phy- 
sician to  procure  one  or  more  negative  cultures  before  asking  for  a  release 
of  the  patient  from  quarantine. 

In  response  to  the  request  of  the  board  of  health,  the  mayor  and  city 
council  ordered  "  tliat  tlie  sum  of  $1,000  be  and  the  same  hereby  is  appro- 
priated for  the  purpose  of  free  vaccination  or  for  any  other  needs  that  may 
be  deemed  wise  by  the  board  of  health  and  liis  honor  the  mayor,  for  the 
suppression  of  small-pox  in  the  city  of  Medford,  said  amount  so  appro- 
priated to  be  taken  from  any  available  unexpended  balance." 
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The  city  is  to  be  congratulated  upon  having  excellent  accoraraodations 
for  the  care  of  sinall-pox  patients.  The  hospital  is  distant  from  the  popu- 
lous portions  of  the  city,  and  is  well  supplied  with  water  and  proper  sani- 
tary and  heating  apparatus. 

MiDDLEBORODGH. 

The  work  of  the  year  has  been  a  busy  one.  Early  in  the  year  the  board 
adopted  an  order  forbidding  spitting  upon  our  sidewalks  and  public  places, 
which  has  been  very  well  complied  with. 

The  keeping  of  fowl  has  become  a  serious  and  vexed  question. 

Milton. 

At  the  meeting  of  November  20  it  was  ^'' Voted,  That  the  school  com- 
mittee concurring,  all  teachers  and  scholars  in  the  public  schools  be  required 
to  either  produce  a  certificate  showing  that  they  had  been  vaccinated  withio 
four  years,  to  give  evidence  of  recent  vaccination,  or  to  present  themselves 
for  vaccination  to  one  of  the  physicians  selected  by  this  board."  The 
principals  of  the  private  schools  of  the  town  were  notified  of  the  above 
action,  and  urged  to  see  that  every  scholar  in  their  schools  was  vaccinate<l. 

On  the  same  date  the  following  notice  to  the  citizens  was  adopted  :  —    ..,| 

Owing  to  the  prevalence  of  small-pox  in  Boston  and  the  neighboring  towns,  the 
board  of  health  considers  it  imperative  that  all  inhal)itants  of  the  town  who  hay^e 
not  been  vaccinated  within  the  past  four  years  should  be  vaccinated,  or  re-vaccir 
nated,  at  once.  ^  , 

Beside  the  danger  to  the  individual,  the  lioard  of  health  calls  the  attention  of 
all  citizens  to  the  inconvenience  that  would  arise,  both  in  the  home  and  in  busi- 
ness, from  the  rigorous  quarantine  regnhitions  which  would  be  immediately  en- 
forced should  any  member  of  a  household  contract  the  disease. 

Those  who  eannot  aflord  to  pay  for  vaccination  will  find  a  physieian  at  the 
time  and  places  stated  below,  who  will  perform  the  service  without  ciiarge. 

Public  vaccinations  were  performed  four  times  a  week  for  two  weeks  in 
four  of  the  school-houses,  and  .")00  persons  availed  themselves  of  the  oppor- 
tunity to  be  vaccinated.  In  addition  to  this,  723  vaccinations  were  done 
in  the  public  schools. 

We  think  that  a  suitable  hospital  for  the  use  of  the  board  of  health  for 
the  isolation  of  cases  dangerous  to  the  public,  sufficient  to  accommodate  H 
patients,  could  be  built  and  equipped  for  S5,000  to  85,500  at  the  town 
farm,  where  it  could  be  so  placed  as  to  be  sufficiently  remote  from  all  other 
buildings.  We  have  accordingly  caused  an  article  to  be  inserted  in  the 
warrant,  in  order  that  the  citizens  being  informed  as  to  the  facts,  the  towu 
may  take  such  action  as  it  sees  fit. 
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Nahant. 
The  following  report  of  Medical  Inspector  Morse  relates  to  an  unusual 
prevalence  of  typlioid  fever  at  Nahant  in  September,  1901  :  — 

On  September  26  my  attention  was  called  by  the  board  of  health  of  the  town 
of  Nahant  to  the  existence  of  a  number  of  cases  of  typhoid  fever  which  had  been 
present  in  the  town  during  the  latter  part  of  September.  A  visit  was,  accord inglj?^, 
made  to  the  town,  the  conditions  investigated,  and,  as  a  result,  it  was  found  that 
12  cases  of  the  disease  had  been  present  since  the  16th  of  the  month.  On  further 
study  it  was  found  that  another  case  had  existed  previous  to  this  time,  the  patient 
being  a  young  man  who  had  been  on  a  pleasure  trip  to  Maine  and  had  returned 
ill  with  the  disease  on  August  15.  Of  these  12  cases  3  had  been  removed  to  tlie 
Lynn  Hospital  for  treatment,  4  to  the  Massachusetts  General  Hospital  and  1  to 
the  Waltham  Hospital,  and  upon  investigation  it  was  found  that  all  of  them  had 
a  common  milk  supply. 

A  visit  was  then  made  to  the  farm  where  the  milk  was  produced  and  it  was 
found  that  the  supply  was  obtained  from  twenty  cows  kept  upon  the  premises. 
As  an  additional  supply  one  or  two  cans  daily  were  obtained  from  a  Lynn  dealer 
when  necessary.  The  conditions  existing  at  this  farm  were  inadequate  for  carry- 
ing on  such  a  large  business.  The  barn  was  not  capable  of  accommodating  the 
number  of  cattle  kept  at  the  farm,  and  the  appliances  for  washing  the  milking 
utensils  were  extremely  unsatisfactory.  The  water  for  the  cattle  was  obtained 
from  the  public  supply,  but  for  washing  the  milking  utensils  the  supply  was 
obtained  from  a  well  in  front  of  the  house,  located  only  fifteen  feet  distant  from 
the  cesspool  and  fifty  feet  from  the  barn,  with  the  drainage  of  both  towards  it. 
These  utensils  were  cleaned  in  an  ordinary  wash-tub  with  ten  gallons  of  water, 
five  of  which  were  said  to  have  been  heated  and  subsequently  cooled  with  five 
other  gallons  obtained  from  this  well  supply.  There  was  no  history  of  any  case 
of  typhoid  fever  occurring  upon  the  premises,  but  the  analysis  of  the  sample  of 
water  obtained  from  the  well  showed  that  it  was  dangerously  polluted  and  not 
safe  to  use  for  domestic  purposes.  The  board  of  health  of  the  town  were  in- 
formed of  the  results  of  the  investigation  and  were  advised  to  order  the  sale  of 
milk  from  this  farm  stopped  until  the  methods  of  carrying  on  the  business  were 
made  satisfactory  to  the  board. 

Natick. 

We  have  escaped  almost  entirely  any  of  the  contagious  or  infectious  dis- 
eases that  the  warm  months  or  the  colder  season  is  apt  to  engender,  and 
while  our  death-rate  is  slightly  increased  from  the  preceding  year,  it  is 
largely  due  to  the  number  of  persons  who  died  at  the  advanced  age  of  sev- 
enty and  over. 

New  Bedford. 

During  the  year  just  ended  there  has  been  a  very  perceptible  falling  off 
in  the  number  of  cases  of  scarlet  fever,  which  disease  has  usually  interfered 
with  the  work  of  the  school  department. 

In  our  opinion  the  efficacy  of  fumigation  in  buildings  so  much  frequented 
as  school-houses  is  apparent,  and   if,  during  each  vacation  of  the  long 
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period,  oui-  school  buikliugs  should  be  treated  as  thoroughly  as  was  done 
in  1900,  the  number  of  cases  of  contagion  and  infection  would  be  very  ma- 
terially reduced. 

That  there  is  need  for  a  contagious  disease  hospital  for  this  fast  growing 
mill  city  is  apparent  to  any  one  who  has  given  the  subject  the  least  thought. 
In  tenements  where  are  several  families  it  is  as  essential  to  remove  a  person 
afflicted  with  scarlet  fever  to  a  hospital  for  treatriient  as  in  cases  of  small- 
pox. 

Realizing  that  a  daily  inspection  both  of  public  and  parochial  schools  is 
essential  in  the  effort  to  prevent  the  spread  of  contagion  and  infection,  the 
board  has  carried  on  the  work  during  the  year  successfully,  employing  two 
physicians  in  that  department.  During  the  year  3,300  pupils  were  exam- 
ined, and  54  were  recommended  to  be  sent  home  for  different  causes. 

The  number  of  vaccinations  for  the  year  which  has  drawn  to  a  close  is 
425. 

Newton. 

The  general  health  of  the  city  has  continued  exceptionally  good  during 
the  year  1901.  There  were  no  epidemics  of  contagious  disease  during  the 
year,  and  no  outbreaks  of  sufficient  importance  to  deserve  mention. 

Early  in  the  year  the  diphtheria  ward  and  the  administration  building  of 
the  contagious  hospital  plant  were  completed,  and  put  in  use.  The  scarlet 
fever  ward  is  now  in  process  of  completion  and  will  be  ready  for  occupancy 
early  in  1902. 

The  advantages  of  being  provided  with  a  suspect  or  detention  room,  an 
institution  which  was  lacking  in  the  old  hospital,  have  been  amply  demon- 
strated during  the  year.  Frequently  it  is  found  advisable  to  remove  a 
suspect  from  a  crowded  home  or  boarding-house  before  the  diagnosis  of  the 
disease  is  positive.  By  the  use  of  the  suspect  room  it  has  been  possible  in 
several  instances  to  early  relieve  the  inmates  of  the  patient's  home  from 
risk  of  possible  contagion,  and  at  the  same  time  safeguard  the  interests  of 
the  patient,  who  might  otherwise  be  exposed  to  the  danger  of  contracting 
diphtheria  in  the  ward,  while  suffering  from  some  one  of  the  minor  throat 
troubles.  The  advantages  of  the  suspect  room  attached  to  the  scarlet 
fever  ward  are  likely  to  be  still  more  marked,  on  account  of  the  frequency 
of  cases  which  closely  simulate  scarlet  fever  in  its  early  stages. 

The  use  of  antitoxin  has  become  so  general,  and  the  success  of  this 
method  of  treatment  is  so  commonly  recognized,  that  instances  of  its  suc- 
cessful use  need  not  be  recited. 

Free  vaccination  was  offered  daily  at  the  office  of  the  board,  ^'accine 
was  supplied  free  to  physicians  for  non-paying  patients,  and  several  calls 
for  free  vaccination  from  large  employers  of  labor  were  responded  to. 

No  recurrent  cases  of  contagious  disease  have  occurred  after  disinfection, 
and  the  board  sees  no  reason  to  change  its  belief  in  the  efficiency  of  for- 
maldehyde gas  as  a  disinfecting  agent.     The  superiority,  as  regards  cost, 
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efficiency  and  speed,  of  present  methods  of  disinfection  as  compared  with 
those  previously  in  use  continues  to  be  demonstrated. 

The  close  of  the  year  1901  finds  the  city  with  practically  all  houses  on 
the  line  of  public  sewers  connected  with  the  sewer.  It  is  probable  that 
hereafter  it  will  be  possible  to  have  the  work  of  house  connection  keep 
pace  with  that  of  street  sewer  construction. 

Street  waste  barrels  for  the  reception  of  rubbish,  paper,  etc.,  have  been 
placed  at  convenient  points  in  all  sections  of  the  city,  and  have  been  of 
great  value  in  keeping  the  streets  free  from  offensive  rubbish. 

North  Adams. 

Early  in  the  year  the  prevalence  of  small-pox  in  this  vicinity  seemed  to 
demand  our  attention,  and  we  endeavored  to  take  such  measures  as  would 
prevent  an  epidemic  of  this  disease  in  our  midst.  Compulsory  vaccination 
was  ordered  by  this  board  and  was  cheerfully  complied  with  by  our  citizens. 
Over  1,000  people  were  vaccinated  at  the  expense  of  the  city,  and  every 
manufacturing  corporation  in  our  city  had  its  help  vaccinated.  The  atten- 
tion of  the  school  authorities  was  called  to  the  enforcement  of  the  statutes 
relating  to  vaccination  of  school  children,  and  no  child  is  now  admitted 
unless  compliance  is  had  with  the  provisions  of  this  law. 

During  the  year  ninety  tenements  and  buildings  have  been  fumigated  for 
contagious  diseases.  Formaldehyde  vapor  was  used  and  gave  general 
satisfaction. 

Northampton. 

In  no  way  can  the  i)ublic  health  be  more  endangered  than  by  lax  or 
improper  garbage  collection.  This  board  proposes  to  ask  for  a  large  in- 
crease of  appropriation  for  this  collection  of  garbage,  and  is  of  the  opinion 
tliat  it  would  be  safer  to  discontinue  public  garbage  collection  entirely 
rather  than  to  keep  up  the  present  pretence  of  sanitary  work  in  this  line. 

We  would  call  attention  to  chapter  171  of  the  Acts  of  1901,  requiring  all 
cities  in  the  Commonwealth  to  establish  one  or  more  hospitals  for  infectious 
diseases.  There  is  at  present  no  provision  for  a  pest  house,  and  this  law 
requires  one. 

North  Attleborough. 

It  would  be  well  for  the  present  and  prospective  owners  of  pigs  to  ac- 
quaint themselves  with  the  rule  that  "  No  swine  can  be  kept  in  the  thickly 
settled  part  of  the  town,  whenever  such  keeping  may  constitute  a  nuisance." 

Malaria  lias  j)revailed  quite  extensively,  and  the  general  character  of  the 
disease  has  been  quite  severe. 

Orangk. 
F^rom  Dec.  7,  1901,  to  Jan.  1,  1902,  there  were  reported  to  the  board  of 
health  147  cases  of  measles.     The  town  was  entirely  free  from  diphtheria, 
typhoid  fever  and  small-pox. 
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A  number  of  legal  notices  were  served  and  several  houses  were  ordered 
to  be  connected  with  the  sewer,  and  the  time  will  eventually  come  when  all 
houses  upon  streets  where  there  are  sewers  will  have  to  be  connected  with 
those  sewers,  for  the  public  health  demands  that  such  measures  be  taken. 

Palmer. 
The  cases  of  contagious  and  infectious  diseases  reported  to  the  board 
during  the  past  twelve  months  have  been  less  than  half  the  number  reported 
the  previous  year. 

PiTTSFIELD. 

The  following  report  of  Medical  Inspector  Morse  relates  to  an  unusual 
prevalence  of  diphtheria  at  Pittsfield  in  the  winter  of  1900-1901  :  — 

On  April  5,  1901,  my  attention  was  called  by  the  board  of  health  of  the  city  of 
Pittsfield  to  the  appearance  of  a  large  number  of  cases  of  diphtheria  which  had 
occuri-ed  in  the  cit}'  during  the  j^receding  fall  and  winter,  and  upon  investigation 
it  was  found  that  since  Aug.  15,  1900,  71  cases  of  the  disease  had  appeared  in  the 
city.  Previous  to  August  15  there  had  been  no  cases  of  the  disease  i-eported 
since  Jan.  26,  1900.  On  August  15  and  16  two  children,  seven  and  eight  years  of 
age,  who  had  recently  come  from  New  York,  were  taken  ill  with  tlie  disease,  and 
these  were  the  only  cases  reported  in  the  month  of  August.  On  September  20 
another  case  was  reported,  followed  by  3  others  in  the  same  month.  Five  were 
reported  in  October  and  16  in  November,  18  in  December,  8  in  January,  5  in 
February,  11  in  March,  and  2  in  the  first  four  days  of  April,  making  a  total  of  71 
cases.  Upon  jilotting  these  eases  upon  a  map  it  was  found  that  37  of  them  were 
in  the  district  known  as  Morningside,  the  greater  majority  of  these  cases  being 
among  children  attending  the  Wm.  B,  Rice  school,  and  the  remainder  were  in  the 
scattered  parts  of  the  city.  Attention  had  been  previously  directed  to  this  school 
by  the  board  of  health  and  the  school  committee,  and  at  times  during  the  winter 
it  had  been  temporarily  closed  and  fumigated,  but  on  the  reopening  of  the  school 
other  cases  developed,  wiiich  led  tiiem  to  believe  that  the  cause  existed  either  in 
the  school  building  itself  or  in  the  sanitary  arrangement  of  the  heating  and  venti- 
lating apparatus.  The  board  of  health  and  the  school  committee,  being  assured 
that  such  conditions  would  not  probably  propagate  the  disease,  were  advised  to 
insist  upon  the  children  who  were  ill  with  the  disease  having  two  negative 
culture  reports  from  their  throats  before  being  allowed  to  return  to  school,  this 
never  having  l)een  the  custom  jjreviousl}'.  The  nnmber  of  cases  of  the  disease 
continued  to  a  limited  e.xtent  (hiring  the  remainder  of  the  month  and  also  (hiring 
Ma}'  and  June,  following  wiiich  time  there  was  a  notable  decrease  in  the  number 
reported. 

Plymouth. 
It  has  been  repeatedly  brought  to  the  attention  of  the  board  that  the 
small  brook  running  in  the  vicinity  of  Samosct  Street  and  Depot  Avenue 
and  thence  to  the  harbor  is  a  nuisance  during  the  summer  months,  because 
it  is  used  for  the  disposal  of  a  large  and  constautly  increasing  amount  of 
sewage  for  which  its  limited  capacity  and  central  location  render  it  abso- 
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lutely  unfit.  The  board  has  accordingly  taken  measures  which  will  lead, 
as  soon  as  satisfactory  arrangements  can  be  made,  to  the  removal  of  objec- 
tionable matter  from  the  brook,  leaving  it  to  its  legitimate  work,  the  dis- 
posal of  surface  water. 

During  the  summer  the  flats  near  the  outlet  of  Eel  River  became  a  source 
of  annoyance  at  low  water.  As  the  river  now  empties  directly  into  the 
bay,  each  severe  north-east  storm  carries  large  quantities  of  marine  vegeta- 
tion of  various  sorts  up  to  a  point  where  the  stream  becomes  broad  and 
shallow,  depositing  it  there,  where  it  decomposes,  giving  off  at  times  a 
horrible  stench,  and  affording  a  breeding  phice  for  clouds  of  insects,  mak- 
ing the  locality  an  extremely  uncomfortable  one  for  residents  or  even  for 
the  passer-by. 

Taking  advantage  of  a  low  condition  of  water  in  the  river  the  Board 
caused  the  channel  below  the  flats  to  be  cleared  of  obstructing  rocks  and 
sand  bars,  thus  getting  a  swifter  current  and  draining  the  objectionable 
flats,  from  which  the  decomposing  mass  was  scraped  as  far  as  possible. 
By  these  means  the  matter  was  greatly  helped. 

QUINCY. 

Early  in  the  year  bids  were  advertised  for,  to  contract  for  scavenger 
work  in  the  city,  for  a  term  of  three  years  ;  two  bids  were  submitted,  and 
the  contract  let  to  the  lowest  bidder  at  the  following  rates  :  cleaning  cess- 
pools, per  tank  load,  $1.65 ;  cleaning  single  vaults,  $1.20  ;  cleaning  double 
vaults,  $1.70;  all  work  to  be  done  under  the  supervision  of  the  board; 
apparatus,  tanks,  etc.,  to  be  approved  by  us,  and  a  bond  of  $1,000  to  be 
given  by  contractor.  It  is  to  be  noted  that  the  rates  established  by  the 
above  contract  are  considerably  lower  than  the  previous  rates. 

The  collection  of  garbage  has  been  done,  as  in  the  past,  by  two  teams 
and  four  men,  and  has  given  general  satisfaction. 

The  bake-houses  in  the  city  were  inspected  early  in  the  year,  and  the 
sanitary  inspector  reported  favorably  in  all  but  one  instance. 

Reading. 

But  1  out  of  the  67  cases  of  contagious  diseases  reported  during  the 
year  proved  fatal. 

Tlie  board  would  respectfully  recommend  a  method  of  school  inspection 
which  has  been  adopted  in  other  places  with  very  satisfactory  results. 
The  plan  is  to  divide  the  town  into  districts,  with  a  medical  inspector  for 
each  district,  whose  duty  it  shall  be  to  visit  the  schools  at  regular  intervals 
and  examine  any  pupil  whom  the  toaclicr  thinks  is  ailing  or  needs  medical 
attention  from  any  cause  whatever.  If  the  physician  thinks  the  ailment 
of  sufficient  importance,  he  recommends  to  the  teacher  that  the  pupil  be 
sent  home,  with  a  statement  of  the  cause.     The  importance  and  value  of 
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this  method  of  inspection  in  preventing  the  spread  of  contagions  diseases 
of  all  kinds  has  been  demonstrated  so  satisfactorily  by  the  experience  of 
other  towns  and  cities  that  we  feel  it  our  duty  to  recommend  that  it  be 
adopted  here. 

Salem. 
It  is  still  the  opinion  of  the  board  that  the  city  should  be  provided  with 
a  hospital  for  the  proper  care  of  contagious  diseases,  as  contemplated  by 
statute  law.  During  the  year  a  site  has  been  designated  at  Salem  Neck 
for  this  purpose.  One  hundred  dollars  having  been  placed  in  the  hands  of 
the  board  of  health  by  the  city  council  for  the  purpose  of  securing  plans 
and  specifications  for  said  hospital,  the  board  had  presented  to  them  nine 
plans  and  specifications,  as  called  for  by  advertisement.  After  giving  these 
plans  and  specifications  careful  examination,  and  securing  such  information 
as  was  possible  regarding  requirements  of  the  building  necessary,  the  board 
were  obliged  to  return  all  of  them.  This  action  was  taken  by  the  board 
because,  in  its  opinion,  it  was  shown  to  be  impossible  to  secure  a  proper 
building  except  for  a  sum  much  in  excess  of  that  which,  in  the  judgment 
of  the  board,  would  have  met  the  approval  of  the  city  council,  and  for  the 
further  reason  that  the  appropriation  available  was  not  sufficient  to  enable 
the  board  to  purchase  such  plans  as  were  in  part  satisfactory.  In  addition 
to  the  cost  of  erecting  the  building  comes  the  additional  expense  of  its 
maintenance  and  occupanc}'  during  the  entire  year,  of  not  less  than  81,000. 
Yet,  notwithstanding  this  expenditure  of  money  and  expense  following, 
the  board  are  strongly  of  the  opinion  that  the  city  council  should,  at  the 
earliest  day,  take  measures  to  provide  the  city  with  a  building  of  this 
character  to  meet  any  emergency  that  may  arise. 

Sharon. 
The  board  recommended  that  all  persons  be  vaccinated,  and  arranged 
for  free  vaccination  for  those  who  desired  to  avail  themselves  of  the  same. 

liegulation. 

Section  1.  Pulmonary  tuberculosis  is  hereby  declared  to  be  a  disease  danger- 
ous to  the  public  health.  Every  physician  shall  report  in  writing  to  the  board  of 
health  the  name,  age  and  sex  of  every  person  under  his  care  or  treatment  having 
such  disease. 

Section  2.  A  room  or  apartment  thit  has  been  occupied  by  a  person  suflfering 
from  tuberculosis  shall  not  again  be  used  or  occupied  after  the  death  or  removal 
of  the  patient  until  the  same  shall  have  been  disinfected  by  or  under  the  supervi- 
sion of  the  board  of  health. 

Section  7.  Any  person  who  owns,  controls  or  has  charge  of  a  room  or  apart- 
ment that  has  been  occupied  by  such  tuberculous  patient  and  allows  the  same 
again  to  be  used  or  occupied  before  being  disinfected  according  to  section  two, 
shall  forfeit  a  sum  not  exceeding  fifty  dollars. 
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SOMERVILLE. 

Number  of  nuisances  abated, 906 

Number  of  nuisances  referred  to  board  of  1902,        ....  76 

Number  of  nuisances  complained  of, 982 

Number  of  complaints  (many  covering  more  than  one  nuisance),  .  476 

Number  of  notices  mailed, 594 

Number  of  notices  served  by  constables, 3 

In  addition  to  the  above,  235  dead  animals  have  been  removed  from  the 
public  streets  and  many  nuisances  have  been  abated  on  verbal  notice  from 
the  agent,  without  action  by  the  board,  of  which  no  record  has  been  made. 
Each  spring  the  whole  city  is  examined,  and  cellars,  yards  and  alleyways 
where  rubbish  and  filth  have  collected  are  required  to  be  cleaned. 

Glanders. — Twenty-nine  cases  of  glanders  have  been  reported  during 
the  year.  Prompt  action  was  taken  iu  every  case,  and  26  of  the  horses 
were  killed,  3  being  released  from  quarantine  by  order  of  the  Cattle  Com- 
missioners. 

During  the  past  year  the  ashes  have  been  removed  by  this  department 
with  teams  owned  and  men  hired  by  the  city,  under  a  competent  superin- 
tendent, who  also  superintends  the  collection  of  house  offal.  The  number 
of  loads  collected  during  the  year  was  29,112.  The  number  of  loads  of 
offal  during  the  year  was  6,345. 

"Warning  cards  are  used  in  dealing  with  scarlet  fever  and  with  diphtheria, 
and  the  premises  are  fumigated  by  the  use  of  the  formaldehyde  gas  gene- 
rator immediately  after  the  termination  of  the  case.  An  inspection  is 
made  by  the  agent  of  the  board  of  the  premises  where  diphtheria  is  re- 
ported, and  all  sanitary  defects  discovered  are  required  to  be  remedied  as 
soon  as  possible. 

Promptly  with  the  entrance  of  the  first  of  the  autumn  small-pox  patients 
to  the  hospital,  the  board  authorized  the  three  physicians  that  were  asso- 
ciated with  the  board  to  perform  free  vaccinations  to  such  as  might  apply 
to  them  therefor  at  their  respective  offices  during  the  remainder  of  the 
year.  An  appeal  to  the  public  through  the  press  was  authorized,  and  the 
co-operation  of  other  city  departments  was  asked  in  getting  their  employees 
vaccinated. 

We  renew  our  earnest  recommendation  of  the  last  two  years  for  the 
speedy  inauguration  of  a  system  of  daily  medical  inspection  of  the  public 
and  private  schools  of  the  city. 

The  system  of  free  bacteriological  examinations  tentatively  inaugurated 
last  year  by  this  board  to  facilitate  the  early  diagnosis  of  dii)htheria,  tuber- 
culosis and  typhoid  fever  has  been  an  unqualified  success  from  the  start, 
and  now  it  has  become  a  necessity. 
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SoUTHBOROUGn. 

The  following  report  of  Dr.  Morse,  medical  inspector,  relates  to  an  in- 
spection made  relative  to  a  few  cases  of  typhoid  fever  which  occurred  in 
Southborough  in  October,  1901  :  — 

On  October  11  ni}-  jiltention  was  called  to  3  cases  of  typhoid  fever  which  existed 
in  the  town  of  Southbovongh,  and  the  l)oard  of  health  of  the  town  requested  that 
an  investigation  be  made  relative  to  the  origin  of  the  disease.  On  the  following 
day  I  made  a  visit  to  the  town  and  found  that  two  brothers  had  been  taken  ill, 
one  on  the  first  day  of  October  and  the  other  on  the  lUth.  As  far  as  could  be 
ascertained  they  had  not  been  exposed  to  infection  outside  of  the  town,  they  being 
of  the  school  age,  going  to  school  daily.  Their  water  supply  at  home  was  ob- 
tained from  a  well  situated  in  the  back  yard  and  onl}'  a  short  distance  from  a 
cesspool.  At  school  the  water  supply  was  obtained  from  a  driven  well  located  on 
the  premises. 

The  other  case  was  a  girl  nine  years  of  age,  who  went  to  bed  ill  on  October  3. 
The  water  at  her  house  was  obtained  from  a  spring  located  some  distance  back 
of  the  house  and  onh'  ten  feet  from  a  large  pig-pen.  Samples  of  water  were 
collected  from  these  different  sources,  and  the  water  from  the  well  at  the  school- 
house  was  found  to  be  seriously  polluted.  The  water  from  the  well  at  the  first 
house  and  from  the  spring  at  the  second,  although  not  showing  by  the  chemical 
analyses  to  be  seriously'  polluted,  must  be  considered,  on  account  of  their  location, 
quite  suspicious. 

At  the  first  house  the  father  of  the  two  boys  ill  with  the  disease  worked  for  a 
large  creamery  located  in  the  town  and  he  handled  practically  all  of  the  milk 
there.  At  the  second  place  twenty-four  cows  were  kept,  the  milk  being  sold  to 
this  same  creamery,  and  it  was  important  that  all  measures  should  be  taken  to 
prevent  possible  infection  of  the  milk,  most  of  which  was  sent  to  Boston,  Cam- 
bi'idge  and  Brookline.  Accordingly,  the  superintendent  of  the  creamery  was 
advised  to  dispense  with  his  foreman's  services  temporarily  and  that  milk  from 
the  second  farm  be  discontinued  until  complete  recovery  of  the  patients  had 
taken  place.  These  suggestions  seemed  to  be  eflfective,  for,  so  far  as  could  be 
ascertained,  no  cases  of  typhoid  fever  developed  among  the  customers  using  tins 
milk  supply. 

As  a  result  of  the  analj'ses  of  the  sample  of  water  taken  at  the  high  school 
building,  and  found  to  be  seriously  polluted,  the  board  of  health  and  the  school 
committee  of  the  town  were  advised  to  discontinue  this  supply  and  secure  one 
which  would  be  free  from  pollution. 

Springfield. 
Springfield  is  a  sanitary  city.  The  hygienic  conditions  which  prevail  here 
are  those  of  a  well-ordered  and  well-regulated  community  of  people  residing 
in  homes,  as  contrasted  with  cities  having  a  large  foreign  population  living  in 
tenement  houses.  The  duties  of  the  board  of  health,  therefore,  are  largely 
those  of  supervision  and  prevention,  as  far  as  possible,  of  all  causes  that 
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contribute  to  iinhealthfulness  and  unsanitary  conditions,  and  not  so  much 
tlie  difficult  enforcement  of  the  ordinary  rules  of  hygienic  living. 

Early  in  the  year  a  rule  was  passed  forbidding  expectoration  in  any 
public  place. 

Taunton. 

There  has  been  no  unusal  amount  of  contagious  diseases  during  the  year. 
While  diphtheria  and  scarlet  fever  have  been  more  or  less  prevalent,  as 
always  in  a  city  of  this  size,  the  number  of  cases  at  any  one  time  has  not 
been  sufficient  to  cause  alarm.  In  December  it  was  deemed  judicious  to 
close  one  grade  in  the  School  Street  school  owing  to  the  appearance  of 
three  cases  of  scarlet  fever  in  one  week  in  one  room  in  that  school. 

The  existence  of  small-pox  all  around  us  was  a  source  of  anxiety  during 
the  closing  months  of  the  year.  We  are  very  fortunate  in  having  escaped 
it  so  far. 

We  have  continued  the  custom,  inaugurated  last  year,  of  having  medical 
inspections  of  school  children  and  believe  it  to  be  a  valuable  aid  in  the  de- 
tection and  prevention  of  contagious  diseases. 

Waltham. 

The  board  deemed  it  necessary  to  urge  upon  the  people  of  Waltham  im- 
mediate vaccination,  and  later  ordered  the  various  corporations  to  vaccinate 
all  their  employees  who  had  not  already  been  successfully  vaccinated  within 
the  prescribed  limit  of  time.  To  the  prompt  compliance  with  these  sugges- 
tions may,  we  think,  be  credited  the  comparative  freedom  of  the  city  from 
this  dread  disease. 

Early  in  the  year  an  unusually  large  number  of  cases  of  diphtheria  oc- 
curred among  the  pupils  of  the  Plympton  school,  so  that  it  was  deemed 
expedient  to  close  this  school,  to  enable  the  agent  and  assistants  to  thor- 
oughly fumigate  and  disinfect  the  premises.  The  floors,  ceilings,  and  all 
the  furniture  were  thoroughly  cleansed,  and  quite  a  number  of  the  books 
which  had  been  handled  by  the  affected  pupils  were  l)urned.  The  means 
adopted  evidently  attained  the  end  desired,  for  tbe  condition  of  the  pupils 
of  the  district  has  since  remained  normal. 

The  school  inspection  system  has  been  very  satisfactory,  and  was  of 
great  value  in  preventing  infected  children  from  attending  school  and 
thereby  lessening  the  spread  of  contagious  diseases. 

Tliree  hundred  and  eighty-four  rooms  in  dwelling  houses  have  been  dis- 
infected with  formaldehyde  gas  and  many  rooms  have  been  washed  with  a 
solution  of  corrosive  sulilimate.  Much  bedding  and  wearing  apparel  has 
been  sterilized  by  immersion  in  a  similar  solution. 

Wakkfikld. 
Your  board  would  recommend  that  a  permanent  small-pox  hospital  be 
erected,  to  provide  for  future  emergencies. 
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Wark. 

Twenty  cases  of  typhoid  fever  is  an  unusually  large  number  of  cases  for 
this  town  in  one  year ;  for  several  years  past  there  has  not  been  more  than 
one  or  two  cases  in  a  year,  consequently  the  community  was  somewhat 
stirred  at  the  proportions  of  this  epidemic.  Fortunately  the  source  of  the 
contagion  was  traced  to  an  infected  milk  supply,  and  as  soon  as  this  was 
cut  off  the  spread  of  the  disease  began  rapidly  to  abate.  A  single  case, 
contracted  in  Berkshire  county,  came  to  this  farm,  an  old  well  became 
infected,  and  this  water  was  used  temporarily  to  wash  the  cans,  and  in  this 
way  the  germs  reached  the  milk.  To  this  supply  nearly  every  case  could 
be  traced. 

There  is  no  suitable  house  at  present  for  isolation  in  case  of  small-pox. 
The  town  owns  an  old  house,  with  a  few  acres  of  surrounding  land,  on  the 
hill  just  above  the  race  track,  but  the  house  is  so  dilapidated  and  filthy 
that  it  would  hardly  be  a  fit  habitation  for  swine.  We  have  been  prepared, 
therefore,  with  plans,  etc.,  to  construct  a  temporary  building  for  this  pur- 
pose should  such  an  emergency  arise. 

Watertown. 

The  general  health  of  the  town  has  been  excellent  during  the  past  year. 
It  has  fortunately  been  free  from  a  general  epidemic  of  any  contagious 
disease.  Timely  precautions  were  taken  against  threatening  small-pox 
by  instituting  free  public  vaccination,  of  which  about  900  persons  took 
advantage. 

With  sraall-pox  threatening  upon  all  sides  the  town  took  a  very  inoppor- 
tune time  to  delay  the  much-needed  rebuilding  of  its  quarantine  hospital, 
which  was  burned  down  after  having  been  located  upon  the  town  farm 
during  the  past  thirty  years.  There  is  no  other  place  known  to  the  board 
in  town  more  free  from  all  reasonable  objections  for  its  re-erection  than 
upon  this  ten-acre  piece  of  town  property.  Especially  so  if  it  be  placed 
about  two-thirds  of  the  distance  back  from  the  front  towards  the  rear  of 
the  lot.  As  such  institutions  are  now  conducted  none  but  sentimental  or 
theoretical  objections  can  be  urged  against  them.  Unless  the  town  very 
shortly  provides  itself  with  the  proper  accommodations  for  a  case  of  emer- 
gency, it  is  likely  to  find  itself  in  a  very  embarrassing  and  probably  very 
costly  situation,  if  it  should  suddenly  find  a  case  of  small-pox  upon  its 
hands.  Under  the  present  circumstance  it  canuot  reasonably  expect  to 
continue  wholly  free  from  it. 

The  medical  inspection  of  the  schools,  as  recommended  in  our  last 
annual  report,  has  now  been  in  successful  operation  since  the  opening  of 
the  schools  in  September  last,  and  has  worked  to  the  great  satisfaction  of 
the  health  and  school  boards.  The  schools  have  been  grouped  into  three 
districts,  requiring,  so  near  as  may  be,  equal  amounts  of  service. 
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During  the  past  year  the  board,  to  facilitate  its  control  of  and  for  the 
prevention  of  the  spread  of  diphtheria,  malaria,  typhoid  fever  and  tuber- 
culosis, has  maintained  a  small  bacteriological  laboratory  under  charge  of 
one  of  its  medical  inspectors.  Returns  upon  cultures  have  thus  been  much 
more  promptly  obtainable  than  when  they  have  had  to  be  sent  out  of  town. 
The  results  of  cultures  have  been  immediately  reported  to  the  attending 
physician  by  telephone  whenever  possible. 

Westborough. 

It  was  deemed  advisable,  in  view  of  the  prevalence  of  small-pox  through- 
out the  country,  to  provide  the  means  and  make  arrangements  for  free 
vaccination,  since  which  time  146  persons  have  availed  themselves  of  the 
opportunity,  and  been  vaccinated  at  the  expense  of  the  town. 

Weymouth. 

When  it  became  apparent,  late  in  the  fall,  that  small-pox  was  prevailing 
extensively  in  Boston,  and  scattering  cases  were  reported  in  several  of  the 
neighboring  towns,  the  board  invited  the  physicians  of  the  town  to  meet 
them  for  the  purpose  of  consulting  upon  measures  which  might  be  taken 
for  the  prevention  of  the  spread  of  the  disease  in  our  town.  This  meeting 
was  held  on  December  3,  and  as  one  result  thereof  free  vaccination  waa 
offered  to  all  who  would  avail  themselves  of  the  same.  It  was  also  practi- 
cally agreed  at  this  meeting  —  the  physicians  unanimously  favoring  the 
plan  —  that,  should  occasion  require  the  establishment  of  a  small-pox  hos- 
pital, the  town  house  should  be  used  for  that  purpose.  It  became  apparent, 
also,  that  the  physicians  of  the  town  were  unwilling  to  treat  the  disease, 
and  outside  medical  aid  will  need  to  be  called  in  for  attendance  upon  any 
case  which  may  occur. 

Under  the  offer  of  free  vaccination  549  have  been  vaccinated  or  revacci- 

nated. 

Whitman. 

We  have  so  far  been  free  from  small-pox,  and  we  attribute  it  to  the  fact 
that  Whitman  has  for  years  employed  the  vaccination  law  in  the  scliools. 
We  have  also  attended  promptly  to  all  suspected  cases,  and  all  of  those 
known  to  have  been  exposed  were  quarantined  until  such  time  as  they  were 
found  to  be  free  from  infection. 

Worcester. 

Number  of  complaints  for  the  year  ending  Dec.  31,  1901,  854. 

The  number  of  deaths  during  the  year  was  1,997,  a  mortality  of  1G.49. 

Bacteriological  Department . 
The  work  of  this  department  continues  to  give  the  satisfaction  of  previ- 
ous years.     Seven  hundred  cultures  were  examined  in  all. 
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The  bath  houses  were  opened  for  use  June  10  and  closed  September  21. 
Thirty  thousand  four  hundred  and  forty-nine  men  and  boys  used  the  men's 
house  during  the  season. 

On  June  4,  smuU-pox  was  reported  to  this  board.  A  total  of  10  eases 
were  reported  between  June  4  and  July  3,  with  4  deaths,  a  heavy  mor- 
tality, showing  the  extreme  virulence  of  the  disease.  It  is  significant  that 
none  of  these  patients  who  died  had  ever  been  vaccinated,  with  the  pos- 
sible exception  of  Dr.  Campbell,  who  was  said  to  have  been  vaccinated  in 
childhood  but  who  showed  no  scar.  This  would  indicate  that  bis  vaccina- 
tion was  not  successful,  or  had  lost  its  power  to  protect  him. 

Fewer  cases  of  diphtheria  were  reported  this  year  than  in  any  year  since 
1895  ;  266  cases  were  reported.  Seventeen  deaths  occurred,  making  the 
mortality  6.39,  the  lowest  of  which  we  have  any  record.  This  very  low 
rate  is  due,  in  our  opinion,  to  the  more  general  and  prompter  use  of  anti- 
toxin, which  is  furnished  free  by  this  department  to  the  medical  profession 
from  the  supply  given  us  by  the  State  Board  of  Health,  and  also  to  the  good 
work  of  the  isolation  hospital,  where  most  of  the  severest  cases  are  sent 
for  treatment. 

We  again  renew  our  recommendation  that  an  appropriation  be  made  for 
medical  inspection  in  the  schools  of  this  city. 

The  isolation  hospital  has  continued  the  excellent  work  of  previous  years. 
This  hospital  should  be  credited  largely,  in  our  opinion,  with  the  decrease 
in  the  number  of  contagious  diseases  in  the  city,  for  by  its  aid  we  are  en- 
abled to  remove  promptly  any  case  of  disease  which  occurs  in  the  crowded 
tenements  before  it  has  a  chance  to  spread. 

We  again  renew  our  recommendation  that  the  additions  contemplated 
two  years  ago  be  constructed  so  that  we  may  be  able  to  care  properly  for 
those  mixed  cases  of  infection  which  are  always  a  source  of  care  and 
anxiety. 

One  hundred  and  fifty-seven  cases  were  treated  during  the  year. 
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Examination  of 132 
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Examination  of 137 

Easton,  water  supply  of,  examination  of 138 

Elmwood  (Holyoke),  water  supply  of,  advice  of  Board 25 

Erysipelas,  mortality  from  (tables) 550,  5,")4 

Everett,  health  of 572 

"Water  supply  of,  examination  of  (see  Metropolitan  Water  District)       .        .        .  138 

Examination  of  rivers xxx,  219 

Examination  of  sewer  outlets,  work  of  Board  relating  to xxxvii 

Examination  of  water  supplies xxx.  115 

Expenditures,  classified  l)y  departments xlv 

Food  and  drug 436 

Experiments  upon  the  purification  of  sewage  and  water  at  the  Lawrence  Experiment 

Station 271 

Fairhaven,  water  supply  of,  examination  of 138 

Fall  River,  health  of 573 

Water  supply  of,  examination  of 1.38 

Falmouth,  water  supply  of,  examination  of 138 

Filters  of  coarse  material,  character  of  organic  matter  in  effluents  of  contact        .        .  272 

Comparison  of  the  effluents  of  contact  and  intermittent  continuous  filters      .        .  275 

Contact,  when  nitrification  occurs  in 276 

Clogging  of 277 

Intermittent  continuous 297 

Comparison  of  the  purification  of  untreated  sewage  and  strained  sewage  in  .        .  299 

Operation  of,  of  smooth,  regular  material 301 

Application  to,  of  difTering  volumes  of  sewage 306 


602  INDEX. 

PAGE 
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Water  supply  of,  advice  of  Board 55 

Examination  of 208 

(Insane  Hospital),  advice  of  Board  relative  to  sewage  disposal       ....  97 

Westfield,  examination  of  Westfield  River  above  and  below 255 

Water  supply  of,  examination  of 208 

Westfield  River,  examination  of,  at  Huntington 2.04 

Above  Westfield , 255 

Below  Westfield 255 

Weston,  water  supply  of,  examination  of 208 

West  Roxbury,  examination  of  Charles  River  at 227 

West  Springfield,  advice  of  Board  relative  to  sewage  disposal 98 

Water  supply  of,  advice  of  Board 57 

Examination  of 209 

Weymouth,  health  of .590 

AVater  supply  of,  examination  of 209 

Whitin  Machine  Works  (Northbridge),  advice  of  Board  relative  to  the  water  supply 

of  Whitinsville 41 

Chemical  examination  of  water  supply  of 181 

Whitinsville,  water  supply  of,  advice  of  Board 41 

Whitman,  health  of rm 

Water  supply  of,  examination  of 210 

Whooping-cough,  mortality  from  (tables) 550,  554 

Williamstown,  examination  of  Hoosick  River  at 237 

■Water  supply  of,  examination  of 211 

Winchendon,  water  supply  of,  examination  of 211 

Winchester,  water  supply  of,  examination  of 212 

Winslow  Bros.  (Norwood),  advice  of  Board  relative  to  sewage  disposal        ...  81 

Advice  of  Board  relative  to  the  water  of  a  certain  well 42 

Water  supply  of,  examination  of 183 

Winthrop,  water  supply  of,  examination  of  (see  Metropolitan  Water  District)     .        .  212 

Woburn,  water  supply  of,  examination  of 213 

Worcester,  health  of .'igo 

AVater  suj)])!}'  of,  examination  of 214 

Worcester  Sewage  Purification  Works,  examination  of  Biackstone  river  at .        .        .    220,  223 

AVrentham,  water  supply  of,  advice  of  Board 58 

Examination  of 215 


